


MONTHLY 
iT ALOG 


UNITED STATES 9‘ fj--+ 
GOVERNMENT PUBLICATIONS 








NOVEMBER 1959 





Entries 15249-17165 — 





DISTRIBUTION OF PUBLICATIONS 


In ordering publications listed in this catalog, it should be noted that 
only those marked with an asterisk (*) are obtainable from the Super- 
intendent of Documents. 

Publications marked with a farad (#) are sold by the Office of Tech- 
nical Services, Commerce Dept. 

Where a single dagger (f) is the distribution symbol, application should 
be made directly to the department or bureau issuing the document. 


¥ | 14 f 1] . eee es — aS ae 
sning- 


e mailing address for all agencies listed in this catalog is Wa 


‘h 
ton 25, D.C., unless otherwise indicated. 


For sale by SuPERINTENDENT OF DocuUMENTSs 


For sale by Office of Technical Services, 


Commerce Dept. 


Distribution made by Issuing Office. Not 
definitely available if unaccompanied by 


a price 


Printed for Official Use 


(not available for distribution) 


Sent to Depository Libraries 





MONTHLY 
CATALOG 


OF UNITED STATES 
GOVERNMENT PUBLICATIONS 























NOVEMBER 1959 Number 778 





Entries 15249-17165 


Issued by the SUPERINTENDENT OF DOCUMENTS 


UNITED STATES GOVERNMENT PRINTING OFFICE, WASHINGTON 25, D.C. : 1959 








The Library of Congress catalog entry for this publication appears 
on the inside of the back cover. . 


FOR SALE BY THE SUPERINTENDENT OF DOCUMENTS, U.S. GOVERNMENT 
PRINTING OFFICE, WASHINGTON 25, D.C., PRICE 25 CENTS PER COPY 
SUBSCRIPTION PRICE $3.00 PER YEAR (INCLUDING INDEX) 
$1.50 ADDITIONAL FOR FOREIGN MAILING 








PREVIEWS 


The following publications are in the process of being printed. Advance sales 
orders may be placed for these publications. Orders will be scheduled and copies 
mailed as soon as stocks are received. It is not possible to estimate the lapse 
of time before the publications will actually appear. All information in regard 
to title, series, classification, distribution, and price given in these listings is 
preliminary and subject to change when the publications actually come from 
the press. Those so marked will be sent to depository libraries, providing, that 
at the time of going to press, the libraries were on list to receive the items 
under which these publications will be distributed. 

American ephemeris and nautical almanac, 1961. (Naval Operations Office.) 

$4.00 D 213.8: 961 
Bibliography on cancer for nurses. (Public Health Service, Bibliography series 

26, Publication 687.) 20c. @ FS 2.21 : 26 
Bread bakers guide. (Air Force Department, AFM 146-5.) $2.00. @ 

D 301.7 : 146-5 
Cattle walkways, aid to coastal marsh range conservation. (Agriculture De- 

partment, Leaflet 459.) 10c. A 1.35: 459 
Changes in American textile industry, competition, structure, costs, ete. (Agri- 

culture Department, Technical bulletin 1210.) $1.00. © A 1.36: 1210 
Citizen’s role in cultural relations. (State Department, International informa- 

tion and cultural series 69.) 20c. @ S 1.67: 69 
Combination lamb brooder and ewe feeder, farm building plan 5863. (Agricul- 

ture Department, Miscellaneous publication 804.) 5c. @ A 1.38: 804 


Education in Soviet zone of Germany. (Education Office, Bulletin 1959, no. 26.) 
$1.00. FS 5.3 : 959/26 


Farm labor fact book. (Labor Department.) $1.00. @ L1.2: F22 
Forced air fruit cooler, farm building plan 5860. (Agriculture Department, Mis- 
cellaneous publication 805.) 5c. @ A 1.38: 805 
General aviation aircraft radio equipment, 1958. (Federal Aviation Agency.) 
20e. FAA 1.2: R11 
Growing iris in home garden. (Agriculture Department, Home and garden bul- 
letin 66.) 5e. A 1.77: 66 
Guide to intensive coffee culture. (Agriculture Department, Production re- 
search report 31.) 25c. A 1.84: 31 


Hawaii National Park, Hawaii. [Revised.] (National Park Service.) 10c. ©@ 
I 29.6: H 31/2/959 


History of ships of American Navy, vol. 1, Dictionary of American Naval fighting 
ships. (Naval Operations Office.) $3.00. @ D 207.10:1 
Insect infestation as factor in storing farmers’ stock peanuts grown in Georgia. 


i] 

A 1.82: 364 

Iron ore resources of United States. (Geological Survey, Bulletin 1082-C.) 
30c. I 19.3 : 1082-C 

Laminated wall, bituminized fiber drain. (Business and Defense Services Ad- 
ministration, Commercial standard 226-59.) 10c. @ C 41.25 : 226-59 
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(Agriculture Department, Marketing research report 364.) 5c. 
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Managing farm fields, wetlands, and waters for wild ducks in South. (Agricul- 
ture Department, Farmers’ bulletin 2144.) 10c. @ A1.9: 2144 


Mining methods and costs. (Mines Bureau, Circular 7930.) 25¢. @ 
I 28.27 : 7930 


North Atlantic tropical cyclones. (Weather Bureau, Technical paper 36.) 
$1.00. @ C 30.28 : 36 


Pantograph adjustment. (Coast and Geodetic Survey, Technical bulletin 7.) 
5e. @ C 4.41/2:7 


Pocket guide to Spain. (Defense Department, DOD pamphlet 2-19.) 40¢. ©@ 
D 2.8: Sp 1/959 

Preparation of mentally retarded youth for gainful employment. (Education 
Office, Bullein 1959, no. 28.) 35c. @ FS 5.3 : 959/28 


Preservation of documents by lamination. (National Bureau of Standards, 
Monograph 5.) 20c. @ C 13.44:5 


Radiography. (Federal Aviation Agency, Quality control digest 4.) 35¢. ©@ 
FAA 1.33: 4 


Research relating to children. (Children’s Bureau, Bulletin 10.) $1.00. @ 
FS 3.220: 10 


Snow survey sampling guide. (Agriculture Department, Agriculture handbook 

169.) 25c @ A 1.76: 169 

Statistical handbook of aviation, 1959. (Federal Aviation Agency.) 60¢. © 

FAA 1.32: 959 

Statistics of electric utilities in United States, 1958, Classes A and B privately 
® 


owned companies. (Federal Power Commission, S-138.) $2.50. 
FP 1.21: 138 


Teachers of children who are hard of hearing. (Education Office, Bulletin 1959, 
no. 24.) 35c @ FS 5.3 : 959/24 


United States participation in international travel 1959 supplement to Survey 
of international travel, 1956. (Foreign Commerce Bureau.) 20¢. 

C 42.2: T69/supp. 959 

Uranium miners, your ounce of prevention. (Public Health Service, Publica- 

tion 708.) 10c. @ FS 2.2: Url 


What is a conservation ranch plant? (Agriculture Department, Leaflet 460.) 
10c. @ A 1.35 : 460 


Writer’s handbook for development of educational materials. (Education Of- 
fice, Bulletin 1959, no. 19.) $1.00. @ FS 5.3 : 959/19 
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Abbreviations 


amendment, amend- 
ments. 

appendix, appendixes. 

chapter, chapters. 

Congress. 

Department. 

document. 

District Printing and 
Publications Office, 
Potomac River Naval 
Command. 

octavo. 





folio. 
facsimile, facsimiles. 
° quarto. 
iy Ate. Greenwich hour angle. 
House, 
House concurrent reso- 
lution. 
_} Sr House document. 
H. ex. doe House executive docu- 
ment. 
House joint resolution. 
House bill. 
~.House resolution. 
_-House report. 
-illustration, tllustra- 
tions. 
inch, inches. 
latitude. 
longitude. 
mile. 
Mississippi River Com- 
mission. 
ee no date. 
ft ENREree > no place. 








| re: number, numbers. 
page, pages. 
pages of plates. 
paragraph, paragraphs, 
_-.plate, plates. 
_-portrait, portraits. 
--part, parts. 
report. 
Recruiting Publicity 
Center. 
Senate, Senate bill. 
Senate, concurrent reso- 
lution. 
Senate document. 
Senate executive docu- 
ment. 
Bad Ret...cessccccs Senate joint resolution. 
S. Res Senate resolution. 
SS ee ENE RR Senate report. 
section, sectionr. 
ee session, sessions. 
--sixteenmo. 
BORG. Biviiet com mmnel Statutes at large. 
supplement. 
table, tables. 
ESE - thirty-twomo. 
Treasury. 


twenty-fourmo. 
volume, volumes. 





Air 
Force Base. 
Weather Record Proc- 
essing Center. 


Common abbreviations for the names of States, months, etc., are also used. 


Explanation 


The individual issuing department, bureau, office, or agency is considered the 


publisher of Government publications. 


Words and figures enclosed in brackets [ ] are given for information, but do 





not appear on the title pages of the publications cataloged. Place and printer are 
not given for publications printed at the United States Government Printing 
Office, Washington, D.C. Size is not given for octavo publications. Size of maps 
is approximate, measurement being made from outer edge of border, excluding 
margin. The dates given with Senate and House documents and reports are the 
dates on which they were ordered to be printed. Usually the printing promptly 
follows the ordering, but various causes sometimes make delays. 

The word “processed” as used in this catalog indicates publications which are 
reproduced by duplicating processes other than ordinary printing, e.g., mimeo- 
graph, multigraph, planograph, rotaprint, multilith. Processed publications are 
not obtainable from the Superintendent of Documents. Requests for them, if they 
are available, should be addressed to the issuing office or to the Office of Technical 
Services, as indicated by the distribution symbol. 

Under provisions of the Printing Act of January 12, 1895, all Government publi- 
cations are entered in the Monthly Catalog. However, administrative and confi- 
dential (or restricted) publications are omitted. 

The L.C. card number appended to some of the entries is for those libraries 
ordering printed cards from the Library of Congress. The number at the extreme 
right of an entry indicates the classification of the publication in the Office of the 
Superintendent of Documents. 
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General Information 


The Superintendent of Documents, Government Printing Office, Washington, 
D.C., is authorized by law to sell copies of Government publications and to allow 
a discount of 25 percent to book dealers and also to quantity purchasers of 100 
or more copies of a single publication on condition that they will adhere to the 
publie sales price set by the Superintendent of Documents and that publications 
shall not be overprinted with any advertising matter. 

Publications cannot be supplied free to individuals nor forwarded in advance 
of payment. 

PRICE LISTS 


There is no general price list of public documents, but numerous lists have 
been prepared on special subjects and any of these will be furnished free, on 
application, by subject or subjects concerning which information is desired. It 
will also be noted that current publications which are for saie are listed in this 
catalog. 

LIST OF SELECTED PUBLICATIONS 


In addition to the price lists, the Documents Office issues a biweekly list of 
Selected United States Government publications for sale by the Superintendent of 
Documents. Each list is arranged alphabetically by subjects, with annotations 
and prices, and may be obtained free upon application to the Superintendent of 
Documents. 

CONGRESSIONAL BILLS, DOCUMENTS, AND REPORTS 


More than 12,000 different bills are usually introduced during a Congress, and 
there are additional prints on many during the progress of the legislation. With 
the exception of a very few—such as revenue bills—the demand is an unknown 
quantity and on most of them we receive no orders, which makes it impossible to 
print a sales supply. It may be that a copy could be obtained from your 
Congressman. 

A difficult problem is also presented in providing a supply of congressional 
documents, hearings, and reports because there are approximately 6,000 of this 
class of publications issued during a Congress and only a few of them are called 
for. We will attempt to print for sale a few of the more important ones, but if 
not priced the only possible source would be from your Congressman. 
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HOW TO ORDER PUBLICATIONS 


Publications entered in this catalog that are for sale by the Superintendent of 
Documents are indicated by an asterisk (*) preceding the price. Those for sale 
by the Office of Technical Services, Commerce Department, are indicated by a farad 
(®) preceding the price. A black dot (@) indicates that the publication has been 
or will be sent to depository libraries. A dagger ({) indicates that application 
should be made to the department, bureau, or agency issuing the document. A 
double dagger (t) indicates that the document is printed for official use and is 
not obtainable. Whenever additional information concerning the method of 
procuring a document seems necessary, it will be found under the name of the 
bureau by which it was published. 

In ordering a publication from the Superintendent of Documents, give (if 
known) the name of the publishing department, bureau, or agency, and the title, 
together with the classification number which is added to the entry at the extreme 
right; order the congressional documents and reports by the title, together with 
the document or report number and the Congress, e.g., H. doc. 108, 82d Congress. 

Do not use the L.C. card number in ordering a publication from the Superin- 
tendent of Documents. 

HOW TO REMIT 


Remittances for documents marked with an asterisk (*) should be made to the 
Superintendent of Documents, U.S. Government Printing Office, Washington 25, 
D.C., by coupon, postal money order, express order, or check. Publications can- 
not be mailed in advance of receipt of remittance. Currency may be sent at 
sender’s risk. Foreign remittances should be made either by international money 
order or draft on an American bank. 

Foreign money, defaced or smooth coins, will not be accepted. Do not send 
postage stamps. 

For the convenience of the general public, coupons in the denomination of 5c 
that are good until used in exchange for Government publications sold by the 
Superintendent of Documents, may be purchased from his office. Address order 
to Superintendent of Documents, Government Printing Office, Washington 25, D.C. 

Persons who make frequent purchases from the Superintendent of Documents 
may find a deposit account convenient. Deposits of $25.00 or more are accepted 
against which orders may be placed without making individual remittances or 
first obtaining quotations. Order blanks are furnished for this purpose. After 
the handling of the order has been completed, it will be returned showing the 
publications supplied, explanations regarding those not sent, the amount of 
charge, and the balance on deposit. 

No charge is made for postage on documents forwarded to points in United 
States and possessions, or to Canada, Cuba, Mexico, Newfoundland (including 
Labrador), and certain Central and South American countries. To other coun- 
tries the regular rate of postage is charged, and remittances must cover such 
postage. In computing foreign postage, add one-fourth of the price of the 
publication. 

LIBRARY CLASSIFICATION IN DOCUMENTS OFFICE 


The classification given at the right of entries for departmental publications is 
that used in the Library of the Division of Public Documents. It is also used as 
a catalog number for sales stock of this office. The shilling mark (/) separates 
what would ordinarily be superior or inferior numbers or letters, as it is not 
practicable to print these numbers or letters as superiors or inferiors in the 
Monthly Catalog. 
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New Classification Numbers 


National Bureau of Standards. 
C 13.46: nos NBS technical notes. 
Business and Defense Services Administration. 
C 41.91: CT World survey of agricultural machinery and 
equipment, 
Military Sea ‘Transportation Service. 
TD 216.1: date Annual reports. 
D 216.2: CT General publications, 
Air Force Departinent. 
D 301.45/17-2: nos Air Force Missile Development Center: 
Technical notes, AF MDC-TN (series). 
Federal Aviution Agency. 


FAA 1.34: nos Civil aeronautics manuals (numbered). 
Nute.—See, for earlier class, C 31.107/2 :(nos.) 


FAA 1.38: nos Technical stundard orders. 
Note.—-See, for earlier class, C 31.143: nos, 


Air Traffic Management Bureau. 


FAA 3.11: date Enroute IFR air traffic survey. 
Nute.—See., for eurlier class, C 31.165: date. 


National Institutes of Health. 

FS 2.22/17: date . Highlights of research progress in allergy and 

infectious diseases (annual). 
Public Health Service. 

IS 2.83/2: d: Lroceedings, biennial conference of State and 
territorial dental directors with Public 
Ilealth Service and Children’s Bureau. 

I'S 2.83/3: Annual conference, surgeon general, Vublic 
Health Service, with State and Territorial 
mental health authorities, proceedings. 

Interior Department. 


Sea water conversion, solar research station 
(series). 
State Department. 
American fureign policy, current documents 
(annual), 


.85 :-86 
; Kg 


Corrections for Previous Monthly Catalogs 


Feb. 1953. Entry 2644, Consumer price index, short description of index as 
revised, 1953. Change class to read: L 2.2: C 766/17/953. 

July 1959. VPage 110, 2d column, following Land Management Bureau, functions, 
programs, ete. (remarks)—9323, add line reading: Language and languages:. 

Aug. 1959. Entry 9707, Current population reports: Labor force, series P-50, 
no. 90, Employment of studeuts and other young persons, 1958. Correct price 
toreud: 7 Vaper, 10e. 

—— Entry 10411, Library and reference facilities in area of District of Co- 
Jumbia, 6th edition. Correct price line to read: 7 Paper, $2.00, Card Division. 

Sept. 1959. Entry 12270, Serial U, Amendment to Federal insecticide, fungi- 
cide, and rodenticide act, hearing, 86th Congress, Ist session, on H.R. 6436, May 
21,1959. Correct class to read: Y 4.Ag 8/1: F 31/7/959. 

PACAF [Pacific Air Forces] basic biliographies, which have been entered in the 
Monthly Catalog since September 1958 under Air Force Department, may be 
obtained from Headquarters, Pacific Air Forces, ATTN: PF PPS-R, Command 
Librarian, AVO 953, San Francisco, Calif. 

mx 





Classified List of Government Authors 


Beginning 
entry 





Agriculture Department 
Agricultural Marketing Service 
Agricultural Research Service 
Commodity Stabilization Service 
Farmer Cooperative Service 
Federal Extension Service 
Foreign Agricultural Service 
Forest Service 
Information Office 
Rural Electrification Administration 
Soil Conservation Service 

Air Coordinating Committee 

Atomic Energy Commission 

Civil Aeronautics Board 

Civil Rights Commission 

Civil Service Commission__ 

Civil War Centennial Commission 

Commerce Department-_-_ 
Business and Defense Services Administration 
Census Bureau_- 
Coast and Geodetic Survey 
Federal Maritime Board_-_ 
Foreign Commerce Bureau 
International Trade Fairs Office 
National Bureau of Standards 
National Inventors Council 
Patent Office 
Public Roads Bureau 
Weather Bureau 17151 

Congress be 15556 
Atomic Energy Joint Committee 15748 
Defense Production Joint Committee 
Economic Joint Committee 
House of Representatives 

Agriculture Committee 

Appropriations Committee 

Armed Services Committee 

District of Columbia Committee 

Foreign Affairs Committee 

Government Operations Committee 

Interior and Insular Affairs Committee 
Interstate and Foreign Commerce Committee 
Merchant Marine and Fisheries Committee 



































15757 
15934 


15939 





x GovERNMENT PUBLICATIONS 


Congress—Continued Sestnong 
House of Kepresentatives—Continued entry 
Post Oftive and Civil Service Committee wines BEND 
Public Works Committee 15958 
Science and Astronautics Committee 15959 
Small Business, Select Committee on 15970 
Un-American Activities Committee 
Ways and Means Comnittee 
Internal Revenue Taxation Joint Committee 
Senate 
Appropriations Committee 
Armed Services Committee 
Banking and Currency Committee 
Foreign Relations Committee 
Improper Activities in Labor or Management Field, Select Com- 
mittee on 
Interior and Insular Affairs Committee 
Interstate and Foreign Commerce Committee 
Judiciary Committee 
Labor and Public Welfare Committee 
Post Office and Civil Service Committee 
Public Works Committee 
Small Business, Select Committee on 
Space and Astronautics, Special Committee on 
Washington Metropolitan Problems Joint Committee 
Defense Department 
Air Force Department 
Air Force Medical Service 
Judge Advocate General 
Armed Forces Information and Education Office__.__.-..------_ a 
Arwy Department 15373 
Army Medical Service 15393 
IIS i nna: 
Mississippi River Commission 16740 
Military History, Office of Chief of 16682 
ERIE NO se ee en eee <astes, JOOD 
Quartermaster General of Army...._...._._.......~....<--.-.—- 17062 
ne ME ONO ore lg ee kena 17140 
Joint Chiefs of Staff 
National Guard Bureau 
Navy Department 
Aeronautics Bureau 
OT ae Co ee ae a el i 16679 
Medicine and Surgery Bureau________-__-__ RRR ES ee er ee 16681 
Military Sea Transportation Service . 16683 
Naval Operations Office 
Hydrographic Office 
Naval Personnel Bureau 
Naval Research Office 
Ordnance Bureau 
Ships Bureau 17072 
Supplies and Accounts Bureau 17129 
Yards and Docks Bureau 








15985 





16194 


16227 
16229 


16234 
15336 
15369 
16635 
15372 


16943 
16998 


16972 
16981 
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Export-Import Bank of Washington 
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Air Traffic Management Bureau 





Federal Communications Commission_— 





Federal Deposit Insurance Corporation 
Federal Home Loan Bank Board 








Federal Power Conimission 
Federal Reserve System Board of Governors 





General Services Administration 
Federal Supply Service 
National Archives and Records Service 
Government Printing Office 
Public Documents Division 
Health, Education, and Welfare Department 
Edueation Office 





Food and Drug Administration 





Public Health Service 
National Institutes of Health 
National Office of Vital Statistics 
Social Security Administration 
Children’s Bureau 
Old-Age and Survivors Insurance Bureau 
Housing and Home Finance Agency 
Federal Housing Administration 
Federal National Mortgage Association 
Public Housing Administration 
Interior Department 
Sonneville Power Administration 
Fish and Wildlife Service 
Geological Survey 
Indian Affairs Bureau 
Land Management Bureau 
Mines Burevu 
National Park Service 
Reclamation Bureau 
Interstate Commerce Commission 
Joint Publications Research Service 
Justice Department 
Labor Department 
Apprenticeship and Training Bureau 
Smployment Security Bureau 
International Labor Affairs Office 
Labor Standards Bureau 
Labor Statistics Bureau 





Women’s Bureau 


aR Gr I a ies oi cece cameraman 


Copyright Office 
Missouri Basin Inter-Agency Committee 
National Aeronautics and Space Administration 
National Labor Relations Board 
National Science Foundation 








Post Office Department 
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16313 
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16504 
16636 
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16262 
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16650 
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Budget Bureau 
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Civil and Defense Mobilization Office 
Railroad Retirement Board 





Renegotiation Board 








Rural Development Program Committee 
Securities and Exchange Commission_- 





15506 
17063 
17067 
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Small Business Administration 
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17077 
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AERONAUTICS BUREAU (Navy), Defense Dept. 


15249 Shark sense; issued by Aviation Training Division, Office of Chief of Naval 
Operations. 1959. 44 p. il. 4° (NAVAER 00-80Q-14.) [Other illus 
trations on p. 1, 3-4 of cover.|] * Paper, 35c. @ Item 374 
L.C. card 59-62489 D 202.2: Sh2 


AGRICULTURAL MARKETING SERVICE, Agriculture Dept. 


AMS (series). + A 88.40 : (nos. ) 


15250 326. Marketing bill for farm food products. Aug. 1959. [1]+10-21 p. il. 4° 
oo Reprinted from Marketing and transportation situation, July 
15251 328. Geographic structure of milk prices, 1957-58; [prepared by Louis F. Herr- 
mann]. [1959.] p. 29-32 il. 4° [Reprinted from Marketing and trans- 
portation situation, July 1959.] 
15252 336. Variations in quality of marsh grapefruit [with list of literature cited; by 
William G. mg and others]. [Oct. 1959.] 27 p. il. 4° (Marketing 
Research Division.) 
L.C. ecard Agr 59-317 
15253 §=6. 887. wo}; for insect control in farmers stock peanuts; prepared by Stored- 
roduct Insects Section. Sept. 1959. 12 p. 4° (Marketing Research 
Division.) [Processed.] 
15254 388. Movement of shell eggs into retail channels in Chicago metropolitan area: 
[by John R. Pedersen, William L. Mitchell, and Norris T. Pritchard]. 
Sept. 1959.] 12 p. 4° (Marketing Research Division.) [Processed.] 
.C. card Agr 59-310 
15255 343. Cleaner for removing inserts from raisins; prepared by Stored-Product 
jo ne mee — ct. 1959. 4 p. il. 4° (Market Quality Research 
vision. 


15256 Citrus fruits, by States, 1957-58 and 1958-59, production, use, value; [pre- 
pared by Regunald Royston, Irvin Holmes, and Earl L. Park]. Oct. 
1959. 8 p. 4° (Crop Reporting Board, Fr Nt 3-1 (10-59).) ([Proc- 
essed.] 7 
L.C. card 46-13859 A 88.12/21 : 957-59 


15257 Cotton fiber and processing test results, crop of 1959; [prepared in Stand- 
ards and Testing Branch, Cotton Division]. Sept. 25, 1959. 15 p. 4° 
(CT (1959) 5.) [Processed.] 7f A 88.11/17 : 959/5 


15258 Cotton fiber and processing test results, crop of 1959; [prepared in Stand- 
ards and Testing Branch, Cotton Division]. Oct. 12, 1959. 27 p. 4° 
(CT (1959) 6.) [Processed.] 7 A 88.11/17 : 959/6 


15259 Cotton gin equipment, July 1959. [1959.] [2] p. 4° (Marketing Infor- 
mation Section, Cotton Division.) [Processed.] + 
A 88.2: C 82/14/959 
Cotton gin equipment, 1957: South Central area. [July 1957.] [2]+15 
p. il. 4° (Cotton Division.) [Processed.] 7 
A 88.2: C 82/14/957/pt.-2 


15261 —— Southeastern area. [July 1957.] [1]+17 p. il. 4° (Cotton Divi- 
sion.) [Processed.] tf A 88.2: C 82/14/957/pt.-3 


15262 —__ Southwestern area. [July 1957.] [2]+15 p. il. 4° (Cotton Divi- 
sion.) [Processed.] + A 88.2: C 82/14/957/pt.4 


*For Sale by Superintendent of Documents 
#For Sale by OTS, Commerce Dept. 
@Sent to Depository Libraries 


Mailing Address for All Agencies Listed Is Washington 25, D.C. 
Unless Otherwise Indicated Page 1 
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Cotton gin equipment, 1957: United States. [July 1957.] [2]+13 p. il. 4° 
(Cotton Division.) [Processed.] 7 A 88.2: C 82/14/959/pt.-1 


—— Western area. [July 1957.) [1]+15 p. il. 4° (Cotton Division.) 
{Processed.] 7 A 88.2: C 82/14/957/pt.-5 


Cottonseed, cottonseed quality, crops of 1957 & 1958. Memphis, Tenn., 
Oct. 1959. cover title, 20 p. il. 4° (Cotton Division.) [Processed. 
Text on p.2 of cover.] + 
L.C. card 51-60700 A 88.11/15 : 958 


Cranberries indicated production, Aug. 15, 1959. Aug. 18, 1959. 1 p. 4° 
(SpCr 1 (8-59); Crop Reporting Board.) [Processed.] + 
A 88.12/12 : 959 


Include these foods in lunch each day, serve each child real type A; 
[poster]. 1959. 16x 21lin. * Paper, 10ce. A 88.38: F 73 


Peanut stocks and processing, seasonal report, Aug. 1958-July 1959, 
revised milling season by months and season totals 1939-40 to 1958-59. 
Washington, Oct. 1959. {1]+9p.4° (GrLlg 11-2-1 (59): Crop Report- 
ing Board.) [Processed.] 7 A 88.10/2-2 : 958-59 


1959 popcorn acreage for harvest down 38 percent. Aug. 12, 1959. [2] 
p. 4° (Crop Reporting Board.) [Processed. Reprint from Crop pro- 
duction, Aug. 1959.] 7 A 88.12/14 : 959 


Potatoes and sweetpotatoes, estimates by States and seasonal groups, 
crops of 1957 and 1958, acreage, yield, production, price, value, farm 
disposition, stocks; [prepared by Reginald Royston, Oakley M. Frost, 
and John Crum]. Aug. 1959. 16 p.4° (Crop Reporting Board: Pot 6 
(59).) [Processed.] 7+ A 88.12/19 : 957-58 


Quality of cotton in 1959 carry-over. Sept. 1959. 11 p. 4° (Marketing 
Information Section, Cutton Division.) [Processed.] + 
A 88.11/14 : 959 


Regulations of Secretary of Agriculture under Tobacco inspection act of 
Aug. 23, 1935 (49 Stat. 731), amended regulations July 31. 1959. 
[1959.] [1]+19p.4° [Processed.] Tf A 88.6: T 55 


Retail price and value for all beef; [prepared by Statistical and Historical 
Research Branch in cooperation with Marketing Organization and Costs 
Branch]. [1959.] p. 23-27, 4° [Processed. Reprinted from Live- 
stock and meat situation, July 1959.] T A §8.16/8a : B 392 


Service and regulatory announcements. @ Item 111 A 88.6/3 : (nos. ) 


98(Rev.). Rules and regulations of Department of Agriculture governing grading 
and certification of meats, prepared meats, und ment products. [{Mar. 
1954.] reprinted, with amendments, Sept. 1959. [1]+18 p. il. [Title 
7, Code of Federal regulations, pt.53.] 9 7 
L.C. eard Agr 54-207 

177. Official grain standards of United States. June 1957, slightly revised Sept. 
1959. [1959.) ii+93 p. fl. 24° (Grain Division.) [Supersedes Mis- 
cellaneous publication 722, Handbook of official gruin standards of United 
States.] * Paper, 25c. 


Study of regional food consumption; by Marguerite C. Burk. Aug. 1959. 
10 p. 4° [Processed. Paper presented at annual meeting of American 
Farm Economic Association, Ithaca, N.Y., Aug. 25, 1959. ] 

A 88.22: B 91/5 


Tree nuts by States, 1957 and 1958, production, use, value; [prepared by 
Reginald Royston, Irvin Holmes and Earl L. Park.] Aug. 1959. 8 p. 4° 
(Crop Reporting Board, FrNt 4-1 (8-59).) [Processed.] 7 
L.C. card 57-60177 A 88.10/4 : 957-58 
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15278 United States standards for grades of frozen breaded onion rings, effective 
Oct. 17,1959. Ist issue. [1959.] [2]+4p.4° [Processed. Published 
in Federal register, Sept. 16, 1959.] + Chief, Processed Products Stand- 
ardization and Inspection Branch, Fruit and Vegetable Division, Agricul- 
tural Marketing Service, United States Department of Agriculture, 
Washington, D.C. A 88.6/2: On 4/2 


AGRICULTURAL RESEARCH SERVICE, Agriculture Dept. 


ARS (series). 7 A 77.15: (nos. ) 

15279 34-10. Coege research, sweet sorghum growing in southern California [by 
Charles Price and I. E. Stokes]. Aug. 1959. 11 p. il. 4° ({Crops 
Research Division.]) [ Processed. ] 

L.C. card Agr 59-323 

41-19-2. Consumption of commercial fertilizer and primary plant nutrients in 
United States, year ended, June 30, 1958: [prepared by Walter 
Scholl ond others]. [1959.] 23 p. 4° ({Fertilizer Investigations 
Research Branch, Soil and Water Conservation Research Division. ]) 
[Trocessed. ] 

Watershed program evaluation, Kiowa Creek, Colo., interim progress 
report. Aug. 1959. cover title, 1i+26 p. il. 1 pl. in pocket, 4° 
(Soil Conservation Service.) [Processed. Prepared in Farm Eco- 
nomies Research Division. } 

Economies of forage production in mountain meadow areas of Colorado, 
progress report; [by Elmer C. Hunter]. Sept. 1959. cover title, 
ii+54 p. il. 4° [Prepared in cooperation with Colorado Agricultural 
Experiment Station.] @ Item 25-B 
L.C. card 59-62490 

43-105. Migratory farmworkers in New York, changes, 1953, 1957 and 1958, 
progress report: by Emmit F. Sharp, Olaf F. Larson and Nelson L. 
LeRay. Aug. 1959. 7 p.4° [Processed.] 

3-106. Taxes levied on farm real estate in 1958; ee in Farm Economics 

Research Division. Aug. 1959. 11 p. il. 4° [Processed.] 
L.C. card 5323-61899 

44-10. Turkey ROP summary. 1959; [compiled by Animal Husbandry Research 
Division]. Oct. 1959. [2] p.4° [Processed.] 7 

49-35. Report on effects of corn topping; by J. L. Schmidt and W. G. Lovely. 
Aug. 1959. 10 p. il. 4° [Processed. Journal paper J3699 of Iowa 
Agrienltural and Home Economics Experiment Station, Ames, Iowa, 
project 1296. ] 

15287 “3. Publications and patents of Northern Utilization Research and Develop- 
ment Division, Peoria, Tl, supp. 9, July—Dec. 1958. June 1959. 
cover title, 16 p. il. 4° [Processed.] 

15288 , Bibliography on alcohol production and use of agricultural crops as 
source cf motor fuels, [Revised edition.] Aug. 1959. cover title, 
6 p. 4° [Processed.] 

15289 . Conference on eggs and poultry, held at Albany, Calif., Mar. 16-18, 
1959, sponsored by Western Utilization Research and Development 
Division, and State Agricultural Experiment Station directors, West- 
ern Region [articles, with lists of references]. [1959.] cover title, 
61 pp. 4° 
L.C. card 59-64050 

15290 -13. Research for better quality in frozen foods. Aug. 1959. [6] p. il. 
narrow 8° f 

15291 —6. Device for sealing soil fumigation furrows; [by W. J. Dunn]. Aug. 
1959. [5] p. ilk 4° ([{Plant Pest Guniael Division, Methods Im- 
provement Operations.]) [Processed.] 

L.C. ecard Agr 59-288 

Guide for enforcement of regulations governing interstate movement of 
livestock and poultry. Aug. 1959. cover title, [2] +27 p. [Proe- 
essed. ‘Text on p. 2 of cover.] 

L.C. card 59-64041 

15293 Brining and pickling of cucumbers and other vegetables, list of publica- 
tions with abstracts, Sept. 1938-Dec. 1958, on cooperative investigations 
by Food Fermentation Laboratory and North Carolina Agricultural 
Experiment Station, North Carolina State College, Raleigh, N.C. ; revised 
and edited by M. G. Lambou. Mar. 1959. cover title, [1] +iii+18 p. 4° 
(Southern Utilization Research and Development Division.) [Proc- 
essed. Texton p.3 of cover.) 7 
L.C. ecard 59-64035 A 77.17: C 89/938-58 
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15294 Income improvement prospects in low-income areas, by William BE. 
Hendrix, agricultural economist, prepared for annual meeting of Amer- 
ican Farm Economic Association, Cornell University, Ithaca, N.Y., Aug. 
23-26, 1959. [1959.] 16 p.4° (Farm Economics Research Division.) 
[Processed.] 7 A 77.10: H 38/2 


15295 List of publications & patents with abstracts, July to Dec. 1958. [1959.] 
[2]+8 p. 4° (Western Utilization Research & Development Division, 


list no. 7.) 
L.C. card 55-23547 A7717/2:7 


15296 Progress report, annual varietal and environmental study of fiber and 
spinning properties of cottons, 1958 crop. July 1959. cover title, 89 p. 
il. 4° (Crops Research, CR-41-59.) [Processed.] 7 A 77.530 : 958 










15297 [Rice research] listing, with abstracts, of publications reporting research 
on processing and utilization of Southern-grown rice; compiled and 
edited by Marie A. Jones. Feb. 1959. [1]+iv-+14 p. 4° (Southern 


Utilization Research and Development Division.) [Processed.] 7{ 
A 77.17: R36 


15298 Socio-economic aspects of manpower adjustments, low income rural areas, 
by William H. Metzler, Farm Economics Research Service, USDA, 
[paper] presented at joint meeting of American Sociological Society and 
Rural Sociological Society, Seattle, Wash., Aug. 27, 1958. [1958.] 12 
p. 4° [Processed.] 7 A 77.10: M 56/2 












15299 Summary of bovine brucellosis eradication in cooperation with various 
States fiscal year 1959. [1959.] 1 p. oblong 8° [Processed. Corrected 
copy. ] A 77.212/2 : 959/corr. 









AGRICULTURE DEPARTMENT 





Norge.—Requests to the Department of Agriculture for publications should include 
the USDA number if given in the entry. 


Agriculture handbooks. ®@ Item 3 A 1.76: (nos.) 
15300 51. Federal and State standards for eqrpesition of milk products, (and certain 
non-milkfat products). Revised Oct. 1959. [1959.] 24 p. oblong 8 
(Agricultural Marketing Service.) 7 
L.C, card Agr 59-330 
15301 91. Supplement for 1958 to Measuring supply and utilization of farm commod- 
ities. Sept. 1959. [2]+29 p. 4° (Agricultural Marketing Service.) 
* Paper, 20c. 
L.C. card Agr 56-102 
15302 152. Mosquitoes of medical importance [with list of references] ; by Richard H. 
Foote and David R. Cook. July 1959. [2]+158 p. il. 4° (Agricultural 
Research Service.) * Cloth, $2.50. 
L.C. card Agr 59-260 





























Agriculture information bulletins. © Item 4 A 1.75: (nos.) 


15303 199. See Reclamation Bureau, Irrigation on Western farms. 

15304 205. Salt tolerance of vegetable crops in West; [by Leon Bernstein]. [Sept. 
1959.] [2]+5 p. il. 4e ({Soil and Water Conservation Research Divi- 
sion], Agricultural Research Service.) * Paper, 10c. 

L.C. eard Agr 59-312 9 

15305 214, Balance sheet of agriculture, 1959; [by F. L. Garlock and others]. [Oct. 
1959.] [2]+86 p. il. 4° (Agricultural Research Service.) * Paper, 25c. 
L.C. card Agr 45-296 

15306 215. Keeping abreast of change in rural community; [by Phillip F. Aylesworth]. 

Oct. 1959. [21+13p.4° (Federal Extension Service.) * Paper, 10c. 

L.C. card Agr 59-325 















Farmers’ bulletin. 
15307 2138. Slaughtering, cutting, and processing pork on farm; [prepared by Animal 
Husbandry Research Division, Agricultural Research Service]. [Oct. 
1959.) 48 p. il. [Supersedes Farmers’ bulletin 1186, Pork on farm, 
and Leaflet 273, Curing pork country style.] * Paper, 20c. @ Item 9 
L.C. card Agr 59-821 A 1.9: 2138 
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15308 Food, yearbook of agriculture, 1959; [Alfred Stefferud, editor.) [1959.] 
xii-+[3]+736 p.il. [Illustrated lining papers attached to front and back 
covers. Yearbook is made up of signed articles. Also issued as H. doc. 
29, 86th Cong., Ist sess.] * Cloth, $2.25. @ Item 17 
L.C. card Agr 59-296 A 1.10: 959 


Home and garden bulletin. 

51. Better lawns, establishment, maintenance, renovation, lawn problems, grasses ; 
{prepared by John C. Harper II and M. A. Hein]. {Mar. 1957, slightly 
revised Sept. 1959.] [1959.] 382 p. il. ({Crops Research Division, Agri- 
cultural Research Service.}) [Supersedes Farmers’ bulletin 1677, Planting 
and care of lawns, and Leaflet 281, Pointers on making good aig. 
* Paper, 15c. @ Item 11 A 1.77: 51/3 


Leaflets. © Item 12 A 1.35 : (nos. ) 
15310 . 279. Coie in frocmen s [by Emily C. Davis]. [Sept. 1948, slightly revised Aug. 
7.) [1957.] [2] p. il. oblong 8°, folded into narrow 8° size. _([{Insti- 
ion of Home Economics, Agriculture Research Service.]) {Formerly 
AIS-74.]  * Paper, 5c. 
15311 386. Mosquitoes how to control them on your property ; [prepared by Entymology 
Research Service. June 1955, slightly revised Aug. 1958.] [1958.] 
[2] p. oblong large 8° folded into narrow 8° size. [Includes other publica- 
tions on household insects available from Department of Agriculture. 
Supersedes Leaflet 186, Domestic mosquitoes.] * Paper, 5e. 
15312 452. Replenishing underground water supplies on farm; [by Dean C, Muckel]. 
Sept. 1959.] S8p.il. * Paper, 5c. 
L.C. card Agr 59-311 
15313 453. How to control bed bugs; [prepared by Entomology Research Division, Agri- 
cultural Research Division]. [Sept. 1959.] 8 p. il. [Includes list of 
other USDA publications on insects of home and garden. Supersedes 
Leaflet 337, Bed bugs, how to control them.] * Paper, 5c. 
L.C. card Agr 59-319 


Marketing bulletin. 
15314 1. How to buy poultry by USDA grades. Sept. 1959. [6] p. narrow 8° (Agri- 
cultural Marketing Service.) [Supersedes Home and garden bulletin, 34.] 
* Paper, 5c. @ Item 13-G A1.95:1 


Marketing research reports. @ Item 13-B A 1.82: (nos.) 
15315 291. Food marketing companies, diversification and structure; [by Imogene 
Bright]. [Dec. 1958.] [3]+28 p. 4° (Agricultural Marketing Service, 
Marketing Research Divison.) * Paper, 20c. 
L.C. card Agr 58-362 
15316 811. Martating margins for faaar [by L. C. Larkin and Alma W. Updike]. 
[Mar, 1959.] 16 p. 4° (Agricultural Marketing Service, Marketing 
Nescarah Division. ) : ‘Haak 10c. 
L.C. card Agr. 59-87 
837. Operating grain aeration systems in Corn Belt; [by G. H. Foster and B. M. 
Stahl]. [Sept. 1959.] 20 p. il. 4° (Agricultural Marketing Service, 
Marketing Research Division.) [Prepared in cooperation with Agricul- 
tural Experiment Stations of Indiana and Iowa. Supplements informa- 
tion in Marketing research report 178,] * Paper, 15c. 
L.C. ecard Agr 59-309 
345. Analysis of returns and practices of Florida fresh citrus sales organizations ; 
by Fred E. Hulse. Aug. 1959. cover title, iv+71 p. il. 4° (Farmer 
Cooperative Service.) * Paper, 45c. 
L.C. card Agr 59-308 
351. Measuring weekly changes in wholesale and retail movement of apples; [by 
Peter L. Henderson and Sidney E. Brown]. [Sept. 1959.] cover title, 
55 p. il. 4° (Marketing Research Division, Agricultural Marketing Serv 
ice.) [Texton p. 2 of cover.] * Paper, 35c. 
L.C. card Agr 59-307 
358. Precooling and shipping Louisiana strawberries: [by W. H. Redit and A. A. 
Hamer]. [1959.] 39 p. il. 4° (Agricultural Marketing Service, Mar- 
keting Research Division.) * Paper, 25c. 
L.C. card Agr 59-280 
359. Comparative accuracy of 2 methods of pricing turkeys; [by Earl H, Rinear]. 
[Aug. 1959.] 15 p. il. 4° (Marketing Research Division, Agricultural 
Marketing Service.) * Paper, 10c. 
L.C. eard Agr 59-304 
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Marketing research reports—Continued 
360. Capacity and processing trends in fats and oils industry; [by J. Dale Peier 

and C, 3B. Gilliland]. [1959.] 43 p. ik 4° (Agricultural Marketing 
Service, Marketing Research Division.) [Brings up to date information 
ae nd to processing of soybeans, cottouseed, and flaxseed contained in 
*rocessing the 3 major oilseeds, Marketing research report 58, Apr. 1954.] 
* Paper, 2de. 
L.C. card Agr 59-305 

15323 361. Costs of packing Arkansas peaches in 1958; [by Joseph C. Podany and 
Donald BE. Farris]. [Aug. 1959.]) 16 p. il. 4° (Agricultural Marketing 
Service, Marketing Research Division.) [Prepared in cooperation with 
Arkansas Agricultural Experiment Station.] * Paper, 10c. 
L.C. card Agr 59 -306 

15324 363. In-storage treatments for protection of farmers stock peannts from insect 
damage, exploratory tests; [by D. W. La Lue, B. W. Clements, jr., and 
Herbert Womack]. [Sept. 1959.] 32 p. il. 4° (Marketing Research 
Division, Agricultural Marketing Service.) * Paper, 20c. 
L.C. card Agr 59-327 

15325 369. Ownership changes by purchase and merger in selected food industries, [by 
Paul E. Nelson, jr. and Allen B. Paul]. [Oct. 1950.) 24 p. 4° (Agri- 
cultural Marketing Service, Marketing Research Division. ) ep aper, 15c. 
L.C. card Agr 59-314 


Miscellaneous publication. 


15326 803. Self-feeder for sheep, type A. Oct. 1959. 1 p. fl. 4° (Cooperative farm 
building plan exchange; plan no. 5861.) *VPaper, 5c. © —— er -_ 
08: 


PA (series). 

15327 401. Steps to 4-IT camping [with bibliography; by John Lennox]. [Sept. 1959.] 
cover title, 46 p. il. 4° (Federal Extension Service.) [Text und other 
illustrations on p. 1-4 of cover.] * Laper, 3Ue. 

L.C. card Agr 59-329 A1.68: 401 


Report of technical study group: Crops research in Soviet Union; [pre- 
pared by Ilerman A. Rodenhiser and others]. [Aug. 1959.] cover title, 
ii-iv+26 p. il. 4° (Agricultural Research Service.) [Page ii on p. 2 of 
cover.] * Paper, 25c. @ Item 13-F 
L.C. ecard Agr 59-299 A 1.94: C 88 


Veterinary science in Soviet Union; [prepared by J. J. Callis and 
others]. [Oct. 1959.] cover title, [2]+50 p. il. 4° (Agricultural 
Research Service.) * Paper,35c. @ Item 13-F 
L.C. ecard Agr 59-331 A 1.94: V 64 


Technical bulletins. @ Item 16 A 1.36: (nos.) 
15330 =. 11201. Fruit-piercing moths of genus Gonodonta Hiibner (Lepidoptera, Noctuidae) 
[with list of literature cited] : by bk. L. Todd. July 1959. [8}+52 p. 12 
e (Agricultural Research Service.)  * Paper, 35c. 
C. eard Agr 59-278 
15331 1203. Measuring seepage from irrigation channels [with list of literature cited] ; 
by A. R. Robinson and Carl Rohwer. [Sept. 1959.]  ii4+ 82 p. il. 6 pl. in 
pocket. (Agricultural Research Service.) [Prepared in cooperation 
with Colorado Agricultural Experiment Station and Reclamation 
Bureau.] * Paper, $1.25 
L.C. card Agr 59-303 
15332 1205. Seasonal changes in Florida tangelos [with list of literature cited; by 
Paul L. Harding, Milliard B. Sunday, Paul L. Davis]. [Aug. 1959.) 
cover title, 47 p. il. 2 pl. [Vlates are colored. ‘ext on p. 2 of cover.) 
* Paper, 45c. 
L.C. card Agr 59-295 
15333 1207. Soil moisture depletion under several Piedmont cover brpes [with list of 
literature cited] ; by Lonis J. Metz and James E. Douglass. Sept. 1959. 
(3) +28 p. il. (Forest Service.)  * Paper, loc. 
L.C. ecard Agr 59-2 
15334 1208. Ecological sat octignétonis of boll weevil, Tallulah, La., 1915-58 [with list 
of literature cited}; by R. C. Gaines. (Sept. 1959.J [2]+20 p. 
(Agricultural Research Service.) * Pauper, lic. 
L.C. ecard Agr 59-204 


AIR COORDINATING COMMITTEE 


15335 Civil air policy, 1954 amendment 1], to reflect current thinking of Govern- 
ment on civil reserve air fleet (CRAIF), July 23,1959. [1959.] 4 p. 4° 
+ @ Item 1049-A Y 3.Ai 7/3: 2 C 49/amdt.1 
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AIR FORCE DEPARTMENT, Defense Dept. 


AFMDC technical note TN (series). (Air Force Missile Development 
Center, Air Research and Development Command, Holloman Air Force 


Base, N. Mex.) [Trocessed.] 
15336 59-17. Radiometer for measurement of high intensity radiant flux; by T. Y. 
Toong, assistant professor of mechanical engineering, Massachusetts 
Institute of Technology. June 1959. [4]+7 p. il. 4° (ASTIA docu- 


ment AD 216109.) &Vaper, 50c. (PB 151842). 
D 301.45/17-2 : 59-17 


Air Force manual AFM (seetes).. @ Item 421 D 301.7 : (nos. ) 

15337 67-1. USAF supply manual: y. 2 [Base procedures], amdt. 83; Oct. 12, 1959. 
{[19509.] iv+[146] p. 4° [Issued in loose-leaf form.) t 

15338 Same: vy. 8, [Depot procedures], amdt. 67; Oct. 1, 1959. [1959.) 11+ 
{98} p. 4° [Major procedure change requiring staff action. Issued in 
loose-leaf form.] ¢ 

15339 Same: v. 9 [Military assistance procedures], amdt. 36; Oct. 19, 1959. 
11959.) ii+ [40] p. il. 4° [Issued in loose-leaf form.] 

Same: v. 10 [AF clothing sales store procedures], amdt. 17; Oct. 19, 
59. [1959.] fi+ [74] p. il. 4° [Issued in loose-leaf form.] ¢ 

Same: v. 11 [Reserve forees procedures], amdt. 16: Oct. 16, 1959. 
11959.) ii+[16] p. 4° [Issued in loose-leaf form.) ¢ 

Same: v. 12 [Excess and surplus personal property], amdt. 30; Oct. 19, 
19459. [1959.] i+ 16] p. 4° [Issued in loose-leaf form.] 

Same: v. 17 [AF prestoecking program (project AF-Gen-—1-50-OPR) 
procedures], amdt. 9: Oct. 5, 1959. [1959.] 1+ [28] p. 4° [Issued 
in loose-leaf form.] =f 

Same: vy. 23 {Supply support for selected missiles], amdt. 3; Oct. 19, 
1959. [1959.] fii+[64] p. 4° [Issued in loose-leaf form.] tf 

. USAF communications-electronies doctrine, C-E charts, symbols, formu- 
Jas, and tables; Apr. 1, 1959. [1959.] _vi+193 p. il. 4° [Issued 
with perforations. Short title: CED 3800.]  ¢ 
L.C. card 59-62424 
100-39. USAF communiecations-electronics doctrine: Communications-electronics 
terminology : Apr. 1, 1959. [1959.] iv-+857 p. 4° [Issued in loose- 
leaf form. Short title: CED 3900.] * Paper, $3.50. 
L.C. card 59-62434 
110-6. Judge Advocate General activities : Legal research guide: Sept. 10, 1959. 
{1959.] vii+S9 p. 4° [Supersedes AFP 110-1-2. Nov. 1, 1955.] ¢ 
160-20. Medical services: Medical treatment facilities; Sept. 15. 1959. [1959.] 
a ts p. il. 4e [Issued with perforations. Supercedes AFM 160- 
June 1, 1956. and certain other publications]. 
re. ecard 59-62404 


Air Force riick AFP (series). @ Item 421-A D 301.35 : (nos.) 
15349 1-1-1. Taming of blue and beyond; [July 1959]. [1959.] cover title, [32] 
p. il. oblong 8° [Some of illustrations are colored.] + 
1535 34-10-1. wi are Forces Information and Education Office, DOD pamphlet 
de 


15351 67-2-3. Supply : Supply management handbook for Air Force commanders; Sept. 
10,1959. [1959.] cover title, iii+ 65 p. 
On-the-job training package. 

JP27250A/B. Air traffic control operator (non-radar)/(radar); prepared by 
Keesler Technical Training Center, Miss., Air Training Command. 

June 1959. xxvii+ (4: 20] p. il. 4¢ [Supersedes JP 27250, Aug. 

1957, JP 27251, Oct. 1957, and JP 27252. Dee. 1957.] * Paper, 
$2.25. D 301.38/5 : JP 27250 A/B 
[United States Air Force and Navy] revision notice and check list flight 
information publication planning: Alaska, Canada and North Atlantic. 
Sept. 9, 1959. [29] p. il. 4° [Processed. Issued in loose-leaf form.] ft 
D 301.52 : 958/rev.25 


15354 —__ United States. Sept. 9,1959. [79] p.il.4° [Processed. Issued with 
perforations.] ¢ D 301.52 : 958/rev.24 


15355 United States Air Force [and] United States Navy flight information publi- 
eation, sec. 1, planning data: Europe [insert] ; corrected to Sept. 1, 1959. 
[Air Force, USAFE, Wsbn. Ger., 1959.] [3]+119 p. il. 4° [Processed. 
Issued in loose- leaf form.] P § D 301.52 : 958/insert-3 
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15356 United States Air Force [and] United States Navy flight information publi- 
cation planning data, sec. 1, flight planning: Europe [insert] ; corrected 
to Oct. 1, 1959. [Air Force-USAFE, Wsbn, Ger., 1959.] [3]-+-120 p.+ 
1 folded leaf, il. 4° [Processed. Issued in loose-leaf form. Replaces 
issue dated Sept. 1, 1959.] ¢ D 301.52 : 958/insert-4 


WADC technical notes. (Wright Air Development Center, Air Research 
and Development Command.) [Processed.] D 301.45/18 : (nos. ) 


15357 58-134. Determination of near infrared spectra [with bibliography; by] Scott 
Anderson, Raymond Isaac, Anderson Physical Laboratory. Aug. 1958. 
[1] +iv+25, p. 4¢ (ASTIA document 155773; Materials Laboratory, 
contract AF 33(616)-5283, project 7360.) @Paper, $1.00 (PB 
151309). 

15358 59-41. Determining job qualifications requirements by rating Air Force task 
statments [with list of references]; by Llewellyn Wiley. July 1959. 
vi+29+ [4] p. 4° (Personnel Laboratory, Lackland Air Force Base, 
Tex., project 7734, task 17018.) (Price upon application). 


WADC technical reports. (Wright Air Development Center, Air Research 
and Development Command, Wright-Patterson Air Force Base, Ohio.) 
{ Processed. ] D 301.45/5 : (nos. ) 


15359 54-519. Automatic data reduction: pt. 1, Research study of automatic data 
recording devices [with py oA by] Albert K. Hawkes, Armour 
Research Foundation of Illinois Institute of Technology. Nov. 1954. 
{8]+iv+37 p. 4° (Contract AF 33(616)-2573.) Paper, $1.25 
(PB 111927). 

55-471. Use of color in coding displays [with bibliography; by] Donald W. 
Conover, Conrad L. Kraft, Laboratory of Aviation Psychology, Ohio 
State University and OSU Research Foundation. Oct. 1958. [1]+v+ 
16 p. il. 4° (ASTIA document AD 204214; Aero Medical Laboratory, 
contract AF 33(616)—8612, project 7192.) [One illustration is col- 
ored.] & Paper, 75c. (PB 151463). 

15361 56-110. Investigation directed toward development of ceramic coatings with high 
reflectivities and emissivities for use in aircraft power plants {with 
bibliography ; by Edward A. Douglas, Bettinger Corporation. Feb. 
1956. [1]+ix+104 p. il 4° (Power Plant Laboratory, contract 
AF 83 (616-2376, project 3066.) Paper, $2.50. 

56-344. Injection and combustion of liquid fuels [with lists of references and 
bibliography ; by] A. A. Putnam [and ornerel Mar. 1957. xxxii+ 
[797] p. il. 4¢ (ASTIA document no. AD 118142: Aeronautical Re- 
search Laboratory, contract AF 33(038)-13501, WADC task 70148, 
WADC project 3012.) $9.00 (PB 131008). 

L.C. ecard 57-60646 

57-120. High-speed electronic printer for digital computer output; [by] W. 
Scott Grant, Radiation, Ine. Nov. 1957. [1]+xi+98 p. il. 4° 
(ASTIA document AD 155634; contract AF 33(616)3660, project 
6—(7-7062).) & Paper, $2.50 (PB 151331). 

57-325, supp.1. Preparation of standards and test procedures for printed cir- 
cuits; [by] C. A. Dodge, S. E. Graf, W. W. Hansen, Stanford Research 
Institute. Oct. 1958. [2]+x-4-108 p. il. 4¢ (ASTIA document AD 
202551 ; Electronic Components Laboratory, contract AF 33 (616)—2762, 
project 4155.) & Paper, $2.50 (PB 131983-S). 

57-666. Selection and evaluation of rare or unusual metals for application, to 
advanced weapons systems: pt. 1, Literature survey [with bibliogra- 
phy ; by] Bernard Love, Research Chemicals Ine. une 1958. [3]+ 
x+174 p. il. 4° (ASTIA document 155685; Materials Laboratory, 
contract AF 33(616)-—5293, project 7351.) [Includes Errata dated 
Feb, 1959.] & Paper, $3.00 (PB 151311). 

L.C. ecard 59-64034 

15866 58-85. Early detection of fatigue damage in aluminum alloys by ultrasonics 
{with bibliography; by Karl Sittel, Marvin Herman, Robert C. Good, 
jr., Franklin Institute. [1959.] [1]+v+45 p. il. 4° (ASTIA doc- 
ument 155558; Materials Laboratory, contract AF 33(616)-—3930, 
project 7360.) & Paper, $1.25 (PB 151019). 

58-73. Ultraviolet and near infrared absorptive coating materials and tech- 
niques for their application ; [by] Donald H. Baltzer, John F. Dreyer, 
Polacoat, Inc. Aug. 1958. [1]+iii+6 p. il. 4° (ASTIA document 
AD 203902, Aero Medical Laboratory ; contract no. AF 33(616)-5146, 
project 6332, task 63609.) # Paper, 50c. (PB 151481). 

15368 58-278. Development of improved Air Force sunglass; [prepared by] Jerome A. 
Hirsch, Aero Medical Laboratory. Aug. 1958. [1]+1ii+10 p. il. 4° 
(ASTIA document AD 1558438; project 6332, task 63609.) % Paper, 


50c. (PB 151490). 
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AIR FORCE MEDICAL SERVICE, Defense Dept. 


15369 6th annual report of USAF Medical Service July 1, 1957-June 30, 1958; 
prepared by Office of Surgeon General, Air Force. [1959.] x-+46 p. il. 
~ @ Item 428-A 
L.C. card 53-63750 D 304.1: 958 


AIR TRAFFIC MANAGEMENT BUREAU, Federal Aviation Agency 


Notge.—The Air Traffic Management Bureau was established in the Federal Avia- 
tion Agency pursuant to the Federal aviation act of 1958 (Public law 726, 85th 


Congress, 2d session, approved Aug. 23, 1958). 
15369A ATM manual: International weather schedules, service O; effective June 
1, 1959. [1959.] cover title, [1]+1-6B+7-133 p. 4° [Issued with per- 
forations.] + @ Item 431-D-1 FAA 3.8: W 37/2 


15370 Fixed aeronautical communications services, service C system, revised ef- 


fective Aug. 31, 1959 [map]. [1959.] 15x 185 in. [Processed.] 7 
FAA 3.12: C 78 


APPRENTICESHIP AND TRAINING BUREAU, Labor Dept. 


15371 Look at industrial training in Mercer County, N.J., participation, types, 
practices, study of industrial training in establishments employing four 
or more workers in Mercer County, N.J.; [prepared by Robert F. 
Arnold]. [Sept.1959.] iv+29p.il.4° [Processed.] + 
L.C. card L 59-45 L 23.2: In 2/4 


ARMED FORCES INFORMATION AND EDUCATION OFFICE, 
Defense Dept. 


DOD pamphlet. 
15372 1-16. U. v7 ences man’s code [with peer). [1959.] . il, 16° 
pam 21-71; NAVPERS 92638; FP 34-10-1; 2512.) 


{Hlnstrations on b- 1-4 of cover. Gebsibetogen DOD pam a ; DA pam 


1-71; AFP 34-10-1, Nov. 1955.] * Paper, 50c. @ Item 3 
L.C, card 59-64039 : 1-16 


ARMY DEPARTMENT, Defense Dept. 


15373 Army procurement procedure, Change 17; Sept. 8, 1959. [1959.] [7] p. 4° 


[Issued in loose-leaf form.] * Paper, 5c. @ Item 327-A 
D 101.6/4: 957/ch.17 


15374 —_ changes 18; Oct. 5, 1959. [1959.] [98] p. 4° [Issued in loose-leaf 
form.] * Paper, 55¢c. Item 327—-A D 101.6/4: 957/ch.18 


15375 Contractors guide, research & development in Army. [1959.] cover title, 
40 p. il. 4° ([Office of Chief Research and Development.]) 7 ® Item 
325-B 
L.C. card 59-64003 D 101.6/5: C 76 


Field manual FM (series). 

15376 21-20. Physical training [with list of references]; Oct. 1957. [1957.] cover 
e, 216 p. il. 16° [Supersedes FM 21-20, Nov. 30, 1950, including 
Changes 1 and 2, Oct. 26, 1951, and Sept. 15, 1952: and Training cir- 

cular 21-3, Apr. 18, 1957.] * Paper, 60e. @ Item 324 
L.C. card 59-64045 D 101.20 : 21-20/2 
15377 Information guide for Army bermonae) reporting for duty in Washington 
and vicinity ; Aug. 15, 1959. [1959.] [2]+30p.il. narrow 8° ([United 


States Army Service Center for Armed Forces.]) 7 @ Item 325 
D 101.6/5:In3 


Pamphlets. @ Item 327 D 101.22 : (nos. ) 


15378 20-21. Army school catalog, Changes 80; July 23, 1959. [1959.] [23] p. 
[Issued in loose-leaf form.] t @ Speci: il offer 
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Pamphlet. @ Item 327—Continued 

15379 Same: Changes 81; July 29, 1959. [1959.] [24] p. [Issued in 
loose-leaf form.] ft 8 Spe cial offer 

15380 Same: Changes §2; Aug. 13, 1959. [1959.] [24] p. [Issued in 
loose-leaf form.] ¢ 

15381 Same: Changes $4; Sept. 8, 1959. [1959.] [24] p. [Issued in 
loose-leaf form.] tf 

15382 Same: Changes 85; Sept. 10, 1959. [1959.] [12] p. [Issued in 
loose-leaf form.) 

15883 Same: Changes 86; Sept. 22, 1959. [1959.] [26] p. [Issued in 
luose-leaf form.) t 

15384 21-71. See a Forces Information and Education Office, DOD pamphlet 

15385 21-94. Helpful hints for personnel ordered to U.S. Army, Southern European 
task force (Italy) ; [Aug. 1059}. [1959.) [1]+25 p. narrow 12° 
* Paper, 15¢. 

15386 27-101-18. Judge Advocate legal service; Oct. 7, 1959. [1959.] 26 p. [Pre- 
eee Judge Advocate Geueral’s School. Issued with perfora- 
tions. 

15387 355-200—5. Army information: Program support series, Army deployed forces, 
Ist line of defense; Sept. 11,1959. [1959.] Gp. 

15388 355-200-6. Army information: Program support series, best Bey today and 
ag th United States savings bonds; Sept. 22, 1959. [195¥.] 

p. 

15389 . Procurement legal service; Sept. 22, 1959. [1959.] 13 p. [Issued 

with perforations.] * Paper, 10c. 


15390 Pathway to a civilian career, engineering, science, management, adminis- 
tration. [1959.] cover title, [28] p. il. 47° D 101.2: C 18/2 


ROTC manual. 
15391 145-20. American military history 1607-1958 [with reading lists]. July 1959. 
cover title, vit+558+ [1] p. il. {Supersedes ROTCM 145-20, July 17, 
1956.] * Cloth, $2.50. @ Special offer 
L.C. ecard 59-64207 D 101.48 : 145-20/2 


Technical manual TM (series). 

15392 11-5805-—250-10. bar ty manual, telegraph terminals AN/TCC-4 and AN/ 
TCC-20 hay A list of references; Aug. 21, 1959]. Aug. 125%), 

cover title, S85 p. il. 4° Department of Air Force technical 

order TO03 S1W1-2TCC-171.) [Supersedes so much of TM 

11-2242/T031W4-27TCC-1, Jan. 13, 1955, including changes 

1-3, Dee. 31, 1956-June 23, 1958, as pertains te operation 

and installation, and portions of certain other publications. ] 

t+ @ Item S29 D 101.11 : 11-5805-250-10 


ARMY MEDICAL SERVICE, Defense Dept. 


15393 Tabulating equipment and Army medical statistics [with lists of references ; 
by] Albert G. Love, Eugene L. Hamilton, and Ida Levin Hellman. 1958 
[published 1959]. x+202 p. il. ([Historical Unit] Office of Surgeon 
General.) * Cloth, $2.00 
L.C. card 59-62095 D 104.2: Til 


ATOMIC ENERGY COMMISSION 


AEC research reports. Y 3.At 7: 22/(letter-nos.) 
15394 AEC-tr-2924. Problems of metallography and physies of metals, 4th symposium 
{with lists of literature cited], B. Ya. Lyubov, editor: trans- 
lated by Consultants Bureau, Ine. [1959.) [2] +476 p. il. 4° 
(Technical Information Service Extension, Oak Ridge, Tenn.) 
{Translation of Problemy metallovedeniya i. fisiki metallov, 
chetvertyi sbornik trudev, B. Ya. Lyubov, redaktor., Moskva, 
Gosudarstvennoe nauchno-tekhnicheskoe Izdatelstvo Literatury 
po Chernoi i Tsvetnoi Metallurgy. 1955.) & Paper, $2.20, 
15395 AEC-tr-3591. UHyperons and K-mesons: pt. 1, General characteristics of hy- 
yerons and K-mesons, pt. 2, Isotepic spin and systematics of 
undamental particles, pt. 3, Interactions between fundamental 
ae and difficulties of theory [with bibliographies], by 
M. A. Markov; [translated by Joint Publications Research 
Service]. [Apr. 1959.] cover title [360] p. ik 4° [Proe- 
essed. Translated from publication of Joint Institute for 
Nuclear Research, Moscow, 1957.] ®Vaper, $5.00. 
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15896 AEC-—tr-3766(bk.1,2). Some problems in theory of nonlinear oscillations 
(Nekotorye zadachi teorii uelineinyskh kolebanii), by I. G. 
Matkin [translated by Language Translation Service]. { Aug. 
1959.) 2 bks, cover titles, x+589 p. fl 4° [Processed. 
Translated from publication of State Publishing House of Tech- 
nieal and Theoretical Literature, Moscow, 1956.] & Paper, 
$3.00 (2 bks). 

153897 AEC-tr-3770. Heat transfer in condensation and boiling, (Teploperedacha pri 
kondensatsii i kipenii) [with list of literature], by S. S. 
Kutateladze: [translated by S. J. Rimshaw]. 2d edition, re- 
vised and enlarged. {Aug. 1959.] cover title, ix-+-207+[1] 

. ih 4° [frocessed. Translated from publication of State 
Retentific and Technical Publishers of L iterature on Machinery, 
Moscow-Leningrad, 1952.) & Paper, $2.25. 

15398 —183. Polarization of neutrons from reactions Li'(p,n)Be? and D(d,n) 
He® (thesis) [with list of references] ; by Joseph A. Baicker. 
Jan. 22, 1959. [21+i11+70 p. fl. +4¢ (Columbia University, 
New York, N.Y.) [Processed.] & Paper, $2.00. 

CU-185. Neutron resonances in U2 (thesis) [with list of references]; by 
Jerome Leonard Rosen. May 6, 1959. cover title, 1i+71 p. 
il. 4° (Columbia University, New York, N.Y.) [Processed.] 
® Paper, $2.00. 

15400 CU-186. Determination of absolute neutron fission cross section of U%® 
{with list of references] ; by George J. Safford, Edward Melkon- 
jan. May 1, 1959. cover title, iv+96 p. il. 4° (Pupin Cyclo- 
tron Laboratory and George B. Pegram Laboratory, Columbia 
University, New York, N.Y.) [Processed.] #Vaper, $2.50. 

HASL-—65. Strontium program, quarterly summary report [with list of 
Published reports related to fallout and strontium program] ; 
prepared by Edward VP. Tardy jr. and Stanley Klein. May 
29, 1959. iti-vi+198 p. il. 4° (Health and Safety Labora- 
tory, New York Operations Office.) [Trocessed.] #% Paper, 
$3.50. 

15402 ISC-—992. Ionic mobilities in selected fused salt systems [with bibliogra- 
phies] ; by Boone B. Owens, F. R. Duke. Aug. 1957. v-+57 
p. il. 4° (Ames Laboratory. lowa State College, Ames, Iowa.) 
[Vrocessed.] & Paper, $1.75. 

15403 ISC-1007. Nuclear energy levels and metastable states in — of Yb 
(with bibliography]: by George W. Eakins, E. N. Jensen. Dee. 
1957. v+72 p. il. 4° "(Ames Labor: atory, lowa State College, 
Ames, Iowa.) [Processed.] & Paper, $2.00. 

ISC-1095. Pulse column design [with list of literature cited] ; hy Lawrence 
FE. Burkhart, R. W. Fahien. Nov. 1958. cover title, iii-vi+ 
118 p. il. 4° (Ames Laboratory, Iowa State College, Ames, 


> =x 


Iowa.) [Processed.] & I’aper, $2.75. 

15405 ITR-—1702. Operation hardtack [2], Apr.—Oct. 1958: project 26.1, Earth 
motion measurements, pt. 1, Seismic age a cavity studies 
{with list of references; by L. M. Swift, _ Sachs, W. M. 
Wells]. Aug. 10, 1959. cover title. 58 , 4° (Headgquar- 
ters Field Command, Defense Atomic tte Agency, Sandia 
Base, Albuquerque, N. Mex.; [Stanford Research Institute, 
Menlo Park, Calif.].) [Processed.] & Paper, $1.75. 

15406 ITR-1703. Operation hardtack, Apr.-Oct. 1958 [report to test director] : 
project 26.2 and 26.10, Surface and subsurface strong motion 
measurements [with list of references ; by William R. Perret]. 
Aug. 19, 1959. cover title, 66 p. il. 4° (Sandia Corporation, 
Albuquerque, N. Mex., and University of California, Lawrence 
Radiation Laboratory, Livermore, Calif.) [Processed.] & Pa- 
per, $1.75 

15407 ITR-1705, Operation hardtack, Apr.—Oct. 1958 [report to test director] : 
project 26.4, Surface motions from series of underground nu- 
clear tests; [by D. S. Carder and others]. Aug. 10, 1959. 
cover title, p. 3-81, il. 4° (Alberquerque Operations Office, 
Albuquerque, N. Mex. ; [Coast and Geodetic Survey, Commerce 
Dept.].) [Processed.] & Paper, $2.25 

15408 I'TR-1709. Operation hardtack, Apr.-Oct. 1958 [phase 2]: project 26.8, 
Preliminary report on medium studies; [by B. Perkins, jr., 
and A. A. Thompson]. Aug. 10, 1959. cover title, 27 p. il. 4° 
(Headquarters Field Command, Defense Atomie Support 
Agency, Sandia Base, Albuquerque, N. Mex.; [Ballistie Re- 
search Laboratories, Aberdeen Proving Ground, Md.].) [Proe- 
essed.] & Paper, $1.00 

15409 NAA--SR-3859. Maritime organic moderated and cooled reactor; [prepared by 
North American Aviation, Ine., Atomics International Divi- 
sion, Canoga Park, Calif.]. cover title, xi+[217] p. il. 4° 
[Processed.] Paper, $3.50 
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AEC research reports—Continued 
15410 NMI-—4710. Development and properties of coextruded Zircaloy-clad uranium 
fuel elements with integral end seals, terminal report to Han- 
ford Atomic Products Operation [with list of references] ; by 
H. F. Sawyer. Nov. 6, 1958. [2]+5-83 p. il. 4° (Nuclear 
Metals, Ine., Concord, Mass.) [Processed.] & Paper, $2.25. 


NYO-2294. Adaptation of new research techniques to mineral engineering 
problems, bi-annual progress report for 6-month period ending 
Apr. 30, 1959 [articles, with bibliographies; by project re- 
search staff]. une 1959. [2]+iii+52 p. il. 4° (Depart- 
ment of Metallurgy, Massachusetts Institute of Technology, 
Cambridge, Mass.) [Processed.] Paper, $1.50 


NYO-80538. Oscillations of finite cold plasma in strong magnetc field [with 
1st of references] ; by John Dawson, Carl Oberman. Oct. 30. 
1958. ii+40 p. il. 4° (Project Matterhorn, Princeton Uni- 
versity, Princeton, N.J.) [Processed.] # Paper, $1.25. 


NYO-8054. Equilibrium in toroidal system [with list of references]; by 
Harold R. Koenig. Jan. 7, 1959. [2]+70 p. 4° (Project 
Matterhorn, Princeton University, Princeton, N.J.) [Proc- 
essed.] & Paper, $2.00 


NYO-8586. Digital start-up control for aircraft reactors. Mar. 12, 1958. 
iii+26 p.il.4° (Ford Instrument Company, Long Island City, 
N.Y.) [Processed.] # Paper, $1.00 


RME--2053. Airborne reconnaissance project, Ruby Range and Sweetwater 
Basin, Mont., by R. G. Pruitt, jr, and D. N. Magleby. Salt 
Lake City, Utah, Apr. 1958. [2]+12 p. il. 4° (Grand Junc- 
tion Operations Office, Production Evaluation Division, Salt 
Lake Branch.) [Processed.] # Paper, 50c. 


15416 RME-2068 (pt.1). Geology of uraniferous bog deposit at Pettit Ranch, Kern 
County, Calif. [with selected references]; by W. A. Bowes, 
W. E. Bales, G. M. Haselton. Oct. 15,1957. [2]+29 p. il. 4° 
(Salt Lake Branch Office, AEC, Grand Junction Operations 
Office, Salt Lake City, Utah.) [Processed.] # Paper, $1.00 


SEP-258. Fundamentals of diffusional bonding, 4, 4th annual progress re- 
port, July 1, 1958—June 30, 1959 [with list of references] ; by 
L. S. Castleman, L. Seigle. June 30, 1959. 24 p. il. 4° 
(Research Laboratories, Sylvania Electrie Products, Inc., Bay- 
side, N.Y.) [Processed.] & Paper, 75c. 


TID- 3088. Boiling water reactors, annotated bibliography of selected litera- 
ture; compiled by James M. Jacobs. June 1959. cover title, 
jii_v+48 p. il. 4° (Technical Information Service Extension, 
Oak Ridge, Tenn.) [Processed.] Paper, $1.50. 


TID- 3516, supp. 1. Radioisotopes in agriculture: Animal husbandry, fertilizer 
uptake, plant physiology, photosynthesis, and entomology, 
selected list of references ; compiled by J. A. McCormick. Sept. 
1959. cover title, iii+18 p. 4° [Processed.] # Paper, 75c. 


15420 Chemistry of boron and boron compounds, literature search; 
compiled by William E. Bost. Jan. 1959. [3]+25 p. 4° 
(Technical Information Service Extension, Oak Ridge, Tenn.) 
[Processed.] # Paper, 75c. 


TID-3536. Fission products decay energy, literature search; compiled by 
James M. Jacobs. Sept. 1959. [2]+9 p. 4° [Processed.] 
& Paper, 50c. 


TID—5564. Biological blast effects [with list of references]; by Clayton S. 
White. Sept. 1959. [2]+i+50 p. il. 4° (Lovelace Founda- 
tion for Medical Education and Research, Albuquerque, N. 
Mex.) [Processed. Remarks presented before special sub- 
committee on radiation of Joint Committee on Atomic Energy 
during public hearings on biological and environmental effects 
of nuclear war, Washington, D.C., June 24, 1959.] & Paper, 

c. 

TID-7015. Oak Ridge National Laboratory master analytical manual: sec. 9, 
Process Methods; prepared by ORNL _ Analytical Chem- 
istry Division, Oak Ridge, Tenn. Sept. 1958. [915] 
p. il. 4° [References interspersed. Issued with perforations. } 
® Paper, $9.00. @ Item 1051-C 
L.C. card 59-61104 


(This entry number not used. ] 


TID~-7559 (pt.1). Fuel Elements Conference held at Gatlinburg, Tenn., May 
14-16, 1958 [papers, with lists of references]. Aug. 1959. 
cover title, vi-+-303 p. il. 4° [Processed.] # Paper, $3.00. 
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TID-—7572. Symposium on_health Beyaiea in Molegp and medicine my at 
U 2-28) 10k of Puerto Rico School of Medicine, San Juan, M ay 

8, 1958 [with bibliography]. June 1959. xi+210 p. i 
{Processed. Sponsored Faas by School of Medicine, 
fntveralty of Puerto Rico, San Juan, P.R. and Division of 
International Affairs, Atomic Energy Commission.] # Paper, 


TID-—7575. D.O-moderated power reactors, symposium held at Atomic Energy 
Commission, headquarters building, Germantown, Md., Mar. 
8-4, 1959 [with lists of references]. Aug.1959, iii+156 p. il. 
4° [Processed. Sponsored by Division of Reactor Develop- 
ment, Atomic Energy Commission.] % Paper, $1.50. 
TID-7577. Symposium on technical methods in health physics, riso, Den- 
mark, Mey 25-28, 1959 [with lists of references]. [Aug. 
1959.] ih 134 Nes 4 (Division of International Affairs.) 
[ Prowiesed aper, $1.25. 
TID-8200. Nuclear reactors built, sin or planned in United States as 
of June 80, 1959. [1959.] cover title, 32 p. 4° [Processed.] 
+ AEC Technical Information Service Extension, P.O. Box 62, 
Oak Ridge, Tenn. 
TID—8201. Analysis of current and long-term availability of uranium and 
thorium raw materials for atomic energy development. July 
1959. cover title, [1]+7 p. 4° ([Division of Raw Mate- 
rials.]) [Processed.] % Paper, 50c. 
TID-—8504. AEC summary and evaluation report of 4 power reactor design 
studies. Aug. 1959. cover title, wae T- 4° (Division of 
Reactor Development.) [Processed.] aper, 60c. 
TID-8505. Report on civilian reactor fuel elements; by Civilian Reactor 
Fuel Element Review Group to director, Division of Reactor 
Development, Atomic Energy Commission. June 1959. [200] 
p. il. 4° [Processed.] & Paper, $1.75 
154383 TID-8507, Report of Fluid Fuel Reactors Task Force to Division of Reactor 
evelopment, Atomic Energy Commission. Feb. 1959. cover 
title, iv+188 p. il.4° [Processed.] Paper, $1.75 
TID-8509. Gea Sattoet survey, generating cooperatives and municipalities. 
Oct. 1959. cover title, iii-iv+40 p. il. 4° [Processed.] 
P ew $1.25 
USBM-—U-596. Quarterly metallurgical progress report no. 2, Jan. 1—Mar. 31. 
1959; prepared by Department of Interior, Bureau of Mines, 
Northwest Electrodevelopment Experiment Station, region 1. 
ee te 1959.) [(2]+iii+34 p. il. 4° [Processed.] ¢ Paper, 


15436 WT-—1106 (Del.). Operation teapot, Nevada test site, Feb.—-May 1955 [report to 
test director] : project 1.7, Underground explosion effects [with 
list of references ; by D. C. Sachs, L. M. Swift]. July 16, 1959. 
cover title, p. 3-116, il. 4° (Headquarters, Field Command, 
Defense Atomic Support Agency, Sandia Base, Albuquerque, 
N. Mex.; [Stanford Research Institute, Menlo Park, Calif.].) 
[Processed.] Paper, $2.50 
15487 Remarks by John F. Floberg, commissioner Atomic Energy Commission, 
and alternate delegate, U.S. delegation to 3d General Conference of 
International Atomic Energy Agency, at Vienna, Austria, Sept. 24, 1959. 
[1959.] [1]-+16 leaves, 4° [Processed.] + Y 3.At 7:34 F 65/2 


BONNEVILLE POWER ADMINISTRATION, Interior Dept. 


15438 Generation and sales statistics, fiscal year 1959. [Aug. 1959.] 7 p. il. 4° 
[Processed. Issued with perforations. p. 5-7 issued as leaves.] 
L.C. card 54-61687 I 44.8: 959/1 


BUDGET BUREAU, President of United States 


15439 1960 Federal budget, midyear review. Sept. 1959. cover title, 44 p. il. 
* Paper, 25e. © Item 855—A 
L.C. ecard 55-60806 Pr 34.107/3 : 960 


15440 Standard metropolitan statistics areas; prepared by Office of Statistical 
Standards. 1959. iii+12 p.4° * Paper, 15c. @ Item 854 
L.C. card 59-62468 Pr 34.102: M 56/3 
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BUSINESS AND DEFENSE SERVICES ADMINISTRATION, 
Commerce Dept. 


Addendum 1 to list of English abstracts of Russian technical journals avail- 
able from Office of Technical Services. [1959.] 1 p. 4° (Office of 
Technical Services.) [Vrocessed.] 7 C 41.23/4: R 92/add.1 

Atomic Energy Commission research reports for sale by Office of Technical 


Services, price list $2; July 1059. [1959.] 5 p. 4° [Vrocessed.] 7 
C 41.29: 32 


Business report of Department of Commerce. [Processed.] 

Commercial standards, Classified list revised to July 1, 1959. July 1959. 12 p. 
4" (Commodity Standards Division, Office of Technical Services; Catalog no. 
978.) Tf C 41.8: C 73/2/959 

Catalog of technical reports CTR (series). (Office of Technical Services.) 

[| Processed. } C 41.21/73 : (nos.) 


305. Rust prevention and removal, 1934-59. [Revised Aug. 1959.] [1959.] 4 


p.4° 7 Paper, 10¢. 

819. Cermets, 1940-59. [Revised July 1959.] [1959.] 4 p. 4° (Office of 
Technical Services.)  f Paper, 1Ve. 

373. Ceramics and refractories (includes coatings, ceramic, enamel and refrac- 
tory, high temperature and electrical properties of ceramics, ceramics 
and refractories, general), 1930-509. [July 1959.] 29 p.4° f Paper, 10c. 


Copper industry in United Kingdom; prepared by Copper Division. June 
1959. Tp.4° *Paper,10c. © Item 215 C 41.2: C79 


[This entry number not used. ] 
Foreign market survey of selected household electrical appliances in Chile. 


Sept. 1959. 5 p. 4° (Consumer Durable Goods Division.)  [Proe- 
essed.] f C 41.2: El 2/4 
Metal combination storm windows and doors; [by] Sidney Gertler. [1959.] 


[Processed. From Construction review, Sept. 1959.] Tf 
C 41.30/3a : M 56 


North Carolina small industries program. Nov. 1957. [2] p. 4° (Office 
of Area Development, State and Community Assistunce Division.) 
[Processed.] 7 C 45.2: N 81c 


Post Office modernization program, case study of how modernization 
creates new coustruction markets; by Aaron Sabghir. [1959.] 4 p. 4° 


[Vrocessed. Reprint from Construction review, Oct. 1959.| 7 
C 41.30/3a : P & 


Rising economy, text of address by Horace B. McCoy, administrator, Busi- 
ness and Defense Service Administration, Department of Commerce, pre- 
pared for delivery at fall meeting of National Flexible Packaging Asso- 
ciation, Greenbrier, White Sulphur Springs, W. Va., Oct. 27, 1959. 
{1959.] Sp. 4° [Processed.] + C 41.15: M138 


Sewerage utilities sewer pipe requirements for mains 1920-1958-1975 [with 


p. 6-8, 4° 


list of sources] ; by Walter L. Pictou, and A. T. Levie. [1959.] 5-+-[2] 
p. il. 4° *VPaper, 5c. @ Item 215 C 41.2: Se8 
Soviet utilization of solar energy, May 15, 1958. [1959.] v-+5 p. 4° 

[Vrocessed.] % Paper, 50c. (59-21124). 
L.C. card 59-64043 C 41.22: So4 
World motor vehicle registration, 1958-59. [1959.] 4p. 4° (Automotive 
and Transportation Equipment Division.) [Vrocessed.] * Paper, 10c. 
C 41.17 : 958-59 


L.C. card 57-61930 

World survey of agricultural machinery and equipment: Asia; [prepared 
by Franklin M. Johnson]. 
215-I 


iv+24 p. * Paper, lic. © Item 


[1959.] 
C 41.91: As 4 
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CENSUS BUREAU, Commerce Dept. 


15458 Announcement and order form, 1958 census of business, preliminary area 
reports, retail trade, wholesale trade, selected services. [1959.] [6] 

p. narrow 8° (Form 3-104 [Aug. 12, 1959].) cee S 

C 3.202/14 : 958 

[1959.1 iii+234 p. il. 4° [Pre- 
R. Conklin, chief, Industry Divi- 


C 3.24/9-2 : 957 


15459 Annual survey of manufactures, 1957. 
pared under oe of Maxwell 
sion.] * Cloth, $2.75 @ Item 134-A 
L.C. card 52-60884 


15460 Bureau of Census, brief description of its work. [Sept. 1959.] 4 p. 4° 
{Processed.] + Paper, 10c. C 3.2: C 33/15/959 


15461 1959 census of agriculture. [1959.] 4p. il. 4° f C 3.2: Ag 8/5/959 
1954 census of business: Central business district statistics bulletin CBD 


(series). 
15462 [43]. Chicago, Il]., Attachment A. [1959.] 1 p. 4° [TProcessed.] ft 
C 3.202/13 : 954/43/att. A 


1957 census of governments: v. 3, Governmental finances, no. [Prepared 
under supervision of Allen D. Manvel, chief, Governments Division.] 
15463 5. Compendium of Government finances. [1959.] iv+194 p. il. 4° * Paper, 
) 


5. @ Item 148-A 
L.C. card 57-62053 C 3.145/4 : 957/v.3/no0.5 


—— v. 4, Topical studies, no. [Prepared under supervision of Allen D. 

Manvel, chief, Governments Division.] @ Item 148-A 

15464 4, a) 4 — of 1957 census of governments. [1959.] iv+40 p. il. 4° 
* Paper, = 

i. cacy 57- 62053 C 3.145/4 : 957/v.4/no.4 


City finances, 1958-G—CF3s. 
2. Compendium of city government finances in 1958. 1959. vi+128 p. il. 4° 
{Prepared under supervision of Allen D. Manvel, chief Governments Divi- 


sion.] * Paper. Gic. @ Item 140 

L.C. ecard 34—28211 C 3.142 : 9358/2 

15466 Compilation of manufacturing statistics: [by] Frank A. Hanna. 1959. 

xiv+[1]+233 p. il. * Cloth, $1.75 © Item 146 

L.C. ecard A 59-9977 C 3.2: M 31/6 

Current population reports: Special censuses, series P-28. [Processed.] 

C 3.186 : P—28/ (nos. ) 

15467 1258. Special census of Dolton, Ill., Aug. 17, 1959. Oct. 16, 1959. 1 p. 4° 
7 Paper, 10ce. 

15468 1259. Special census of Millbrae, Calif., Aug. 18, 1959. Oct. 16, 1959. 1 p. 4° 
t+ Paper, 10¢ 

15469 1260. Special census of Naperville, Ill., Aug. 31, 1959. Oct. 16, 1959. 1 p. 4° 
7 Paper, 10c. 

15470 Facts for industry: Air-conditioning and refrigeration equipment, 1958; 

[Prepared by Industry Division, Machinery and Equipment]. Sept. 30, 


1959. 8 p. 4° (Series M35M-08.) [DProcessed.] 7 l’aper, 10c. 
C 3.158: M 35 M-08 


15471 Apparel survey, 1958: prepared by Industry Division. Oct. 6, 1959. 


[2]+15 p. 4° (Series M23A-08.) [Processed.] + Paper, 25c. 
C 3.158: M 23 A-08 


15471A —_-_ Compressed and liquefied gases, 1958; [prepared by Industry Divi- 
sion, Chemicals]. Sept. 25, 1959. 8p. 4° (Series M2S8A-08, supp. 2.) 


[Processed. ] C 3.158: M 28 A-08/supp.2 


15472 ___. Converted flexible packaging products, summary for 1958; [prepared 
by Industry Division, Wood Products]. Revised [edition]. Oct. 8, 1959. 


3 p. 4° (Series: M2GF-08 (rev.).) [Processed.] + Paper, 10ce. 
C 3.158: M 26 F-08/2 
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15473 Facts for industry : Cotton and man-made fiber woven goods finished, 1958 ; 
{prepared by Industry Division, Textiles]. Oct. 7, 1959. 6 p. 4° 
(Series M22S-08.) [Processed.] 7 Paper, 10c. C 3.158: M 22 S-08 


15474 —__ Farm machines and equipment, 1958; prepared by Industry Division. 


Aug. 25, 1959. 25 p. 4° [Processed.] + Paper, 25c. 
C 3.158 : M 35 A-08 


15475 ___ Mattresses and bedsprings, summary for 1958; [prepared by Industry 
Division, Wood Products]. Oct. 12, 1959. 3p. 4° (Series M25E-08.) 
+ Paper, 10c. C 3.158 : M 25-08 


15476 ~~ Plastic transparent and translucent window covering, 1957. Sept. 28, 
1959. [2] p. 4° (Series BDSAF-SI-11-07.) [Processed. Prepared 
in cooperation with Business and Defense Services Administration. | 
+ Paper, 10c. C 3.158 : BDSAF-SI-11-07 


Prefabricated wood dwellings, 1957. [1959.] 3 p.4° (BDSAF-SI- 
10-07.) [Processed.] ft Paper, 10c. C 3.158: BDSAF-SI-10-07 


—— Sales of lubricating oils and greases, by States, types, and company 
classification, 1958; [prepared by Industry Division, Chemicals]. July 
27, 1959. 11 p.4° (Series M29C-08.) [Processed.] + Paper, 10c. 

C 3.158 : M 29C-08 


Softwood plywood and veneer, 1958; [prepared by Industry Division, 
Wood Products]. Sept. 25, 1959. 3 p. 4° (Series M 24H-08.) [Proc- 
essed.] + Paper, 10c. C 3.158 : M 24H-08 


Steel mill products, 1958; [prepared by Industry Division, Metals and 
Metal Products]. Oct. 12, 1959. 10 p. 4° (Series M 33B-08.] [Proc- 
essed.] 7 Paper, 10c. C 3.158: M 33B-08 


Vending machines 1958, errata. Sept. 30, 1959. 1 p. 4° (Series 
M 35U-08.) [Processed.] + C 3.158: M 35U-08/errata 


Transportation and distribution of canned foods, 12 months ended June 30, 
1958; prepared by Donald E. Church. [Oct. 1959.] iii+24 p. il. 4° 
[Processed.] 7 Paper, 25c. 

L.C. card A59-10041 C 3.2: T 68/6/958 


United States census of population 1950: Special report. 


4A. Corrections, State of birth, native population by age, color, sex, State of 


birth, State of residence. [1959.] 19p.4° [Processed.] 
C 3.950-—7/6 : 4 A/corr. sh. 


United States foreign waterborne commerce, review of 1958. Sept. 1959. 
36 p. il. 4° [Processed.] 1 Paper, 25c. 
L.C. card 53-60801 C 3.211/2 : 958 


CHILDREN’S BUREAU, Health, Education, and Welfare Dept. 


Publication. 
377. Administration and staff training in institutions for juvenile delinquents, 
reper based on workshop by leaders H. R. Brickman [and others]. 1959. 
47p. [Text on Ds 3 of cover.] * Paper,20c. @ Item 453 
L.C. card HEW FS 3.209 : 377 


Statistical series. + (Limited distribution. ) FS 3.214: (nos.) 


15486 43. Costs of services to crippled children, study of 9 State programs; [by] Lil- 
lian R. Freedman. 1957. [4]+27 p. il. 4° 
15487 = 44. Cree aeaur program, statistical review for 1956; [by] Sadie Saffian. 


15488 45. Children rot. ot by public child welfare programs, 1957, with trend data 
4 tate [by] Helen R. Jeter, Henry C. Lajewski. 1958. [4]+27 p. 

15489 46. Financing publie child welfare se vices, 1956, with selected trend data; [by] 
Seth Low. 1958. [5]+38 p. il. 


15490 847. a. court statistics, 1956; toy) I. Richard Perlman. 1958. [8]+16 
p. il. 4° 
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. Maternal and child health services, 1956; [by] Theodore Pritzker and 

Thomas H. Smith. [1958.] iv+30 p. il. 4° 
15492 . Perinatal, infant, childhood, and maternal mortality, 1955 [with list of refer- 
ences; by] Eleanor P, Hunt, Ruth R. Moore. 1958. [5]+ii+36 p. il. 4° 


15493 . Child welfare statistics, 1957. 1959. [6]+36 p. 4° (Program Analysis 
Branch, Division of Research.) [Prepared in Child Welfare Statistics 


Section.] 
15494 . Juvenile court statistics, 1957. 1959. [2]+17 p. il. 4° 
15495 . Maternal and child health services, 1957; [by] Theodore Pritzker. [1959.] 


iii-+-28 p. il. 4° 
15496 . Crippled children’s program 1957; [by] Sadie Saffian. 1959. iv+32 p. il. 4° 


15497 . Child welfare statistics, 1958. 1959. [6]+42 p. 4° (Program Analysis 
Branch, Division of Research.) [Prepared in Child Welfare Statistics 


Section. ] 
CIVIL AERONAUTICS BOARD 


15498 Accident investigation and air traffic control, address by Oscar Bakke, 
director, Bureau of Safety, Civil Aeronautics Board before Air Traffic 
Control Association, Oklahoma City, Okla., Oct. 9, 1959. [1959.] 11 p. 
4° [Processed.] 7 C 31.215: B17/2 


15499 Aircraft accident investigation, an exacting science, address by William S. 
MacNamara before International Flight Safety Seminar, Nice, France, 
Oct. 26, 1959. [1959.] [1]+11 p. 4° [Processed.] ¢ ©31.215:M 23 
15500 Aircraft accident report: Alaska Coastal Airlines Grumman G-21A, N 
4774C, near Haines, Alaska, Aug. 20, 1958; adopted Aug. 28, 1959. 
[1959.] 5+ii p. 4° (File no. 1-0161.) [Processed. Includes supple- 
mental data.] 7 C 31.218: H 127 
15501 Beech Bonanza, N 38794N, Mason City, Iowa, Feb. 3, 1959; adopted 
Sept. 15, 1959. Sept. 23,1959. 6 p.+ [3] leaves, il. 4° (File no. 2-0001.) 
[Processed. Includes supplemental data.] 7 C 31.213: M 3881/2 


15502 Johnson and Johnson, Learstar, N 37500, near Woonsocket, R.I., Dec. 


15, 1958; adopted Sept. 8, 1959. Sept. 11, 1959. 8+[1] p. 4° (File 
no. 2-0107.) [Processed. Includes supplemental data.] 7 
C 31.213: W 888/2 


15503 ——— Riddle Airlines, Inc., Curtiss C-46R, N 7840B, Alma, Ga., Mar. 30, 
1959; adopted Aug. 26, 1959. [1959.] 6 p. 4° (File no. 1-0014.) 
[Processed. Includes supplemental data.] 7 C 31.213: Al 62 


15504 —_. Southeast Airlines DC-3, N 18941, near Tri-City Airport, Bristol, 
Tenn., Jan. 8, 1959; adopted Sept. 8, 1959. Sept. 11, 1959. [SA-337, 


file no. 1-0021.) [Processed. Includes supplemental data.] 7 
C 31.213 : B 776/3/959 


15905 What States can do for aviation, address by John W. Dregge, Routes Divi- 
sion, Bureau of Air Operations, Civil Aeronautics Board, at 1959 annual 
meeting of National Association of State Officials, San Francisco, Calif., 
Oct. 12, 1959. [1959.] 11 p. 4° [Processed.] f C 31.215: D 81 


CIVIL AND DEFENSE MOBILIZATION OFFICE, 
President of United States 


15506 Address by Leo A. Hoegh, director, Office of Civil and Defense Mobiliza- 
tion, before 15th annual convention of AMVETS, Grand Rapids, Mich., 
[Aug. 30, 1959.] [Oct. 8, 1959.] [1]+6 p. 4° (Information Bulletin 
125.) + Pr 34.710: H 67/9 


' 


15507 [Address by Leo A. Hoegh, director, Office of Civil and Defense Mobiliza- 
tion, before International Association of Fire Chiefs, Grand Rapids, 
Mich., Sept. 1, 1959.] Oct. 8, 1959. [1]+8p.4° (Information Bulletin 
20:)" 4 Pr 34.710: H 67/10 
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Handbook H (series). 
11-2. What farmer shonld know about biological warfare [with list of refer- 
ences]. [Aug. 1954], slightly revised Aug. 1959. [1959.) iv+18 p. 
il. * Paper, 15¢e. @ Item 857-—D-10 
L.C. card 59-62430 Pr 34.761/2 : 11-2 
National plan for civil defense and defense mobilization annex 4, Authori- 
ties for civil defense and defense mobilization. [Aug. 1959.] iv+31 p. 
4° [Issued in lovse-leaf form. ] 
L.C. card 58-62307 Pr 34.706: N 21/annex 4 
Stockpile report to Congress, Jan.-—June 1959 [pursuant to sec. 4 of Strategic 
and critical materials stockpiling act, Public law 530, 79th Congress]. 
[1959.] vi+16p.il.4° f+ 
L.C. card 51-60126 Pr 34.709 : 959 
CIVIL RIGHTS COMMISSION 


NoTe.—The Commission on Civil Rights was created in the executive branch of 
 aamapenanig by Publie law 315, 85th Congress, Ist session, approved Sept. 9, 
1957, 


Hearing before Commission on Civil Rights, housing, v. 2, Conference with 
Federal housing officials, June 10, 1959. [1959.] viii+239 p. iL. 7 
® Item 288-A 
L.C. card 59-62054 CR 1.8: H 81/v. 2 
One nation under God, indivisible, with liberty and justice for all, abridg- 
ment of report of Commission on Civil Rights 1959. [1959.] ix+201 
p.il. * Paper, 60c. © Item 288-A 
L.C. card 59-62207 CR 1.1: 959/abridged ed. 
15513 Report of Commission on Civil Rights, 1959. [1959.] xv+668 p. il. 
* Paper, $2.00. © Item 288~A 
L.C. card 59-62177 CR 1.1: 959 


CIVIL SERVICE COMMISSION 
15514 Amendment to announcement 58 B, agricultural research scientists. Oct. 


6,1959. 1p.oblong12° [Processed.] 7 
CS 1.26 : 956/58B/rev./amdt.—2 


Amendment to announcements 65B, 87B, 94B, printer (monotype keyboard 
operator and slug machine operator), printer proofreader, printer 

(hand compositor) $3.34 an hour. Sept. 22, 1959. 1 p. oblong 48° 
[Processed.] f CS 1.26 : 956/651 /amdt.-3 

15516 Amendment to announcement 93B, cylinder pressman, $3.31 an hour. Sept. 
2,1959. 1p. oblong 48° [Processed.] 7 CS 1.26: 957/93B/amdt.-3 

15517 Amendment to announcement 113B, fishery management biologist, wildlife 
management biologist. [Sept. 29, 1959.] 2p.4° [Processed. Amends 

issue 131 of AN 2270.] Tf CS 1.26: 957/113B/amdat. 4 
Amendment to announcement 182B, bookbinder, $3.13 an hour. Sept. 22, 

1959. 1p. oblong 48° [Vrocessed.] + CS 1.26: 959/182B/amadt.-1 

9 Anchorage Joint Board of United States Civil Service Examiners, pouch 9, 
Anchorage, Alaska, announces examination for positions in Federal Avia- 

tion Agency, Alaska electronic technician $4.980 a yr. plus 25% cost-of- 

living differential (cost-of-living differential nontaxable for Federal 

income tax purposes), announcement 11-101-4 (59). Sept. 29, 1959. 

6 p. 4° [Unassembled. No closing date. Supersedes announcement 
11-101-2 of 1957 for electronic technician, GS 6-7.] ft @ Item 292 

CS 1.26/4 : 959/11-1014 

15520 Announcing examination for geologist, $4,490 and $5,430 a year (grades 
GS-5 and GS-7), announcement 208B. Sept. 29, 1959. 12 p. narrow 8° 
[Closing date Dec. 1, 1959.] + © Item 292 CS 1.26: 959/208 B 

15521 Announcing examination for safety representative $4,040 to $9,890 a year 
(grades GS-5 through GS-13), announcement no. 213B. Oct. 20, 1959. 

12 p. narrow 8° [Noclosing date.] * @ Item 292 CS 1.26: 959/213 B 
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15522 Careers in research for biologists, microbiologists, physiologists at National 
Institutes of Health, Bethesda, Md., and other Federal agencies, an- 
nouncement 204-B, $4,980 to $12,770 a year. Sept. 22, 1959. cover 
title, ii+12 p. (Board of U.S. Civil Service Examiners, National Insti- 
tutes of Health.) [Textonp.2ofcover.] + @ Item 292 

CS 1.26: 959/204 B 

15523 Clerk (males only), $3,255 and $3,495 a year (grades GS-2 and GS-3), 
amendment to announcement no. 18. Oct. 6, 1959. 1 p. oblong 48° 
[Processed.] 7 CS 1.26/4 : 951/18/amdt. 


15524 Current Federal examination announcements, AN 2279 supp. B to issue no. 
131, Sept.—Oct. 1959. [1959.] 1 p. oblong 48° 7 
CS 1.28 : 2279/131/supp.B 
15525 —— AN 2279, supp.D to issue no. 131, Sept.—Oct. 1959. [1959.] 1 p. 
oblong 24° @ Item 292 CS 1.28 : 2279/131/supp.D 
15526 ——_ AN 2279, supp. E to issue 131; Sept-Oct. 1959. [1959.] 1 p. oblong 
24° + @ Item 292 CS 1.28 : 2279/131/supp.E 
15527 Discontinuance notice for announcement 46B, chemist, mathematician, 
electronic scientist, metallurgist, physicist. Oct. 5, 1959. 1 p. oblong 
48° [Processed.] 7 CS 1.26: 956/46B/notice 
15528 Discontinuance notice for announcement 112 B, Engineer (grades GS-5 
through GS-15). Oct. 12, 1959. 1 p. oblong 48° [Processed.] 
CS 1.26 : 957/112B/notice 
15529 Discontinuance notice for announcement 165 B, pharmacist (grade GS-7). 
Oct. 12,1959. 1p. oblong48° [Processed.] 7+ 
CS 1.26: 958/165B /notice 


15530 Engineers needed, career opportunities with Federal Government, salaries, 
grade GS-5, $4,490 [to] grade GS-15, $12,770 [announcement 211B (s) ]. 

[Oct. 18, 1959.] 8 p. 4° [No closing date.] + @ Item 292 
CS 1.26: 959/211 B(s) 


15531 Engineers needed for careers with Federal Government, announcement 
211B. Oct. 13, 1959. 4p. 4° (No closing date.) ¢ © Item 292 

CS 1.26 : 959/211 B 

15532 General amendment. Oct. 19,1959. 1p.4° [Makes additions to Place of 

employment paragraphy of all open examinations issued by Boards of 

Examiners of 5th Naval District, Norfolk 11, Va., Naval Amphibious 

Base, Little Creek, Norfolk, Va., and Norfolk Naval Shipyard, Ports- 

mouth, Va.]_ [Processed.] 7+ CS 1.26/83: amdt./959 


15533 Opportunities in research in fields of chemistry, mathematics, metallurgy, 
physics, $4,490 and $5,430 a year (grades GS-5 and GS-7), announce- 

ment 210B. Oct. 6, 1959. 6 p. 4° [No closing date.] ¢ @ Item 292 

CS 1.26: 959/210 B 


Pamphlet. 
15534 18. Your retirement system, questions and answers concerning Federal civil serv- 
ice retirement law Apr. 1959. [2]+°38 p. [Erratum sheet, 1 p., was 
issued also.] * Paper, 20c. @ Item 299 
L.C. card 44-41327 CS 1.48: 18/6 
15535 Pharmacist, $4.980 to $8,330 a year (grades GS-7 through GS-12), an- 
nouncement 212B. Oct. 13, 1959. 4 p.4° + @ Item 292 
CS 1.26: 959/212 B 
15536 Research scientists, research chemists, research mathematicians, research 
physicists, research metallurgists, $6,285 to $12.770 a year (grades GS-9 
to GS-15), announcement 209B. Oct. 6, 1959. 8 p. 4° [No closing 
date.] @ Item 292 CS 1.26: 959/209 B 
15537 Sample questions, AN 3602. Sept.1959. [2] p.4° ft @ Item 292 
CS 1.28: 3602 
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Pamphlet—Continued 

Supplement to form AN 2280 issue 80, Sept._Oct. 1959 [Local and regional 
civil service examinations offering best opportunities]; Oct. 18, 1959. 
[1959.] 1p. oblong 48° [Processed.] f CS 1.28 : 2280/80/supp. 


CIVIL WAR CENTENNIAL COMMISSION 
Nore.—The Civil War Centennial Commission was established by Public Law 

305, 85th Congress, 1st session, approved Sept. 7, 1957. 

Facts about Civil War [with list of Recommended Civil War reading]. 
[Byron §8. Adams, Washington, D.C.] 1959. cover title, 20 p. il. [Text 
on p. 2-4 of cover. ] 

L.C. card 59-64002 Y 3.C 49/2: C 49 


COAST AND GEODETIC SURVEY, Commerce Dept. 


Preliminary report, Hebgen Lake, Mont., earthquakes, Aug. 1959 [with 
bibliography]. Sept. 10, 1959. cover title, 16+ [4] p. il. 4° [Proc- 
essed. A correction sheet dated Sept. 24, 1959, was issued also]. + 

C 4.2: H 35 


United States earthquakes, 1957; by Rutlage J. Brazee and William K. 
Cloud. 1959. v+108 p. il. large 8° * Paper, 60c. @ Item 208 
L.C. card 30-27161 C 4.25/2 : 957 


COMMERCE DEPARTMENT 


542 Achieving winning combination, text of address by Carl F. Oechsle, 
Assistant Secretary of Commerce, prepared for delivery at annual con- 
firment dinner of Baltimore chapter of American Society of Chartered 
Life Underwriters, Baltimore, Md., Oct. 15, 1959. [1959.] 6 p. 4° 
[Processed.] + C 1.18: Oe 2/9 


15543 Challenges and opportunities of world trade, text of address by Bradley 
Fisk, Deputy Assistant Secretary of Commerce for International Affairs, 
scheduled for delivery before 1959 annual World Trade Conference, St. 
Louis, Mo., Oct. 11,1959. [1959.] 9p.4° [Processed.] 7 

C 1.18: F 54/2 

Free enterprise in economic growth, text of address by Secretary of Com- 
merce Frederick H. Mueller, prepared for delivery at luncheon meeting 
of 12th annual Far East Conference of Far East-America Council of 
Commerce and Industry, New York City, Oct. 7, 1959. [1959.] 8 p. 4° 
[Processed.] + C 1.18: M 88/17 


Latest challenge confronting American business, text of address by Sec- 
retary of Commerce Frederick H. Mueller, prepared for delivery at 
luncheon of Economic Club of Detroit, Detroit, Mich., Oct. 19, 1959. 
[1959.] 10 leaves, 4° [Processed.] 7 C 1.18: M 88/18 


Remarks of Henry Kearns, Assistant Secretary of Commerce for Inter- 
national Affairs, at Lima, Peru. [1959.] 3 leaves, 4° [Processed.] 7 
C 1.18: K 21/23 


Remarks of Henry Kearns, Assistant Secretary of Commerce for Inter- 
national Affairs at Quito, Ecuador. [1959.] 4 leaves, 4° [Proc- 
essed.] 7 C 1.18: K 21/24 


15548 Remarks of Henry Kearns, Assistant Secretary of Commerce for Interna- 
tional Affairs, scheduled for delivery before American Chamber of 
Commerce, Tokyo, Japan, Nov. 5, 1959. [1959.] 9 p. 4° [Processed.} 
t C 1.18: K 21/25 

15549 Role of Department of Commerce in negotiation of international aviation 
agreements, text of address by Bradley Nash, Deputy Under Secretary 
of Commerce for Transportation, scheduled for delivery before Aviation 
Law Committee, Federal Bar Association annual convention, Washing- 
ton, D.C., Sept. 26,1959. [1959.] 5leaves,4° [Processed.] 

C1.18:N17/2 
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15550 Saint Lawrence Seaway, newest segment of our transportation system, 
text of address by John J. Allen, jr., Under Secretary of Commerce for 
Transportation, scheduled for delivery at 1959 American Merchant 
Marine Conference, Detroit, Mich., Oct. 15, 1959. [1959.] 8 p. 4° 
[Processed.] 7 C 1.18: A1 5/11 


15551 Text of address by Bradley Nash, Deputy Under Secretary of Commerce 
for Transportation, scheduled for delivery before Regular Common Car- 
rier Conference of American Trucking Associations, Inc., Los Angeles, 
Calif., Oct. 19, 1959. [1959.] 5p. 4° [Processed.}] f ©1.18:N17/3 


15552 Text of address by John J. Allen, jr., Under Secretary of Commerce for 
transportation, at celebration of Michigan Highway Week, Detroit, 
Mich., Oct. 8, 1959. [1959.] 7p. 4° [Processed.} ft ©1.18:A15/12 


15553 Text of address of John J. Allen, jr., Under Secretary of Commerce for 
Transportation, before annual convention of National Defense Transpor- 
tation Association, Seattle, Wash., Oct. 12, 1959. [1959.] 5 p. 4° 
({{USCOMM-DC 56168.]) [Processed.] + C 1.18: Al 5/13 


15554 View of strengths and weaknesses in general economy for 1960, text of 
opening address by Carl F. Oechsle, Assistant Secretary of Commerce, 
prepared for delivery at annual Sales Forecasting Conference of Amer- 
ican Management Association, New York City, Sept. 28, 1959. [1959.] 
7p.4° (Comm-—DC-47164.) [Processed.] 7 C 1.18: Oe 2/8 


COMMODITY STABILIZATION SERVICE, Agriculture Dept. 


15555 Conservation reserve program of soil bank, 1958 statistical summary. 
[Sept. 1959.] [2]-+41 p. il. 4° [Prepared in cooperation with Agri- 
cultural Conservation Program Service.] + @® Item104-A 
L.C. card Agr 58-278 A 82.79/2 : 958 

CONGRESS 


Notr.—All reports, appropriation bills, etc., recorded under Congress and both 
houses of Congress are for the fiscal year unless otherwise noted. 
15556 Memorial services held in House of Representatives and Senate, together 
with remarks presented in eulogy of J. Harry McGregor, late Representa- 
tive from Ohio, 86th Congres, 1st session. 1959. 40+ [1] p. 1 por. f 
@ Item 1005 
L.C. card 59-62454 Y¥ 7.1:M178 


15557 United States Code, containing general and permanent laws of United 
States, in force on Jan. 6, 1959; prepared by Committee on Judiciary of 
House of Representatives. 1958 edition. 1959. @ Item 991 
Y 4.J 89/1: Un 3/3/958/v. 6 
v. 6. Title 27, Intoxicating liquors, to title 32, National Guard. xxiv-+4907-—5770 


.il. large 8° * Fabrikoid, $5.50. 
.C. card 59-61498 


Congressional Serial Set 


Norr.—At the end of each session of Congress the House and Senate documents 
and reports are accumulated into bound volumes comprising the Congressional 
serial set. No catalog entry is made for the volumes of the Serial set since the 
documents and reports contained therein have been previously listed in the 
Monthly catalog. 

The following bound volumes were sent to depository libraries during the period 
of this catalog: 


15558 House documents : 
nos. 281, 331, 381, 387, 429, 445, 84th Congress, 2d session, Interior Depart- 
ment reports on reclamation projects [Serial 11923]. @ Item 995-G 


Laws 


Note.—The Federal laws are first published separately and in this form are known 
as “slip laws”. Later, these laws are compiled, edited, indexed, and published in the 
volumes of the Statutes at large. 
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Private laws, 86th Congress. + House or Senate Document Rooms, Capitol. 


177. 
186. S 
187. 
188. 
189. H.R 
190. 


191. 
192. 


193. 
194. 


S. 2500, act to authorize annointment of Elwood R. Quesada to retired list 
sh Regular Air Force, and for other purposes. Approved Sept. 16, 1959. 


“abs. act for relief of Inlia Mrdlak. Approved Sept. 21. 1959. 1 p. 
HJ. Res, 477, joint resolution relating to exclusion of certain aliens 
Approved Sept. 21,1959. 1p. 
H.J. Res. 479, joint resolution relating to entry of certain aliens. [Ap. 
nroved Sept. 21,1959.) 3p. 
-R. 1455, aet conferring U.S. citizenship posthnmonsly upon Gerardo 
Rafael Dobarganes y Torres. Approved Sept. 21,1959. 1 p. 
H. de “eo for relief of Gordon Langlands Johnston. Approved Sept. 21, 
p 
H.R. 1520, act for relief of Eva Gurman. Anproved Sept. 21, 1959. 1 p. 
H. +4 Lae act for relief of Mrs. Vassiliki P. Theodorou. Approved Sept. 21, 


1p. 
H. rt 1701. act for relief of Mrs. Ellen Leschner. Approved Sept. 21, 1959. 
p. 
H.R. 1735, act to provide for conveyance of certain real pronerty of United 


States in Yalobusha County. Miss., to W. A. Nolen and Wiley W. Walker. 
Apnraved Sent. 21. 1959. 


Pp. 
. ALR. 2077, act for relief of Bernard Barrett. Apnroved Sept. 21, 1959. 1p 
. H.R. 2090, aet for relief of Giuseppa Ferrante (Sister Candida). Aapeerad 


Sept. 21,1959. 1 n. 


; sat 2301, act for relief of Mrs. Gladys M. Ellison. Approved Sept. 21, 1959. 
p. 
. TI.R. 2302, act for relief of Agnes Lorraine Pank. Approved Sept. 21, 1959. 
Ip 
». ELR. Moon, act for relief of Inter- Connty, rreepmene and Telegraph Co., Fort 


Myers. Fla. Approved Sent. 21. 1959 Pp 
H.R. 9946, act for relief of Cecil F Finley. Approved Sept. 21, 1959. 1 p. 


. FLR. 2111. act for relief of Rachel Nethery. Annroved Sent. 21.1959. 1 Dp. 


2: H.R. “er act for relief of Mrs. Leonard O. Erickson. Approved Sept. 21, 


1959. 1 


Dp. 
203. H.R. 2792, act to admit vessel John F. Drews to American registry and to 


permit its use in coastwise trade while it is owned bv Merritt- — 
and Seott Corporation of New York. Approved Sent. 21, 1959. 


. H.R _ ~¥ for relief of Harry and Lily Stopnitsky. Approved Sept. 21, 


1959 


. eae tina Net to confer jurisdiction npon District Court for Territory of 


Alaska to hear, determine. and render judgment unon elaim, or claims, of 
Seottv James. of Sitka, Alaska. Approved Sept. 21. 1959. 1 p. 


. H.R. 4839, act for relief of Peter F. de Ullmann. Approv ed Sept. 21, 1959. 
1 p. 
i Ane 5357, act for relief of Loretta F. Ossorio. Approved Sept. 21, 1959. 


1p. 
Fi nr 5477, act to authorize Bernard W. Kearney, former Member of Con- 


gress, to accept and wear Philinnpine Legion of Honor in degree of com- 
manier, conferred upon him by Government of the Philippines. Approved 
Sept. 21, 1949.1 p. 


Ke & 4 FiGd5. act for relief of Christopher J. Mulligan. Approved Sept. 21, 


1959 


Ip. 
. ALR. 5910, act for relief of Zelda Glick. Apnroved Sept. 21, 1959. 1 p. 
. IR. 6405, act for relief of Vukasin Krtolica. Approved Sept, 21, 1959. 


1p. 
. H.R. 6546, act for relief of Nancy Mae Floor. Approved Sept. 21, 1959. 
1 


p. 
. FR. 6790. act for relief of Andrew Choa. Approved Sept. 21.1959. 1p. 
. H.R. 6733, act for relief of Paul & Beekman, Inc., and others. Approved 


Sept. 21,1959. Ip. 


. H.R. 6809, act for Paltet of Lieutenant (junior grade) James W. Little. 


Apnraved Sept. 21.1959. 1p. 


. H.R. 6884. act for relief of Mrs. Barbara May Boswell. Approved Sept. 21, 
1 


1959. 


p. 
7. H.R. 6886, act for relief of Liliana Caprara. Anproved Sept. 21,1959, 1 p. 


Gs ¢ “'. 54, act for relief of Frol Martin Simonov. Approved Sept. 21, 1959. 


. i. r 22 25, act for relief of Sylvester L. Gardner. Approved Sept. 21, 1959. 


20. H. 4 P2056, act for relief of Remedios Villanueva. Approved Sept. 21, 1959. 
1p 


21. H. re 7518, act for relief of Rudolph Rozman. Approved Sept. 21, 1959. 


1p. 
22. Hi. y 7550, act for relief of Vartanouche Kalfayan. Approved Sept. 21, 1959. 


1p. 
. H.R. 7857, act for relief of Richard C. Long. Approved Sept. 21, 1959. 


1p 
: HR. 7935, act for relief of Father Kenneth M. Rizer. Approved Sept. 21, 


1959. lp. 
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NovempBer 1959 


. H.R. 8437, act to provide for reinstatement and validation of United States 
oll and gas lease BLM 028500. Approved Sept. 21, 1959. 14 
. 8. ‘ee act for relief of Sergiusz Kudczenko, Approved. Sept. 22, 1959. 


227. U.J. "hes. 446, joint resolution to waive certain provisions of sec. 212(a) of 
Immigration and nationality act iu behalf of certuiu aliens. Approved 
Sept. 22, 1959. 1 p. 

228. H.J. Kes. 473, juint resolution relating to permanent residence and deporta- 
tion of certain aliens. [Approved Sept. 22,1909.) 2p. 

229. H. +r F784, act for relief of Mrs. Auua Loftis. Approved Sept. 22, 1959. 


230. H. Ie "3782, act for relief of estate of Willard Phillips. Approved Sept. 22, 
231. H. Ke Fi 3g B uct for relief of Park National Bank. Approved Sept. 22, 1959. 
232. U.K. 7452, act for relief of William B. Jackson. Approved Sept. 22, 1959. 
233. Fah TOM act for relicf of James F. Conroy. Approved Sept. 22, 1959. 
234, H.R. 7745, act for relief of Mrs. Willie Soher. Approved Sept. 22, 1959. 


p. 
235. H.R. 3254, act for relief of Thomas Forman Screven, Julia Screven Daniels, 
and May Bond Screven Rhodes. Approved Sept. 23, 1959. p. 
236. ae Abus, act for relief of Georgia Kuvlin Company. Approved Sept. 24, 
Vsti p. 


Public laws, 86th Congress. @ Item 575 

Note.—Public laws in slip form in the first prints may be obtained from the 
Superintendent of Documents, Washingtun 25, D.C., at a subscription price of 
$12.00 per session, $2.00 additional for toreign mailing ; "taste copies vary in price. 


15611 199. H.R. 7112, act to amend sec. 1005(c) of Federal aviation act of 1958 to 
poe use of certitied wii) for service of process, and for other pur- 
ses, Approved Aug. 25,1U59. lp. * Paper, de. 
15612 201. H. Rk 8527, uct to exempt certain pension and other employee trusts from 
laws of District of Columbia relating to perpetuities, restraints on aliena- 
tion, and accumulation of income, Approved Aug. 25, 1959. 1 p. 
* Paper, de. 

217. H.R. 2517, act to amend sec. 7 of act making appropriations to provide for 
expenses of government of District of Columbia for fiscal year 1903. and 
for other purposes, approved July 1, 1902, as amended, so as to provide 
for bonding of persuus licensed to engage in business, trade, profession, 
or calling involving collection of money for others. [Approved Sept. 1, 
1959.) 2p. * Paper, de. 

222. H.R. 7106, act to amend title 38, United States Code, with respect to for- 
feiture of bevetits under laws administered by Veterans’ Administration. 
[Approved Sept. 1,1959.] 2p. * Paper, de. 

225. S. 417, act to place in trust status certain lands on Standing Rock Sioux 
Keservation in orth Dukota aud Suuth Dakota. Approved Sept. 8, 1959. 
lp. * Paper, Se. 

226. S. 551, act to declare portions of Bayous Terrebonne and LeCarpe, La., 
nomiavixable streams. Approved Sept. 8,195. lp. * Paper, 5e. 

229. S. 2339, act to amend law relating to distribution of funds of Creek Tribe. 
Approved Sept. 8,1959. Ip. * Vaper, de. 

234. H.R. 2725, act to amend chap. 3 of title 18, United States Code, so as to 
prohibit use of aircraft or motor vehicles to hunt certain wild horses 
or burros on laud belonging to United States, and for other purposes. 
Approved Sept. 8,1959. lp. * Paper, 5e. 

236. H.R. 2773, act to ameud sec. 1701 of title 38, United States Code, to provide 
same educational benefits for children of Spanish-American War veterans 
who died of service-connected disability as are provided for children 
of veterans of World War I, World War II, and Korean conflict. Ap- 
proved Sept. 8,1959. lp. * Paper, de. 

287. S. 2013, act to amend sec. 511(h) of Merchant marine act, 1956, as amended, 
in order to extend time for commitment of construction reserve funds. 
Approved Sept. 8, 1959. lp. * Paper, 5e. 

240. S. G69, act to authorize Secretary of Agriculture to convey certain lands to 
Bethel Baptist Church of Henderson, Tenn. Approved Sept. 9, 1959. 
lp. * Paper, dc. 

241. 8. 1372, act to extend jurisdiction of Domestic Relations Branch in Municipal 
Court for District of Columbia to cover adjudication of property rights in 

eertain actions arising in District of Culumbia. Approved Sept. 9, 1059. 
lp. * Paper, 5c. 

243. S. 1947, act relating to authority of Customs Court to appoint employees, 
and for other purposes. [Approved Sept. 9, 1959.] 2p. * Paper, 5c. 

244. S. 2118, act to amend sec. 4488 of revised statutes, as amended, to authorize 
Secretary of Department in which Coast Guard is operating to prescribe 
regulations governing lifesaving equipment, firefighting equipment, muster 
lixts, yround tackle, hawsers, and bilge systems aboard vessels, and for 
other purposes. [Approved Sept. 90,1959.) 2p. * Paper, 5c. 
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Public laws, 86th Congress—Continued 

246. S. 2029, act to authorize a per capita distribution of funds arising from 
judgment in favor of Confederated Tribe of Siletz Indians in Oregon, and 
for other purposes. Approved Sept. 9, 1959. 1p. * Paper, 5c. 

249. H.R. 7645, act to provide for construction, alteration, and acquisition of 

public buildings of Federal Government, and for other purposes. [Ap- 

res Sept. 9,1959.] 8p. * Paper, 5c. 

H.R. 8374, act to amend Public law 85-880, and for other purposes. Ap- 
prvres Sept. 9, 1959. 1p. * Paper, 5c. 

H.R. 6939, act to repeal act of Oct. 20, 1914 (38 stat. 741), as amended 
(48 U.S.C., sees. 432-452), and for other purposes. Approved Sept. 9, 
1959. 1p. * Paper, 5e. 

254. H.R. 9105 act making appropriations for civil functions administered by 
Department of Army, certain agencies of Department of Interior, and 
Tennessee Valley Authority, for fiscal year 1960, and for other purposes. 
[Became law Sept. 10, 1959, by two-thirds vote of each House after veto 
of H.R. 7509 by the President.] 9p. * Paper, 10c. 

-_R. 7040, act making appropriations for sundry independent executive bu- 

reaus, boards, commissions, corporations, agencies, and offices, for fiscal 

4 me and for other purposes. [Approved Sept. 14, 1959.] 19 p. 
aper, 10c. 

. 1647, act to amend sec. 4083, title 18, United States Code, relating to 
penitentiary imprisonment. Approved Sept. 14,1959. 1p. * Paper, 5c. 

. 1555, act to provide for reporting and disclosure of certain financial 
transactions and administration practices of labor organizations and em- 
loyers, to prevent abuses in administration of trusteeships by labor organ- 
zations, to provide standards with respect to election of officers of labor 
eee: and for other purposes. [Approved Sept. 14, 1959.] 28 p. 

aper, 15c. 

15633 . S. 1958, act to amend sec. 12 of act of Mar. 5, 1915, to clarify types of 
arrestment prohibited with respect to wages of United States seamen. 
Approved Sept. 14,1959. 1p. * Paper, 5c. 

15634 . S. 2457, act to provide equitable treatment for producers participating in 
soil bank program on basis of incorrect information furnished by Govern- 
ment. Approved Sept. 14,1959. 1p. * Paper, 5c. 

15635 . S. 1973, act to extend validity of passport to 3 years. Approved Sept. 14, 
1959. 1p. * Paper, 5e. 

15636 . S. 2035, act authorizing persons maintaining or defending actions in District 
of Columbia on behalf of minor to give releases of liability, and requiring 
persons receiving money or property in settlement of such actions or in 
satisfaction of judgment in any such action to be appointed as guardian 
of estate of such minor. Approved Sept. 14, 1959. 1 p. * Paper, 5c. 

15637 . S. 2390, act to authorize exchange of certain lands in or in vicinity of Ever- 
glades City, Florida, in furtherance of administration and use of Ever- 
glades National Park. Approved Sept. 14, 1959. 1p. * Paper, 5c. 

15638 . H.J. Res. 281, joint resolution authorizing and requesting President to issue 
proclamation with respect to 1959 Pacific Festival, and for other purposes. 
Approved Sept. 14,1959. 1p. * Paper, 5c. 

15639 . §. 2524, act relating to power of States to impose net income taxes on income 
derived from interstate commerce, and authorizing studies by congres- 
et ee of matters pertaining thereto [Approved Sept. 14, 1959.] 
2 p. aper, 5e. 

15640 . H.R. 8575, act making appropriations for military construction for Depart- 
ment of Defense for 1960, and for other purposes. [Approved Sept. 16, 
1959.] 4p. * Paper, 5e. 

15641 . S. 994, act to authorize Secretary of Interior to construct, operate, and 
maintain Spokane Valley project, Washington and Idaho, under Federal 
reclamation laws. Approved Sept. 16, 1959. 1p. * Paper, 5c. 

15642 . H.J. Res. 19, joint resolution to authorize issuance of gold medal in honor 
of late Robert H. Goddard. Approved Sept. 16, 1959. 1p. * Paper, 5c. 

15643 . H.J. Res. 493, joint resolution making technical correction in sec. 5136 of 
revised statutes (relating to national banks). Approved Sept. 16, 1959. 
1p. * Paper, 5e. 

15644 . §. 1575, act to amend act of Aug. 1, 1958, to authorize and direct Secretary 
of Interior to undertake continuing studies of effects of insecticides. 
herbicides, fungicides, and other pesticides, upon fish and wildlife for 
purpose of preventing losses of those invaluable natural resources, and 
for other purposes. Approved Sept. 16,1959. 1p. * Paper, 5c. 

15645 . H.R. 2906, act to extend period for filing claims for credit or refund of 
overpayments of income taxes arising as result of renegotiation of Gov- 
ernment contracts. Approved Sept. 16,1959. 1p. * Paper, 5c. 

15646 H.R. 839, act to approve order of Secretary of Interior adjusting, deferring, 
and canceling certain irrigation charges against non-Indian-owned lands 
under Woagete Indian irrigation project, Wash., and for other purposes. 
Approved Sept. 16,1959. lp. * Paper, 5c. 

H.R. 2978, act to amend sec. 1870 of title 28, United States Code, to au- 
thorize district courts to allow additional peremptory challenges in civil 
cases to multiple plaintiffs as well as multiple defendants. Approved 
Sept. 16,1959. 1p. * Paper, 5c. 


250. 
252. 
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NovempBer 1959 


H.R. 6508, act to grant minerals, including oil and gas, on certain lands 
in Crow Indian Reservation, Mont., to certain Indians, and for other pur- 

oses. Approved Sept. 16,1959. 1p. * Paper, 5c. 

H.R. 213, act to provide additional time within which certain State agree- 
ments under sec. 218 of Social security act may be modified to secure 
coverage for nonprofessional school district employees, and to permit 
California, Kansas, North Dakota, and Vermont to obtain social security 
coverage, under State agreement, for policemen and firemen in positions 
covered by retirement system. Approved Sept. 16,1959. 1p. * Paper, 


5e. 

H.R. 6669, act to amend act of July 14, 1945, to provide that Louisiana 
State University and Agricultural and Mechanical College may use 
certain real property heretofore conveyed to it by United States for general 
educational purposes. Approved Sept. 16, 1959. 1p. * Paper, 5e. 

H.R. 7571, act to amend sec. 7 of act of July 28, 1950 (ch. 503, 64 Stat. 
381; 5 U.S.C. 341f), to authorize Attorney General to acquire land in 
vicinity of any Federal penal or correctional institution when considered 
essential to protection of the health or safety of the inmates of the 
institution. Approved Sept. 16,1959. 1p. * Paper, 5c. 

H.R. 8461, act to amend act of Sept. 2, 1958, establishing Commission and 
Advisory Committee on International Rules of Judicial Procedure. Ap- 
proved Sept. 16,1959. 1p. * Paper, de. 

H.R. 6579, act to amend Tariff act of 1930 to provide for temporary free 
importation of extracts, decoctions, and preparations of hemlock suitable 
for use for tanning. Approved Sept. 16, 1959. 1p. * Paper, 5e. 

H.R. 7870, act to amend Revised organic act of Virgin Islands, as amended. 

[Approved Sept. 16,1959.] 2p. * Paper, 5e. 

-J. Res. 103, joint resolution, authorizing National Geographic Society 

to erect memorial on publie grounds in State of Virginia to honor Rear 

Admiral Richard E. Byrd. Approved Sept. 21, 1959. 1p. * Paper, 5c. 

. 355, act to amend title 18 of United States Code so as to prohibit misuse 

by collecting agencies or private detective agencies of names, emblems, 

and insignia to indicate Federal agency. Approved Sept. 21, 1959. 1 p. 

* Paper, 5c. 

. 1436, act to amend act of June 14, 1926, as amended by act of June 4, 

1954 (68 Stat. 173; 43 U.S.C., sec. 869). Approved Sept. 21, 1959. 1 p. 


* Paper, 5c. 
. 1944, act to amend epkrupicy act in regard to verification of pleadings. 


Approved Sept. 21, 1959. p. -aper, 5e. 

. 2181, act to amend Mineral leasing act of Feb. 25, 1920. Approved 
Sept. 21,1959. 1p. * Paper, 5c. 

. 2208, act to provide that Alaska and Hawaii be eligible for participation 
in distribution of discretionary funds under sec. 6(b) of Federal airport 
act. Approved Sept. 21,1959. 1p. * Paper, 5e. 

. 2219, aet to authorize appropriations for construction of facilities for 
Gorgas Memorial Laboratory, to increase authorization of appropriations 
for support thereof, and for other purposes. Approved Sept. 21, 1959. 
lp. * Paper, 5c. 

. 2230, act to amend National Cultural Center act. Approved Sept. 21, 
1959. 1p. * Paper, 5c. 

. 2445, act authorizing conferring of degree of master of arts in education 
on certain students who enrolled in District of Columbia Teachers College 
prior to July 1, 1958, and who, prior to July 1, 1961, are certified by presi- 
dent and faculty of such college as having met all requirements for 
granting of such degree. Approved Sept. 21,1959. 1p. * Paper, 5c. 
2504, act to authorize sale at current support prices of agricultural com- 
modities owned by Commodity Credit Corporation to provide feed for 
livestock in areas determined to be emergency areas, and for other purposes. 
Approved Sept. 21,1959. 1p. * Paper, 5c. 

S. 2569, act to amend Atomic energy act of 1954, as amended. Approved 
Sept. 21,1959. 1p. * Paper, 5c. 

H.J. Res. 80, joint resolution providing for erection of memorial tablet at 
Garden Key, Fla., in honor of Samuel Alexander Mudd. Approved Sept. 
21,1959. 1p. * Paper, 5c. 

H.J. Res. 403, joint resolution granting consent of Congress to compact 
entered into between State of New York and State of New Jersey for 
creation of New York-New Jersey Transportation agency. [Approved 


Sept. 21,1959.] Sp. * Paper, 5c. 

H.J. Res. 465, joint resolution approving certain additional powers conferred 
upon Bi-State Development Agency # Missouri and Illinois. Approved 
Sept. 21,1959. 1p. * Paper, 5c. 

H.J. Res. 513, joint resolution designating 17th day of December 1959 as 
Wright Brothers Day. Approved Sept. 21, 1959. 1p. * Paper, 5c. 

H.J. Res, 531, joint resolution establishing that regular session of 86th 
Congress convene at noon on Wednesday, Jan, 6, 1960. Approved Sept. 
21,1959. 1p. * Paper, 5c. 

H.R. 163, act to amend Civil Service retirement act with respect to 
crediting of service of United States commissioners for purposes of such 
act. Approved Sept. 21,1959. 1p. * Paper, 5c. 
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307. H.R. 616, act to designate dam across Lampasas River in Texas as Still- 
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308. 
309. 


house Hollow Dam. Approved Sept. 21, 1959. 1 p. * Paper, 5e. 

H.R. 1778, act to amend sec. 17(b) of Reclamation project uct of 1939. 
Approved Sept. 21,1959. Ip. * Paper. 5e. 

H.R. 2245, act to amend subsec. 432(2) of title 14, United States Code, so 
as to increase limitation on basic compensation of civilian keepers of light- 
houses and civilians employed on lightships and other vessels of Coast 
Fi — $3,750 to $5,100 per annum. Approved Sept. 21, 1959. 1 p. 
* Paper, 5¢ 


. H.R. 2247, act to authorize conveyance of certain real property of United 


ay hee. “p> yggmaaad of Sacramento, Calif. [Approved Sept. 21, 1959.] 2 p. 

aper, 5¢ 
.R. 2386, act to direct Administrator of General Services to convey to 
Mobile, ‘Ala., all right, title, and interest of United States in and to 
certain land. Approved Sept. 21,1959. 1p. * Paper, 5c. 

H.R. 2982, act to fix official station of retired judges assigned to active duty. 
mg te Sept. 21,1959. 1p. * Paper, 5e. 


. H.R. 3180, act to extend for additional 3 years time within which Michigan 


poh commence and complete construction of certain projects heretofore 
authorized by Congress. Approved wt 21, 1959. 1p. * Paper, 5e. 


. H.R. 3608, act to authorize Secretary of Navy to acquire certain land on 


island of Guam. Approved Sept. 21, 1959. 1 p. * Paper, 5c. 


5. TLR. 4002. act to authorize use of Great ‘Lakes vessels on eceans. Approved 


Sept. 21,1959. 1p. * Paper, 5e. 


. BR. 4608, act to amend Organie act of Guam for purpose of permitting 


government of Guam, with consent of legislature thereof, to be sued. 
Approved Sept. 21,1959. 1p. * Paper, 5e. 


. H.R. 4656, act to amend sec. 401b of act of July 14, 1952, to permit appli- 


cations for moving costs resulting from any public works project of 

military department to be filed either one year from date of acquisition or 

- sear following date of vacating property. Approved Sept. 21, 1959. 
Dp. aper, uC. 


. H.R. 4714, act to quiet title and possession with respect to certain real 


property adjacent to Rocky Mountain Arsenal, Denver, Colo. Approved 
Sept. 21,1959. 1p. * Paper. Se. 


9. H.R. 4857, act to amend sec. 4233 of Internal revenue code of 1954 to pro- 


vide that exemptions from admissions tax for athletic games benefiting 
crippled or retarded children shall apply where participants have recently 
attended designated schools or colleges as well as where they are currently 
students. Approved Sept. 21,1959. Ip. * Paper. 5¢. 


. TLR. 5257, act to amend sec. 1915 of title 28, United States Code, “Te 
2 ©: 


to proceedings in forma pauperis. Approved Sept. 21, 195 
* Paper, dc. 


21. H.R. 5892. act to provide for establishment of Minute Man National His- 


torical Park in Massachusetts, and for other purposes. [Approved Sept. 
21,1959.) 2p. * Paper. 5c. 


22. H.R. 6128, act to provide for division of tribal assets of Catawba Indian 


Tribe of South Carolina among members of tribe and for other purposes. 
{Approved Sept. 21,1959.) 3p. * Paper, 5e. 


. H.R. 6190, act to direct Secretary of Army to convey Army and Navy General 


Hospital, Hot Springs National Park, Ark., to Arkansas, and for other 
purposes. [Approved Sept. 21, 1959.] 2p. * Paper, 5e. 


24, H.R. 6269, act to amend sec. 265 of Armed Forces reserve act of 1952 to 


define term member of reserve component so as to include member of 
Army or Air Force without specification of component. Approved Sept. 
21,1959. 1p. * Paper, 5c. 


. H.R. 6868, act to amend Tariff act of 1930 to place certain pumice stone on 


free list. Approved Sept. 21, 1959. 1p. * Paper, 5e. 


26. H.R. 6672, act to authorize longer term leases of Indian lands on Agua 


Caliente (Palm Springs) Reservation. Approved Sept. 21, 1959. 1 p. 
* Paper, 5e. 


27. H.R. 6888, act to amend sec. 4132 of Revised statutes, sec. 37 of Merchant 


328. 


329. 


830. 


331. 


332. 


marine act. 1920, see. 2 of Shipping act. 1916, and see. 905(c) of Merchant 
marine act, 1936, as amended. Approved Sept. 21, 1959. 1p. * Paper, 
5e. 

H.R. 7125, act to provide for study of feasibility of establishing President 
Adams Parkway. Approved Sept. 21, 1959. 1p. * Paper, 5e. 

H.R. 7145, act to amend sec. 35 of chap. 3 of act of June 19, 1934, to 
regulate. business of life ca oe in District of Columbia, as amended. 
Approved Sept. 21,1959. 1p. * Paper, 5e. 

H.R. 7437, act to authorize use of funds arising from judgment in favor 
of Kiowa, Comanche, and Apache Tribes of Indians of Oklahoma, and for 
other purposes. Approved Sept. 21, 1959. 1p. * Paper, 5c. 

H.R. 7474, act granting consent of Congress to compact entered into by 
West Virginia and Virginia with respect to certain part of boundary 
between such States. Approved Sept. 21, 1959. 1 p. * Paper, 5e. 

H.R. 7629, act to extend see. 17 of Bankhead-Jones farm tenant act for 2 
years, and for other purposes. Approved Sept. 21, 1959. 1p. * Paper, 
5e. 
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. H.R. 7683, act to provide that tax exemption heretofore accorded Veterans 


ot Foreign Wars with respect to certain property in District of Columbia, 
formerly owned by such organization but pever used for its intended 
purpose, shall apply instead to other property subsequently acquired and 
used for that purpose. Approved Sept. 21, 1959. 1 p. Paper, 5c. 


. H.R. 8035, act to designate Dyberry Dam and Reservoir, Lackawaxen River 


Basin, Pa., as General Edgar Jadwin Dam and Reservoir. Approved Sept. 
21,1959. 1p. * Paper, de. 


. H.R. 8189, act to improve active duty promotion opportunity of Air Force 


officers wher grade of captain to grade of major. Approved Sept. 21, 1959. 
1 p. -aper, 5c. 


» kr $409, act to extend International Wheat Agreement Act of 1949. Ap- 


proved Sept. 21,1959. Ip. * Paper, 5e. 


. H.R. 8514, act to authorize sale of 40 acres of land owned by Creek Tribe 


of Indians. Approved Sept. 21,1959. lp. * Paper, 5e. 


. H.R. 8582, act to authorize San Benito International Bridge Company to 


construct, maintain, and operate toll bridge across Rio Grande near Los 
Indios, Tex. Approved Sept. 21,1959. 1p. * Paper, 5e. 


. H.R. 8587, act to provide for equalization of allotments on Agua Caliente 


(Palm Springs) Reservation in Calif., and for other purposes. [Approved 
Sept. 21,1959.] 3p. * Paper, 5c. 


. H.R. 8593, act to amend act of June 23, 1949, as amended, to provide that 


telephone and telegraph service furnished Members of House of Repre- 
sentatives shall be computed on unit basis. Approved Sept. 21, 1959. 
lp. * Paper, ic. 


. H.R. 8699, act to extend Agricultural trade development and assistance act 


of 19% 54, and for other purposes. [Approved Sept. 21,1959.] 6p. * Pa- 
per, de. 


. H.R. 8678, act to amend Federal-aid highway acts of 1956 and 1958 to make 


certain adjustments in Federal-aid highway program, and for other pur- 
poses. [Approved Sept. 21, 1959.] 5p. * Paper, 5e. 


. H.R. 8694, act to authorize Starr-Camargo Bridge Company to construct, 


maintain, and operate toll bridge across Rio Grande, at or near Rio Grande 
City, Tex. Approved Sept. 21,1959. 1p. * Paper, 5c. 


. H.R. 8725, act to amend Internal revenue code of 1954 to make technical 


changes in certain excise tax laws, and for other purposes. [Approved 
Sept. 21,1959.] 4p. * Paper, 5c. 


. H.R. 8911, act to provide for presentation by United States of statue of 


General George Washington to people of Uruguay, and for other purposes. 
Approved Sept. 21,1959. 1p. * Paper, 5c. 


. H.R. 9035, act to permit issuance of series E and H United States savings 


bonds at interest rates above existing maximum, to permit Secretary of 
Treasury to designate certain exchanges of Government securities to be 
made without recognition of gain or loss, and for other purposes. [Ap- 
proved Sept. 22, 1959.) 4p. * Paper, 5c 


. S. 1473. act to repeal act of May 27, 1912 2, which authorized and directed 


Secretary of Treasury to sell certain land to First Baptist Church of 
Plymouth, Mass. Approved Sept. 22, 1959. 1p. * Paper, 5e. 


. S. 2362, act to authorize Secretary of Army to convey to Arlington, Oreg., 


certain lands at John Day lock and dam project. Approved Sept. 22, 1959. 
1p. * Paper, dc. 


. S. 2517, act to amend sec, 7 of Federal home loan bank act, as amended. 


Approved Sept. 22,1959. 1p. * Paper, de. 


. HJ. Res. 310, joint resolution to authorize designation of period of Oct. 


17-24, 1959, as National Olympic Week. Approved Sept. 22, 1959. 1 p. 
* Paper, 5c. 


52. H.J. Res. 317, joint resolution to change designation of Child Health Day 


ry ry 1 to first Monday in Oct. of each year. Approved Sept. 22, 1959. 
»:; .. ? Paper, Se. 


3. H.R. 2390, act for relief of Maderia Beach, Fla. Approved Sept. 22, 1959. 


lp. * Paper, de. 


I 
54. H.R. 8305, act to amend Federal credit union act. [Approved Sept. 22, 


1959.] 12p. * Paper, 10c. 


. H.R. 2449, act to authorize Secretary of Army to lease portion of Twin 


Cities Arsenal [Minneapolis], Minn. to Independent School District no. 16, 
Minn. Approved Sept. 22,1959. 1p. * Paper, 5e. 


. H.R. 3030, act to amend act entitled act to authorize establishment of band 


in Metropolitan Police Force so as to provide retirement compensation 
for present director of said band after 10 or more years of service. [Ap- 
proved Sept. 22,1959]. 2p. * Paper, 5c. 


. H.R. 4279, act to authorize Secretary of Interior to construct, rehabilitate, 


operate, and maintain lower Rio Grande rehabilitation project, Tex., La 
Feria division. Approved Sept. 22,1959. 1p. * Paper, 5c. 


. H.R. 4938, act to amend Agricultural adjustment act of 1938 to extend for 


2 years definition of peanuts which is now in effect. Approved Sept. 22, 
1959. 1p. * Paper, 5e. 
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Public laws, 86th Congress—Continued 
359. H.R. 5004, act authorizing and directing Secretary of Interior to undertake 


360. 
361. 


continuing research on biology functuations, status, and statistics of 
migratory marine species of game fish of United States and contiguous 
waters. Approved Sept. 22,1959.1 p. * Paper, 5c. 

H.R. 5067, act to repeal sec. 217 of Merchant marine act, 1986, as amended. 
Approved Sept. 22,1959. 1p. * Paper, 5c. 

H.R. 5431, act to provide further increase in retired pay of certain members 
of former Lighthouse Service. Approved Sept. 22,1959. 1p. * Paper, 5e 


862. H.R. 5752, act to provide for absence from duty by civilian officers and em- 


363. 


364. 


ployees of Government on certain days, and for other purposes. Approved 
Sept. 22,1959. 1p. * Paper, 5e. 

H.R. 5896, act to provide for entry of certain relatives of United States 
citizens and lawfully resident aliens. [Approved Sept. 22, 1959.] p. 
* Paper, 5c. 

H.R. 6067, act to amend sec. 4544 of revised statutes to provide that, if 
money and effects of deceased seaman paid or delivered to district court 
do not exceed in value sum of $1,500, such court may pay and deliver such 
money and effects to certain persons other than legal personal repre- 
peti of deceased seaman. Approved Sept. 22, 1959. 1p. * Paper, 

c. 

H.R. 7476, act to extend duration of Federal air pollution control law, and 

for other purposes. Approved Sept. 22,1959. 1p. * Paper, Se. 


. H.R. 7979, act to waive sec. 142, of title 28, United States Code, with respect 


to United States District Court for eastern district of Oklahoma holding 
court at Durant, Okla. Approved Sept. 22,1959. 1p. * Paper, 5c. 

H.R. 8599, act to amend Small business act, and for other purposes. Ap- 
proved Sept. 22,1959. 1p. * Paper, 5c. 


. H.R. 8685, act to amend Internal revenue code of 1954 to provide for 


Presidential appointment of Chief Counsel for Internal Revenue Service, 
and for other purposes. [Approved Sept. 22, 1959.] 2p. * Paper, 5e. 
H.R. 7605, act for relief of Oklahoma. Approved Sept. 23, 1959. 1 p. 
* Paper, 5c. 
S. 1845, act to provide for reestablishment of rates of basic compensation 
for certain Government positions, and for other purposes. [Approved 
Sept. 23,1959.] 4p. * Paper, 5e. 


. S. 2282, act to amend Act of July 17, 1952. Approved Sept. 23, 1959. 1p. 


* Paper, 5c. 


. S. 2654, act to extend and amend laws relating to provision and improve- 


ment of housing and renewal of urban communities, and for other purposes. 
[Approved Sept. 23,1959.] 35 p. * Paper, 15c. 


. S. 2568, act to amend Atomic energy act of 1954, as amended, with respect 


- cooperation with States. [Approved Sept. 23, 1959.] 4p. * Paper, 
c. 


. H.R. 7244, act to promote and preserve local management of savings and 


loan associations by protecting them against encroachment by holding 
companies. [Approved Sept. 23, 1959.] 3p. * Paper, 5c. 


. H.R. 5711, act granting consent and approval of Congress to Wabash Valley 


compact and for related purposes. [Approved Sept. 23, 1959.] 6 p. 
* Paper, 5c. 


76. H.R. 47, act to amend Internal revenue code of 1954 to provide personal 


exemption for children placed for adoption and to clarify certain provi- 
sions relating to election of small business corporations as to taxable 
status. [Approved Sept. 23,1959.] 2p. * Paper, 5c. 


. H.R. 6059, act to provide additional civilian positions for Department of 


Defense for purposes of scientific research and development relating to 
national defense, to improve the management of activities of such Depart- 
ment, and for other purposes. [Approved Sept. 23, 1959.] 2 p. Pa- 
per, 5c. 


. H.R. 8392, act to amend District of Columbia stadium act of 1957 with 


respect to motor-vehicle parking areas, and for other purposes. Approved 
Sept. 23,1959. 1p. * Paper, dc. 


. H.R. 8464, act to amend act of Oct. 24, 1951, to provide salary increases 


for police for National Zoological Park. Approved Sept. 23, 1959. 1 p. 
* Paper, 5c. 


. H.R. 6904, act to establish Advisory Commission on Intergovernmental Rela 


tions. [Approved Sept. 24,1959.] 4p. * Paper, 5c. 


. H.R. 4821, act to amend act of Aug. 12, 1955, Public law 378, 84th Con- 


gress (69 Stat. 707), so as to provide additional relief for losses sustained 
in Texas City disaster. [Approved Sept. 25, 1959.] 2 p. * Paper, 5c. 


. S. 2162, act to provide health benefits program for Government employees. 


[Approved Sept. 28,1959.] 9p. * Paper, 10c. 


. H.R. 8385, act making appropriations for Mutual Security and related agen- 


cies for fiscal year 1960, and for other purposes. [Approved Sept. 28, 
1959.] 10p. * Paper, 10c. 
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ATOMIC ENERGY JOINT COMMITTEE 


15748 Aircraft nuclear propulsion program, hearing before subcommittee on re- 
search and development, 86th Congress, 1st session, July 28, 1959. 1959. 
iii+418 p. il. [Includes Selected references on atomic-powered air- 
planes and rockets, prepared by Science and Technology Division, Refer- 
ence Department, Library of Congress.] * Paper, $1.25. @ Item 999 

Y4.At 7/2: Ai7 

15749 Aircraft nuclear propulsion program, report, Sept. 1959. 1959. iii+25 p. 
(Joint Committee print, 86th Congress, 1st session.) [Erratum, 1 p. was 
issued also.] * Paper, 15c. 

L.C. card 59-62470 Y 4.At 7/2: Ai 7/2 


15750 Employee radiation hazards and workmen’s compensation, summary analy- 
sis of hearings, Mar. 10-19, 1959; Sept. 1959. 1959. iii+21 p. (Joint 
Committee print, 86th Congress, 1st session.) * Paper, 15c. 

Y 4.At 7/2: R11/6 

15751 Federal-State relationships in atomic energy field, hearings, 86th Congress, 
1st session, May 19—-Aug. 26, 1959. 1959. v+504 p. il. * Paper, $1.50. 
@ Item 999 
L.C. card 59-62167 Y 4.At 7/2: At 7/20 


DEFENSE PRODUCTION JOINT COMMITTEE 


15752 Defense production act, progress report, no. 44, hearing, 86th Congress, 1st 
session, on mobilization programs of Office of Civil and Defense Mobiliza- 
tion and Business and Defense Services Administration, Aug. 18, 1959. 
1959. ii+57p. + ® Item 999-A 
L.C. ecard 51-60400 Y 4.D 36: P 94/no.44 


ECONOMIC JOINT COMMITTEE 


Comparisons of United States and Soviet economies, papers submitted by 
panelists appearing before subcommittee on economic statistics. 


15753 —s pt. 1. xii+376 p. il. 1959. (Joint Committee print, 86th Congress, 1st session.) 
* Paper, $1.00. 
L.C. card 59-62462 Y 4.Ec 7: So 8/3/pt.1 


Employment, growth, and price levels, hearings, 86th Congress, 1st session, 
pursuant to S. Con. Res. 13. 1959. © Item 1000 
Y 4.Ec 7: Em 7/3/pt. (nos. ) 
15754 .5. International influences on American economy, June 29—July 21, 1959. 
iv+889-1086 p. il. * Paper, 50c. 
L.C. card 59-60943 
15754A pt.6A. Government’s management of its monetary, fiscal, and debt operations, 
July 24—30,1959. v+1087-1504 p. il. Paper, $1.25. 
L.C. card 59—60043 
15755 Questions on monetary policy and debt management, prepared for study 
of employment, growth, and price levels. 1959. iv+11 p. (Joint 
committee print, 86th Congress, 1st session.) * Paper, 10c. 
L.C. card 59-62469 Y 4.Ece 7: M 74/10 


15756 Study paper no. 1, Recent inflation in United States; by Charles L. 
Schultze; Sept. 1959. 1959. ix+137 p. il. (Joint Committee print, 
86th Congress, Ist session.) [Materials prepared in connection with 
study of employment, growth, and price levels.] * Paper, 40c. 

L.C. card 59-64051 Y 4.Ece7: Em 7/4/no.1 


HOUSE OF REPRESENTATIVES 


15757 Federal Power Commission laws and hydroelectric power development 
laws [June 10, 1920—-Aug. 14, 1959] ; compiled by Gilman G. Udell, super- 
intendent, Document Room, House of Representatives. 1959. vii+261 
p. * Paper, 75c. @ Item 998 
L.C. card 42-38513 Y¥ 1.2: F 31/7/959 
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15758 Major legislative actions, 86th Congress, (1st session, adjourned Sept. 15, 
1959), final edition (revised) ; prepared by Office of Coordinator of 
Information. [1959.] 25 p. 4° [Pen and ink correction on p. 17.] ¢ 
L.C. card 50-60030 Y¥ 1.2: L.52/959-3 


15759 Major legislative actions, 86th Congress (1st session), up to Aug. 10, 1959; 
prepared by Office of Coordinator of Information. [1959.] 21 p. 4° ft 
L.C. card 50-60030 Y 1.2: L 52/959-2 


{5760 Opium and narcotic laws [Feb. 9, 1909-Aug. 25, 1959] ; compiled by Gilman 
G. Udell, superintendent, Document Room, House of Representatives. 

1959. ii+134p. * Paper,40c. © Item 998 
L.C. ecard 16-11101 Y 1.2: Op 3/959 

House documents 


NoTre.—All House documents, entries for which are followed by a ¢, may be 
obtained from the House Document Room or from the issuing office. 


House documents, 85th Congress. 
15761 447, pt. 21. Occupational wage survey: Lawrence, Mass., May 1959; [prepared 
by Paul V. Mulkern]. Sept. 195 iii+32 p. oblong 8° (Labor 
Statistics Burean, Bulletin A DtO-21.) *(Available in depart- 
mental edition, 25e., L 2.2: 1240-21, and sent to depositories in 
thatform. See Entry no. 16657.). 


House documents, 86th Congress. 

29. Food, yearbook of agriculture, 1959; [Alfred Stefferud, editor]. [1959.] 
xii+[3)+736 p. il. [{Ilustrated lining papers attached to front and 
back covers. Yearbook is made up of signed articles. *(Available in 
departmental edition. $2.25, A 1.10: 959, and sent to depositories in that 
form. See Entry 15308.). 

187, Earnings in wholesale trade [distribution of nonsupervisory workers in 
selected wholesale trade industries by straight-time hourly earnings; pre- 
pared in Burean’s Division of Wages and Industrial Relations]. June 
1958. vi+33 p. il. 4° (Labor Statistics Bureau. Bulletin 1253.) 
*(Available in departmental edition, 8%e., L 2.8:1253, and sent to deposi- 
tories in that form. See Entry no. 16658). 

15764 175. a ee and price indexes, 1958: [Prepared by Helen F. Hald]. 

July 195¢ vii+ 310 p. il. 4° (Labor Statisties Bureau. Bulletin 1257.) 
*(Available in departmental edition, $1.50, L 2.8: 1257, and sent to depos- 
itoriesin that form, See Entry no. 16659.). 

15765 176. Analysis of work stoppages, 1958: [prepared by James Herlihy and Loretto 
R. Nolan]. July 1959. v+36 p. il. 4° (Labor Statistics Bureau. 
Bulletin 1258.) *(Available in departmental edition, 80c., L 2.3: 1258 
and sent to depositories in that form. See Entry no. 16660). 

15766 177. Pension plans under collective bargaining, pt. 1, Vesting provisions and 
requirements for early retirement, pt. 2 Involuntary retirement provisions, 
late 1958: {prepared by Walter W. ‘Kolodruletz and Harry L. Levin]. 
vi+ 29 p. il. 4° (Labor Stiutistics Burean. Bulletin 1259.) * (Available 
in departmental edition, 25¢c., L 2.3: 1259. See Entry no. 16661). 

15767 194. Report on operations of Department of State (under Public Law 583) [79th 
Congress], letter from Under Secretary of State transmitting report for 
calendar year 1958; July 7, 1959. 1959. vi+100 p. + @ Item 996 
L.C. ecard 48-45842 

15768 207. Semiannual report of National Advisory Council on International Monetary 
and Financial Problems, letter from chairman transmitting report on 
activities, July 1-Dec. 31, 1958; Aug. 8, 1958 [1959] 1959. vii+67 p. 
* Paper, 25c. @ Item 996 
L.C. ecard 46—25902 

15769 211. Abraham Lincoln commemoration ceremony, report of Joint Committee on 
Arrangements on commemoration ceremony in observance of 150th anni- 
versary of birth of Abraham Lincoln, 1809-1959, at joint session of Con- 
gress, Feb. 12, 1959. 1959. xvi+32 p.1 pl. 12 p. of pl. 4° [Title on 
cover reads: 150th anniversary of birth of Abraham Lincoln, 1809-1959. 
Pamphlet watitied Commemorative ceremony. one hundred fiftieth anni- 
versary of birth of Abraham Lincoln, 1809-1959, 1+-18 p. 1 por. 4 p. of pl., 
in pocket.] + e Item 995-G 
L.C. eard 59-62407 

217. Limitation on interest rates, message from President of United States rela- 
tive to his message of June 8, “1959, which requested legislation that 
would (1) remove artificial limitation which law now imposes on interest 
rate at which Treasury is allowed to borrow money for more than 5 years, 
— (2) remove similar limitation on rate Government can pay on savings 

bonds. Aug. 26,1959. 4p. + @ Item 996 

218. Federal Housing Administration loan insurance authorization and Interstate 

highway program, message from President of United States. Aug. 26, 


1959. 2p. ft @ Item 996 
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221. — States eeticiga tee in International Atomic Energy Agency, message 
from resident of United States transmitting 2d annual report for 
fealendar] year 1958, pursuant to International —s Energy Agency 
participation act; Aug. 27, 1959. x—58 p. processed edition 
was also issued as International organization al \ series 5. 
See Entry 17094.] ¢ @ Item 996 
L.C, card 59-60656 

222. Public works appropriation bill, 1960, message from President of United 
States returning without approval bill (H.R. 7509). Aug. 31,1959. 8 p. 
+t @ Item 96 

2°26. Public works appropriation bill, 1960, message from President of United 
States returning without approval bill (H.R. 9105). Sept. 10, 1959. 7p. 
t+ @ Item Y96 

227. United States defense policies in 1958 [with bibliography]; prepared by 
{Charles 11, Donnelly] Library of Congress, Legislative Reference Service ; 
July 10,1959. 1959. vii+127p.il. f @ Item 996 
L.C. ecard 58-61885 

228. Eber Bros. Wine & Liquor ad message from President of United States 
returning without approval bill (H.R. 2717). Sept. 14, 1959. 2p. f¢ 


@ item 996 


House reports 


Note.—For titles of bills which these reports accompany, see Congressional record 
index. 
House reports on private bills, 86th Congress. + House Document Room, 

Capitol. @ Item 1008-B 

600. Clarita Martinez. Report from Committee on Judiciary to accompany 8. 
449. June s0,195¥. Sp. 

611. Mrs. Willie Soher. Report from Committee on Judiciary to accompany 
IL.R. 7745. June 30, 1959. 

961. Authorizing sale of certain tribal land of Lac du Flambeau band of Lake 
Superior Chippewa Indians, Wis. Report from Committee on Interior 
aud Insular Affairs to accompany H.R. 6186. Aug. 24, 1959. 3 p. 

962. Providing for reinstatement and validation of U.S. oil and gas lease BLM 
028500, Report from Committee on Interior and Insular Affairs to 
accompany LILR. 8437. Aug. 24,1959. 3p. 

1048. Admitting vessel John F. Drews to American registry and to permit its 
use in coastwise trade while it is owned by Merritt-Chapman & Scott 
Corp. of New York. Report from Committee on or ya Marine and 
Fisheries to accompany H.R. 3792. Aug. 26, 1959. 41 

1106. Authorizing appointment of Elwood R. Quesada to retived list of Regular 
oe’ Force. Report from Committee on Armed Services to accompany 
S. 2500. Sept. 1, 1959. 

1176. Opposing granting of permanent residence in United States to Fu Sheng 
Cheng and Fu-Mei Lin. Report from Committee on Judiciary to accom- 
pany LI. Res. 584. Sept. 10,1959. 8p. 


House reports on public bills, 86th Congress. { House Document Room, 
Capitol. @ Item 1008-A 

15784 816. Personal exemption for children placed for adoption. Report from Com- 

mittee on Ways and Means to accompany H.R. 47. Aug. 10,1959. 4 p. 

15785 §=818. Marital deduction for certain support allowances. Report from Committee 
on Ways and Means to accompany H.R. 2578. Aug. 10, 1959. 6 p. 

877. Virgin Islands organic act amendments of 1959. Report from Committee 

ay Interior and Insular Affairs to accompany H.R. 7870. Aug. 12, 1959. 


p. 

880. Authorizing and requesting President to issue Proclamation with respect 
to 1959 Pacific Festival, and for other purposes. Report from Committee 
on Foreign Affairs to accompany H.J. Res. 281. Aug. 12,1959. 2p 

884. Technical correction in sec, 5136 of Revised statutes. Report from Com- 
a -» Lauking and Currency to accompany H.J. Res. 493. Aug. 12, 

ou. » 

Overseas differentials and allowances act. Report from Committee on Post 
Office and Civil Service to accompany H.R. 7758. Aug. 14, 1959. 69 p. 
L.C. ecard 59-61960 

Providing for equalization of allotments on Agua Caliente (Palm Springs) 
Reservation in California. Report from Committee on Interior and 
Insular Affairs to accompany H.R. 8587. Aug. 14, 1959. 10 p. 

Treatment of copyright royalties for purposes of personal holding company 
tux. Report from Committee on Ways and Means to accompany H.R. 
7588. Aug. 17,1959. 7p. 

Authorizing printing of 16th report of Commission of Fine Arts as House 
document. Report from Committee on House Administration, to accom- 
pany II. Con. Res. 378. Aug. 18,1959. 1p. 

State taxation of income derived from Interstate Commerce. Report from 
Committee on Judiciary to accompany H.J. Res. 450. Aug. 18, 1959. 


3 p. 
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House reports on public bills, 86th Congress—Continued 
937. Exemption of certain postal employees from residence requirements govern- 
ing postmaster appointments. Report from Committee on Post Office and 
Civil Service to accompany H.R. 5571. Aug. 18, 1959. 4 p. 
15795 944. Relating to authority of Customs Court to appoint employees, and for other 
perpen, nner from Committee on Judiciary to accompany S. 1947. 
ug. 19, i p. 
15796 945. Detention of mail for temporary periods. Report from Committee on Post 
“t Office and Civil Service to accompany H.R. 7879. Aug. 19, 1959. 20 p. 
15797 946. Small business act amendments of 1959. Report from Committee on Bank- 
a ing and Currency to accompany H.R. 8599. Aug. 19, 1959. 7 p. 
15798 947. Additional Federal home loan bank directors. Report from Committee on 
Banking and Currency to accompany H.R. 8591. Aug. 19, 1959. 3 p. 
15799 948. Grouting consent to Wabash Valley compact. Report from Committee on 
Judiciary to accompany H.R. 5711. Aug. 19, 1959. 22 p. 
15800 949. Foreign agents registration act. Report from Committee on Judiciary to 
accompany H.R. 6817. Aug. 1959. 4p. 
15801 950. Missouri-Illinois Bi-State Development Agency compact. Report from 
Committee on Judiciary to accompany H.J. Res. 465. Aug. 19, 1959. 


15794 


p. 

15802 . Consideration of H.R. 2236. Report from Committee on Rules to accom- 
pany H. Res. 348. Aug. 19,1959. 1p. 

15803 . Consideration of H.R. 5421. Report from Committee on Rules to accom- 
pany H. Res. 349. Aug. 19,1959. 1p. 

15804 . Consideration of H.R. 7242. Report from Committee on Rules to accom- 
pany H. Res. 350. Aug. 19,1959. 1p. 

15805 . Waiver of 28 U.S.C. 142 for term of court at Durant in eastern district 
of Oklahoma. Report from Committee on Judiciary to accompany H.R. 
7979. Aug. 20,1959. 5p. 

15806 . Civil rights. Report from Committee on Judiciary to accompany H.R. 

' 8601. Aug. 20,1959. 42p. [Corrected print.] 

15807 . Government employees health benefits program. Report from Committee on 
Post Office and Civil Service to accompany S. 2162. Aug. 20,1959. 34 p. 

15808 . Declaring portions of Bayous Terrebonne and LeCarpe, La., nonnavigable. 
Report from Committee on Interstate and Foreign Commerce to accom- 

J pany 8.551. Aug. 20,1959. 4p. 

15809 . Making Alaska and Hawaii eligible for participation in distribution of 
discretionary funds under sec. 6(b) of Federal airport act. Report from 
Committee on Interstate and Foreign Commerce to accompany S. 2208. 
Aug. 20,1959. 5p. 

Extending Air pollution control act. Report from Committee on Interstate 
and Foreign Commerce to accompany H.R. 7476. Aug. 20, 1959. 8 p. 
Lands in trust for members of Fort McDermitt Paiute and Shoshone tribe 

of Indians of Fort McDermitt Indian Reservation, Nev. Report from 
Committee on Interior and Insular Affairs to accompany H.R. 24. Aug. 
24,1959. 3p. 

Lower Rio Grande rehabilitation project, Tex., La Feria division. Report 
from Committee on Interior and Insular Affairs to accompany H.R. 
4279. Aug. 24,1959. 5p. 

Wheat acreage history. Report from Committee on Agriculture to accom- 
pany H.R. 4874. Aug. 24,1959. 7p. 

Among act authorizing Crooked River Federal reclamation project, 
Oreg., in order to increase capacity of certain project features for future 
irrigation of additional lands. Report from Committee on Interior and 
Insular Affairs to accopmany H.R. 4952. Aug. 24, 1959. 4 p. 

Authorizing and directing Secretary of Interior to undertake continuing 
research on biology fluctuations, status, and statistics of migratory 
marine species of game fish of United States and contiguous waters. 
Report from Committee on Merchant Marine and Fisheries to accompany 
H.R. 5004. Aug. 24,1959. 3p. 

15816 975. Authorizing and directing Secretary of Interior to undertake continuing 
studies of effects of insecticides, herbicides, fungicides, and other pesti- 
cides upon fish and wildlife. Report from Committee on Merchant 
Marine and Fisheries to accompany H.R. 5813, Aug. 24, 1959. p. 

15817 . Use of Louisiana State University and Agricultural and Mechanieal College 
lands. Report from Committee on Agriculture to accompany H.R. 6669. 
Aug. 24,1959. 4p. 

15818 . Equity under soil bank contracts. Report from Committee on Agriculture 
to accompany H.R. 8048. Aug. 24,1959. 4p. 

15819 . Agricultural attaché rotation. Report from Committee on Agriculture to 
accompany H.R. 8074. Aug. 24,1959. 4p. 

15820 . Amending certain acts so as to authorize Secretary of Interior to convey 
certain lands on Huntley reclamation project, Mont., to school district 
no. 24, Huntley project schools, Yellowstone County, Mont. Report from 
Committee on Interior and Insular Affairs to accompany H.R. 8726. 
Aug. 24,1959. 4p. 

Exclusion from gross income of certain amounts distributed by United 
States to nonresident alien individuals. Report from Committee on 
Ways and Means to accompany H.R. 135. Aug. 24,1959. 8p. 
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15828 


15824 


15825 


15826 


15828 


15829 
15830 
15831 
15832 


15833 


15834 
15835 


15836 


15837 


15838 


15839 
15840 
15841 


15842 
15843 
15844 


NovemsBer 1959 


Quieting title and possession with respect to certain real property adjacent 
to Rocky Mountain Arsenal, Denver, Colo. Report from Committee on 
Interior and Insular Affairs to accompany H.R. 4714. Aug. 24, 1959. 


4p. 

Income tax exemption for certain nonprofit organizations organized after 
Aug. 31, 1951, and before Sept. 1, 1957. Report from Committee on 
Ways and Means to accompany H.R. 6155. Aug. 24,1959. 3 p. 

Dstablishing Arkansas Post National Memorial, Ark. Report from Com- 
ene - Interior and Insular Affairs to accompany H.R. 6108, Aug. 24, 

q p. 

Liberalization of tariff laws for works of art and other exhibition material 
Report from Committee on Ways and Means to accompany H.R. 6249. 
Aug. 24,1959. 10p. 

Income tax treatment of certain stock held at death. Report from Com- 
rr 4 eM on Ways and Means to accompany H.R. 6777. Aug. 24, 1959. 

p. 

Abraham Lincoln Birthplace National Historic Site, Hodgenville, Ky. Re- 
port from Committee on Interior and Insular Affairs to accompany H.R. 
5764. Aug. 24,1959. 3p. 

To extend jurisdiction of Domestic Relations Branch in Municipal Court 
for District of Columbia to cover adjudication of property rights in cer- 
tain actions arising in District of Columbia. Report from Committee 
on District of Columbia to accompany 8.1872. Aug. 24,1959. 2 p. 

me os vessels. Conference report to accompany H.R. 4002. Aug. 24, 


Unlimited deduction for charitable contributions. Report from Committee 
on Ways and Means to accompany H.R. 6779. Aug. 24,1959. 4 p. 

Technical changes in certain excise tax laws. Report from Committee on 
Ways and Means to accompany H.R. 8725. Aug. 24, 1959. 19 p. 

Authorization for Attorney General to acquire land in vicinity of any Fed- 
eral penal or correctional institution. Report from Committee on Judi- 
ciary to accompany H.R. 757. Aug. 25,1959. 3p 


. Housing act of 1959. Report from Committee on Banking and Currency 


to accompany §. 2539. Aug. 25,1959. 142 p. 
L.C. card 59-62110 


. Consideration of S. 2539. pebert, from Committee on Rules to accompany 
p. 


H. Res. 358. Aug. 26, 1959. 


. Amending Bankruptcy act as it relates to examination of Attorneys’ fees. 


bp bey Committee on Judiciary to accompany H.R. 8708. Aug. 26, 


. Granting itievste. including oil and gas, on certain lands in Crow Indian 


Reservation, Mont., to certain Indians. Report from Committee on 
Interior and Insular Affairs to accompany H.R. 6508. Aug. 26, 1959. 


p. 
. Amend revised statutes relative to disposition of money and effects of 


deceased seamen. Report from Committee on Merchant Marine and 


Fisheries to accompany H.R. 6067. Aug. 26,1959. 5p. 


. Authorizing Secretary of Commerce to resell 4 C1-SAY-1 vessels to Gov- 


ernment of Republic of China. Report from Committee on Merchant 
Marine and Fisheries to accompany H.R. 8042. Aug. 26, 1959. 11 p. 


. Coal Research and Development Commission. Conference report to accom- 


. Narcotics manufacturing act of 1960. 


pany H.R. 6596. Aug. 26,1959. 2p. 
Report from Committee on Ways 


and Means to accompany H.R. 529. Aug. 26,1959. 18 p. 


. Limitation on deduction of exploration expenditures. Report from Com- 


mittee on Ways and Means to accompany H.R. 4251. Aug. 26, 1959. 


4p. 
. Agricultural Research and Development Commission. Report from Com- 


. Transportation of water-hyacinths. 


mittee on Agriculture to accompany H.R. 8639. Aug. 26, 1959. 8 p. 
Report from Committee on Judiciary 


to accompany H.R. 6309. Aug. 26,1959. 3p. 


. Authorizing construction and equipment of 3 Coast Guard cutters designed 


1058. 


1059. 


1060. 
1061. 


for icebreaking in Arctic and Antarctic regions. Report from Commit- 
ae Merchant Marine and Fisheries to accompany H.R. 4. Aug. 27, 
1 " a 

Credits eiraluet unemployment tax in case of certain merged corporations. 
Report from Committee on Ways and Means to accompany H.R. 6482. 
Aug. 27,1959. 5p. 

Amending Federal boating act of 1958 to extend until Jan. 1, 1961, period 
when certain provisions of that act will take effect. Report from Com- 
mittee on Merchant Marine and Fisheries to accompany H.R. 8728. Aug. 
27,1959. 3p. 

State of Oklahoma. Report from Committee on Judiciary to accompany 
H.R. 7605. Aug. 27,1959. 20p. 

Authorizing preliminary study and review in connection with_ proposed 
additional building for Library of Congress. Report from Committee 
on House Administration to accompany H.J. Res. 352, Aug. 27, 1959. 


3 p. 
1062. Amending Mineral leasing act of Feb. 25, 1920. Report from Committee 


*s Interior and Insular Affairs to accompany S. 2181. Aug. 27, 1959. 
p. 
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House reports on public bills, 86th Congress—Continued 

15850 1063. Emergency payments for lightweight req Report from Committee on 
Agriculture to accompany H.R. 8394. Aug. 27,1959. 13 p. 

15831 1064. Rice marketing quotas. Report from Committee on Agriculture to accom- 
pany H.R. 7889. Aug. 27,1959. 3p. 

15852 1068. Amendment of Watershed act. Report from Committee on Agriculture to 
accompany H.R. 4781. Aug. 27, 1959. 

15853 1070. Official station of retired judges assigned to active duty. _Report from 
Committee on Judiciary to accompany H.R. 2982. Aug. 27, 1959. 4 p. 

15854 1074. — of cropland by eminent domain. ment from Committee on 

griculture to accompany H.R. 8348. Aug. 27,1959. 6p. 

15855 1077. Extending validity of passport to 3 years. epart from Committee on 
Foreign Affairs to accompany 8. 19738. Aug. 31,1959. 2p. 

15856 1078. Marking of new packages for imported articles. Report from Committee 
on Ways and Means to accompany H.R. 5054. Aug. 31, 195¢ 5 p. 

15857 1079. Quarters of coverage for years before 1951 under old-age, surviy ee and 
disability insurance program. Report from Committee on Ways and 
Means to accompany H.R.5920. Aug. 31,1959. Tp. 

15858 1080. Documentary stamp tax on issuance of shares by regulated investment 
companies. Report from OSI on Ways and Means to accompany 
H.R. 6132. Aug. 31,1959. 3p 

15859 1081. Tax on certain laminated Mets ” Report from Committee on Ways and 
Means to accompany H.R. 6785. Aug. 31,1959. 3p. 

15860 1082. Income tax treatment of nonrefundable capital contributions to Federal 
National Mortgage Association. Report from Committee on Ways and 
Means to accompany H.R. 7947. Aug. 31,1959. Sp. 

15861 1083. Cutting of hay from soil bank land. Report from Committee on Agriculture 
to accompany H.R. 8578. Aug. 81,1959. 3p. 

15862 1085. Promoting peace through reduction of armaments. Report from Committee 
on Foreign Affairs to accompany H. Con. Res. 3938. Aug. 31, 1959. 2 p. 

15863 1086. First Soviet Mvon rocket. Report of Committee on Science and Astro- 
nauties; Aug. 31, 1959. 1959. ix+32 p. ([Committee paper] 33.) 
Shel ared by Spencer M. Beresford, in collaboration with Charles §. 

eldon, 2 
L.C. card 59-64052 
15864 . Space pyopwiaiee. Report of Committee on Science and Astronautics ; Aug. 
r 5f 1959. ix+15 p. [Also issued as Committee paper 26.] 
L.C. card 59-62438 

15865 . State taxation of income from interstate commerce. Conference report 
to accompany S. 2524. Sept.1,1959. 5p. 

15866 . Century 21 Exposition. Conference report to accompany H.R. 8874. 
Sept. 1,1959. 3p 

15867 . Net operating carrybacks resulting from 2. ¥ -anatemes Conference report 
to accompany H.R. 2906. Sept.1,1959. 2 

15868 . Amending law relating to indecent eebdinenions and gambling in District 
of Columbia. Report from Committee on District of Columbia to accom- 
pany H.R. 6123. Sept. 1,1959. Sp. 

15869 . Changing date of Child Health Day. Report from Committee on Judiciary 
to accompany H.J. Res. 317. Sept.1,1959. 2p. 

15870 . Limiting use of false financial statements as bar to discharge in bank- 
ruptcy. Report from Committee on Judiciary to accompany H.R. 4346. 
Sept. 1,1959. 4p. 

15871 . Military air transportation (executive action in response to committee 
recommendations). 10th report by Committee on Government Opera- 
tions; Sept. 1, 1959, 1959. v+29p. 

L.C. ecard 59-—62238 

15872 . Authorizing Starr-Camargo Bridge Co., to construct, maintain, and operate 
toll bridge across Rio Grande, at or near Rio Grande City, Tex. Report 
— Loa on on Foreign Affairs to accompany H.R. 8694. Sept. 1, 

Pp 

158738 5. Authorizing the President to invite foreign countries to participate in 
world’s fair, New York, 1964. Report from Committee on Foreign Affairs 
to accompany H.J. Res. 496. Sept.1,.1959. 2p. 

15874 . Providing for presentation by United States a statue of Gen. George 
Washington to people of Uruguay. Report from Committee on Foreign 
Affairs to accompany H.R. 8911. Sept. 1,1959. 2p. 

15875 9. Amending joint resolution providing for membership and participation by 
United States in Inter-American Children’s Institute. Report from 


ee on Foreign Affairs to accompany H1.J. Res. 511. Sept. 1, 1959. 


p 
15876 . Federal-aid highway act of 1959. Report of Committee on Public sh gee 
to accompany H.R. 8678, together with supplemental views. Sept. 1, 
1959. ili+47 Bs i print. } * Paper, 20c. 
L.C. card 59-6223 
15877 22. weeny program Sith respect to defense contractors and their employees. 
Report from Committee on Un-American Activities to accompany H.R. 
Sept. 2,1959. 40p. 
15878 . Making final orders of Subversive Activities Control Board with respect 
to communist organizations. Keport from Committee on Un-American 
Activities to accompany H.R. 8429. Sept.2,1959. 44p. 
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15883 
15884 
15885 


15886 
15887 
15888 
15889 


15890 
15891 
15892 
15893 


15894 
15895 


15896 


15897 
15898 
15899 


15900 


15901 


15902 


15903 


15904 


15905 


15906 


NovemMBer 1959 


. Amendments to Atomic Energy Act of 1954, as amended. Report from 


Joint Committee on Atomic Energy to accompany H.R. 8754. Sept. 2, 
1959. Sp. 


25. Amendments to Atomic Energy Act of 1954. as amended, with respect to 


cooperation with States. Report from Joint Committee on Atomic Energy 
to accompany H.R. 8755. Sept. 2,1959. 16 p. 


27. Certain lands for Everglades National Park. Report from Committee on 


Interior and Insular Affairs to accompany S. 2390. Sept. 1959. 3p. 


. Distributions of stock og dispositions of property pursnant to orders 


enforcing antitrust laws. Report from Committee on Ways and Means 
to accompany H.R. $126. Se pt. 2.1959. 20 p. 


29. Determining dischargeability of provable debts . aera ry. Report from 


Committee on Judiciary to accompany H.R. 4150. Sept. 2, 1959. 3 p. 


. Wright Brothers Day. Report from 7-75 Ber Dhe on Judiciary to accompany 


H.J. Res. 513. Sept.2,1959. 1p. 


. Internal revenue code provisions relating to possessions. Report from 


Comqtnn on Ways and Means to accompany H.R. 5547. Sept. 2, 1959. 
p 


2. Consideration of H.R. 8678. Report from Committee on Rules to accom- 


pany H. Res. 372. Sept. 2.1959. 1p 


. Amending H. Res, 56, 86th Congress. Report from Committee on Rules to 


accompany H. Res. 360, Sept.2,1959. 1 p. 


5. Proceedings axainst Martin bof 3 gs Report from Committee on Un- 


American Activities citing Martin Popper. Sept. 38,1959. 29 p. 


. Availability of information from Federal departments and agencies (prog- 


ress of study, Aug. 1958—July 1959). 12th report by Committee on 
Government Operations: Sept. 3. 1959, 1959. vi+ 457 p. [Includes 
additional views of Clare E. Hoffman. To be sent to depositories in 
Serial set binding. ] 
L.C, card 5459-62255 


6 Amending H. Res. 91 of 86th Congress. Report from Committee on Rules 
1 


to accompany H. Res. 368. Sept. 3, 1959. 


p. 
. Consideration of H.R. 9035. Report from Committee on Rules to accom- 


pany H. Res. 376. Sept. 3,1959. 1p. 


2. Amending Bankruptey act in regard to verification of pleadings. Report 


from Committee on Judiciary to accompany 8. 1944. Sept. 3, 1959. 4p. 


. Temporary suspension of duty on certain amorphous sraphite. Report 


— ee on Ways aud Means to accompany H.R, 1217. Sept. 3, 
oH Bp 


from Committee on Ways and Means to accompany H.R. 5887. 2 p. 


. Free importation of ground, powdered, or granulated seaweeds. Report 


5. Exemption from income tax for supplemental unemployment benefit trusts. 


Peet from Committee ou Ways and Means to accompany H.R. 8229. 
2 p. 


. Adjustment of commencing dates of civil service retirement annuities. 


aha from Committee on Post Office and Civil Service to accompany 
289. Sept.4,1959. Sp. 


51. Providing standards for issuance of passports. Report from Committee 


on Foreign Affairs to accompany H.R. 9069. Sept. 4, 1959. 7 p. 


2. Public works appropriation bill. 1960. Report from Committee on Appro- 


priations to accompany H.R.9105. Sept. 4,1959. 31 p. 


. Authorizing construction of rail transit crossing across Bay of San Fran- 


cisco. Report from Committee on Public Works to accompany H.R. 8171. 
Sept.5,1959. 5p. 


. Authorizing acquisition of land for national wildlife refuge at Jackson 


lock and dam navigation project, Ala. Report from Committee on Public 
Works to accompany H.R. 8347. Sept.5,1959. 5p. 


. Authorizing Secretary of Army to transfer to Waukegan Port District 


commitment of Waukegan, Ill., to maintain public wharf in Waukegan 
Harbor on land conveyed io city in 1914. Report from Committee on 
Publie Works to accompany H.R. 5738. Sept. 5, 1959. 4 p. 

Authorizing printing of United States defense polie jes in 1958 as House 
document. Report from Committee on House Administration to accom- 
pany H. Res. 341. Sept. 7,1959. 1p. 


. To print as House document handbook entitled United States courts. 


Report from Committe on House Administration to accompany H. Res. 
852. Sept. 7, 1959. 1p. 


. Providing for printing of additional copies of hearings on Space propulsion. 


a from Committee on House Administration to accompany H. Res. 

35 Sept. 7, 1959. 

. Providing for printing of additional copies of hearings on Missile develop- 
ment and space sciences. Keport from Committee on House Administra- 
tion to accompany H. Res, 354. Sept. 7.1959. 1p. 


. Printing ducument entitled Foreign trade interests in Oregon as House 


document. Report from Committee on House Administration to accom- 
pany H. Res. 370. Sept.7,1959. 1p. 
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House reports on public bills, 86th Congress—Continued 
1163. Printing account of exercises conducted in Statuary Hall commemorating 


1165. 


1166. 


1168, 


1169. 


1170. 
1171, 


1172. 


and honoring memory of Father Junipero Serra, O.F.M. Report from 
Committee on House Administration to accompany H. Res. 378. Sept. 7, 
1959. 1p. 

Providing for printing additional copies of hearings entitled Hospital, 
wapsitng ‘dl and po Hb nay benefits for OASI beneficiaries. Report from 
Committee on House Administration to accompany H. Con. Res. 405. 
Sept. 7, 1959. 1p. 

Printing additional copies of hearings on Fallout from nuclear weapons 
testing. Report from Committee on House Administration to accompany 
S. Con. Res. 58. Sept. 7,1959. 1p. 

Providing for conveyance to Orange County, Calif., of all right, title, and 
interest of United States in and to certain real property situated in 
Orange County, Calif. Report from Committee on Public Works to 
accompany H.R. 5349. Sept.7,1959. 5p. 

Chief Counsel for Internal Revenue Service. Report from Committee on 
Ways and Means to accompany H.R. 8685. Sept. 7, 1959. 7 p. 

Income tax treatment of certain dealers’ reserves. Report from Committee 
on Ways and Means to accompany H.R. 8684. Sept. 7, 1959. 14 p. 

Exemption of certain bicycle tires and tubes from manufacturers excise tax. 
Report from Committee on Ways and Means to accompany H.R. 8318. 
Sept. 8,1959. 5p. 

Investigation of question of final right of Dale Alford to seat in 86th 
Congress. Report from Committee on House Administration to accom- 

any H. Res. 880. Sept. 8,1959. 217 p. 1 tab. 
.C. card 59-62257 

Disposition of sundry papers. Report from Joint Committee on Disposition 

8 ge ah Papers, pursuant to 59 Stat. 434 and 63 Stat. 377. Sept. 8, 
. p. 

Mineral leasing act of Feb. 25, 1920. Conference report to accompany 8S. 
2181. Sept.9,1959. 2p. 

Disposition of sundry papers. Report from Joint Committee on Disposition 
<< aeenpeere Papers pursuant to 59 Stat. 434 and 63 Stat. 377. Sept. 10, 

: p. 


. Amending sec. 1 of act of June 14, 1926, as amended by act of June 4, 1954 


(68 Stat. 178; 43 U.S.C. 869). Conference report to accompany S. 
1436. Sept.11,1959. 3p. 
Extension and amendment of Public law 480 [838d Congress]. Conference 
report to accompany H.R. 8609, Sept. 11, 1959. 11 p. 
Dissemination of scientific information; [prepared by Paul B. Schuppener 
and John A. Carstarphen, jr.]. Report of Committee on Science and 
agate yay Sept. 11, 1959. 1959. ix+12 p. ([{Committee paper] 


Scientific manpower and education, deficiencies in tabulation and study of 
scientific manpower. Report of Committee on Science and Astronautics ; 
Sept. 11, 1959. 1959. ix+18p. ({Committee Paper] 28.) [Prepared 
by Philip B. Yeager in collaboration with other members of staff.] 

Progress of Atlas and Polaris missiles. Report of Committee on Science 
and Astronautics; Sept. 11, 1959. 1959. ix+5 p. ({Committee 
paper] 30.) [Prepared by Richard P. Hines.] 

Basic scientific and astronautic research in Department of Defense. Report 
of Committee on Science and Astronautics and subcommittee 1, 2, 3, and 
4; Sept. 11, 1959. 1959. ix+33 p. ([{Committee paper] 31.) 

L.C, card 59-64015 

Interest rates on series E and H savings bonds. Conference report to 
accompany H.R. 9035. 2 p. 

Advisory Commission on Intergovernmental Relations. Conference report 
to accompany H.R. 6904. Sept.12,1959. Sp. 

Regulation of D.C. Transit System, Ine. Interim report of Committee on 
Interstate and Foreign Commerce, pursuant to sec. 136 of legislative 
reorganization act of 1946, Public law 601, 79th Congress, and House 
resolution 56, 86th Congress; Sept. 12, 1959. 1959. ii+8 p. 

L.C. eard 59-62256 

Amending District of Columbia alcoholic beverage control act. Report 
from Committee on District of Columbia to accompany H.R. 8768. Sept. 
14,1959. 38p. 

Extension of Air pollution control act. Conference report to accompany 
H.R. 7476. Sept. 14,1959. 4p. 

Authorizing longer term leases on Indian lands on Agua Caliente (Palm 
Springs) Reservation. Conference report to accompany H.R. 6672. 
Sept. 14,1959. 2p. 

Taking H.R. 8385 from speaker’s table and agreeing to conference. Report 
— Committee on Rules to accompany H. Res. 896. Sept. 14, 1959. 

Pp. 
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NovemMBer 1959 


15931 1190. Mutual security and related agencies appropriation act, 1960. Conference 
report to accompany H.R. 8385. Sept. 15,1959. 9p. 

15932 1191. Boron high-energy fuels; [prepared by Francis J. Dillon, jr., staff con- 

t]. Report of Committee on Science and Astronautics; Oct. 18, 
. 1959. ix+14p. ([{Committee paper] 39.) 

L.C. ecard 59-64016 

15933 1192. Activity of Committee on Interstate and Foreign Commerce, 86th Congress, 
1st session. Report of Committee on Interstate and Foreign Commerce 
ursuant to sec. 136 of Legislative reorganization act of 1946, Public 
aw 601, 79th Congress, and House resolution 56, as amended, 86th 
Congress. 1959. iii+23 p. 
L.C. card 48-4655 


Agriculture Committee, House 


[Committee hearings] serial, 86th Congress. + ® Item 1010 


CC. Food stamp plans, hearings, 86th Congress, 1st session, on H.R. 247 [and 
other bills], July 30 and 81,1959. 1959. iv+132 p. 
L.C. ecard 59-64014 Y 4.Ag 8/1: F 73/13/959 


EE. Payments on lightweight hogs and sale of hay on conservation reserve acre- 
age, hearings before subcommittee on livestock and feed grains, 86th Con- 
en ist session, on H.R. 8394, H.R. 8561, H.R. 8578, H.R. 8630, and 

.R. 8641, Aug. 13-18, 1959. 1959. {ii+68 p. il. 
L.C. eard 59-64004 Y 4.Ag 8/1: H 67/2 


159386 FF. History preservation and cotton allotment reallocation, hearing, 86th Con- 
ress, 1st session, on H.R. 7740, July 22, 1959. 1959. 1ii+39 p. 
.C. card 59-64010 Y 4/Ag 8/1: C 82/41 


15937 Selected data relating to agricultural exports and operation of public law 
480, 86th Congress, 1st session; July 13, 1959. 1959. ii+26 p. 7 p. of 
tab. (Committee print, 86th Congress 1st session. ) 

L.C. card 59-62147 Y 4.Ag 8/1: Ex 7/5 


Appropriations Committee, House 
15988 Report on Russia by Hyman G. Rickover, hearings, 86th Congress, 1st ses- 
sion. 1959. ii+82+iip. * @ Item1011 
L.C. card 59-62213 Y 4.Ap 6/1: R 92/2 


Armed Services Committee, House 


15939 Investigation of national defense phase II, report of special subcommittee 
no. 4, 85th Congress, 2d session, pursuant to H. Res. 67. 1958. ii+11 p. 
+ 


[Relates to Military Air Transport Service.] <= 
L.C. card 59-62196 Y 4.Ar 5/2: D 36/5 


Report on inspection of military bases in Europe, following inspection trip 
Aug. 20-Oct. 9, 1958; by L. Mendel Rivers. 1959. [1]+25 p. (Com- 
mittee print [86th Congress, 1st session]. ) 

L.C. ecard 59-62187 Y 4.Ar 5/2: M 59/3 


District of Columbia Committee, House 


Comparative analysis of all home rule bills pending before House Commit- 
tee on District of Columbia, H.R. 1379, 2321, 4400, and 8081, and S. 1681 
(as passed by Senate), 86th Congress, Ist session. [1959.] ii p.+48 


leaves, oblong 8° 
L.C. eard 59-62227 Y 4.D 63/1: D 63/8/959 


Foreign Affairs Committee, House 


15942 Gorgas Memorial Laboratory, hearing before subcommittee on Inter-Ameri- 
can Affairs, 86th Congress, Ist session, on S. 2219, H.R. 8016, and H.R. 
8102, Aug. 28, 1959. 1959. iii+18p. ff © Item1017 
L.C. eard 59-62214 Y 4.F 76/1: G 67/959 


15943 (This entry number not used. ] 
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Government Operations Committee, House 


15944 Economic appraisal of sugar operations of Virgin Islands Corporation ; [by 
Tom O. Murphy for] public works and resources subcommittee; Apr. 
1957. 1957. vii+25 p. (Committee print, 85th Congress, lst sessivn.) 
t 
L.C. card 59-62484 Y 4.G 74/7: Su3 


15945 Inquiries on Employment act of 1946, report of subcommittee on executive 
and legislative reorganization, May 1958. 1958. iii+13 p. (Commuit- 
tee print, 85th Congress, 2d session.) { 

L.C. card 59-G2464 Y 4.G 74/7: Em 7/2 


15946 Regulations on importation of foreign excess property, hearings, 86th Con- 
gress, 1st session, June 23 and 25, 1959. 1959. v+250p.il. ¢ @ Item 
1016 Y¥ 4.G 74/7: P 94/2/959 


Intcrior and Insular Affairs Committce, House 


[Committee hearings] serial, 86th Congress. ¢ @ Item 1023 


15947 9. Federal-State relations in field of water rights, hearings before subcommittee 
on irrigation and reclamation, SGth Congress, Ist session, on H.R. 4567 
{and other bills}, July 20-Aug. 10, 1959. 1959. iv+378 p. 
L.C. card 59-2402 Y 4.In 8/14: 86/9 


Interstate and Foreign Commerce Committee, House 


15948 Equal pricing, hearings before subcommittee, 86th Congress, 1st session, 
on L.R. 2729, July 21 and 22, 1959. 1959. iii+117 p. il. 7 © Item 
1019 
L.C. card 59-62353 Y 4.In 8/4: P 93/8 


15949 International health, hearings before subcommittee, 86th Congress, 1st 
session, on jvint resolution to establish National Institute for Inter- 
national Health and Medical Research, July 21-Aug. 6, 1959. 1959. 
v+250p. 7 © Item 1019 
L.C. card 59-62218 Y 4.In 8/4: I 34/13 


159494 Investigation of regulatory commissions and agencies, hearings before 
subcommittee, 85th Congress, 2d session. ~ ©@ Item 1019 
Y 4.In 8/4: R 2G6/pt. (nos.) 
pt.8. May 15-June 2.1958. 1959. iv+ 2859-3300 p. il. 2 pl. 
L.C. eard 58-62498 
pt.9. June d5-16,1958, 1959. iv-+38301-3709 p. il. 
L.C. card 58-62498 
pt.10. June 17-25, 1958. 1959. 4ii-+8711-4087 p. 
L.C. card 58-62498 
pt. 11. June 26—July 11, 1958. 1959. iii+4089-4482 p. 
L.C. card 58-62498 
15950 Regulation of D.C. Transit System, Inc., hearings before subcommittee, 86th 
Congress, 1st session, on H.R. 2316, H.R. 4163, and H.R. 4815, May 19- 
June 11,1959. 1959. v-+403 p.il.4° @ Item 1019 
L.C. eard 59-62217 Y 4.In 8/4: D 63/3 


Merchant Marine and Fisheries Committee, House 


15951 Foreign-flag affiliations of subsidized operators, hearings before subcom- 
mittee on merchant marine, 86th Congress, 1st session, on H.R. 6601 
[and] H.R. 7601, June 10-July 17, 1959. 1959. iv+216 p. ¢ @ Item 
1021 
L.C. card 59-62216 Y 4.M 53: F 76/2 
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15952 Improvements to Panama Canal, report on short-range program for im- 
provements to Panama Canal (pursuant to IT. Res. 149, 85th Congress), 
Jinvestigation and study by] Board of Consultants, Isthmian Canal 
Studies; July 15,1958. 1958. x+32p.il.3 pl. map. (Committee print 
[85th Congress. 2d session].) 

L.C. card 59-61907 Y¥ 4.M 53: P 19/18 


15953 Need for Coast Guard icebreakers, hearings before subcommittee on Mer- 
chant Marine, 86th Congress, Ist session, on H.R. 4 and H.R. 288, Aug. 13 
and 14,1959. 1959. iii+63p. ¢ © Item 1021 
L.C. card 59-62352 Y 4.M 53: Ie 2/4 


15954 To eliminate Pacific Coast shipbuilding cost differential, hearings before 
subcommittee on merchant marine, 86th Congress, Ist session. on H.R. 
8098, H.R. 8205, H.R. 8288, and H.R. 8176, Aug. 5 and 6, 1959. 1959. 
Hi+59p.4° + ©@ Item 1021 
L.C. card 59-62215 Y 4.M 53: Sh 6/44 


Post Office and Civil Service Committee, House 


15955 Manpower utilization in Federal Government, hearings before subcom- 
mittee on manpower utilization, 86th Congress, 1st session, July 13— 
Sept. 2.1959. 1959. iii+167p.il. 7 @ Item 1022 
L.C. ecard 59-62399 Y 4.P 84/10: M 31/2/959 


15956 Position descriptions and salary levels of mail handlers, hearing, 86th Con- 
gress, 1st session, on H.R. 3024 and H.R. 7538, Aug. 27,1959. 1959. iii+ 
3830p. + ©@ Item 1022 
L.C. card 59-62351 Y¥ 4.P 84/10: M 28/12 


15957 Supergrade and research-scientific positions in various Federal agencies, 
hearings, 86th Congress, Ist session, on S. 1845 and H.R. 8479, Aug. 20 
and 21,1959. 1959. iii+60p. + © Item 1022 
L.C. card 59-62164 Y 4.P 84/10: Su 7 


Public Works Committee, House 


[Committee hearings, serial, 86th Congress.] + © Item 1024 
15958 10. Policy and procedure for development of water resources, hearings, 86th 
Congress, Ixt xession, on H.R. 8, July 9 and 10, 1959. 1959. iv+176 p. 
L.C. card 59-62400 ¥ 4.P 96/11 : 86/10 


Science and Astronautics Committee, House 


[Papers], 86th Congress. ¢ ® Item 1025-A Y 4.Sci. 2: 86/(nos.) 


15959 27. See House reports on public bills, no. 1179. 

15960 = 28. See House reports on public bills, no. 1180. 

15961 29. Briefing by National Bureau of Standards, report of Committee on Science 
and Astronautics, 86th Congress, Ist session, [prepared by John A, Carstar- 
phen, Jr); Aug. 21,1959. 1959. v+13p. (Committee print 86th Cong., 
Ist sexs 
L.C. card 59-62467 

15962 . See House reports on public bills, no. 1181. 

15963 31. See House reports on public bills, no. 1182. 

15964 . Report on activities, 86th Congress, Ist session. 1959. v+51 p. (Com- 
mittee print.) 

L.C. card 59-62466 
15965 3. See House reports on public bills, no. 1086. 
15966 f base yn peeernie, hearing, 86th Congress, Ist session, Feb. 16, 1959. 
959. tii+ 47 p. 
L.C. card 59-62290 

15967 . National defense plan briefing, hearing, 86th Congress, 1st session, June 23, 
1959. 195¥. oe ’ Tals p. 

L.C. ecard 59-6235 

15968 . See House reports on vebine bills, no. 1191. 

15969 . Boron high energy fuels, hearings, 86th Congress, Ist session, Aug. 26—Sept. 
1,195¥. 195¥. flii+13i p. 
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Small Business, Select Committee on, House 


15970 Small business problems in dairy industry, hearing before special subcom- 
mittee, 86th Congress 1st session, pursuant to H. Res. 51. ~ @ Item 
1031 ¥ 4.8m 1: D14/2/pt.3 


L.C. card 59-61886 
pt, 3. Denver, Colo., Aug. 17,1959. 1959. 1ii4+213-362 p. iL 


Un-American Activities Committee, House 


15971 Communist lobbying activities in Nation’s Capital. Report, 86th Congress 
1st session ; Sept. 3, 1959. 1959. vi+12+ip. * Paper, 10c. 
L.C. card 59-62228 Y 4.Un 1/2: C 73/105 
15972 Communist parcel operation, report, 86th Congress, 1st session; Sept. 25, 
1959. 1959. vi+17+ip. * Paper, 15c. 
L.C. card 59-62369 Y 4.Un 1/2: C 73/106 
Communist training operations, hearings, 86th Congress, 1st session. 


1959. + @ Item 1026 
L.C. card 59-62162 Y¥ 4.Un 1/2: C 73/104/pt.1 


pt.1. July 21 and 22,1959. vi+965-—1073-+-v p. il. 


15974 Crimes of Khrushchev. 1959. 
L.C. card 59-62370 Y 4.Un 1/2: K 52/pt. 1-3 


pt.1 Compass with Eugene Lyons, 86th Congress, 1st session, Sept. 4, 1959. 
Vv 


+ip. * Paper, 15ce. 
pt. 2. Consultations with Lev E. Dobriansky, Petro Pavlovych, Ivan M. Malinin, 
Nicholas Prychodko, Constantin Konenenko, Mykola Lebed, Gregory 
Kostiuk, Ivan Wowchuk, Jurij Lawrynenko, Sept. 9-11, 1959. vi+69+ 
liip. * Paper, 25c. 
pt. 8. Consultations with Bela Kiraly, Joseph Kovago, 86th Congress, 1st session, 
Sept. 10,1959. vi+25-+ip. * Paper, 15c. 

15975 Testimony of Arnold Johnson, legislative director of Communist party, 
U.S.A., hearing, 86th Congress, 1st session, Sept. 22, 1959. 1959. vi+ 
1105-14 p. ft @ Item 1026 
L.C. card 59-62443 Y 4.Un 1/2: J 63 


15976 Testimony of Clinton Edward Jencks, hearing, 86th Congress, 1st session, 
July 22,1959. 1959. vi+1075-1103+ip. ~ @ Item 1026 
L.C. card 59-62219 Y¥4:Un 1/2: J 41 


Ways and Means Committee, House 


15977 Hospital, nursing home, and surgical benefits for OASI beneficiaries, hear- 
ings, 86th Congress, 1st session, on H.R. 4700, July 13-17, 1959. 1959. 
xv+720 p.il.1 pl. * Paper, $2.00. @ Item 1028 
L.C. card 59-62349 Y 4.W 36: H 79/2 


INTERNAL REVENUE TAXATION JOINT COMMITTEE 


Cross-references within Internal Revenue Code of 1954 as of Jan. 1, 1959. 
1958. [1]+14p. 
L.C. card 59-61979 Y 4.In 8/11: In 8/8 
Digest of testimony presented before Committee on Ways and Means with 
respect to tax revision, prepared by staff of Joint Committee on Internal 
Revenue Taxation; Apr. 11,1958. 1958. v+141p. + 
L.C. card 58-61102 Y 4.In 8/11: T 19/4 


Estimates of Federal receipts for fiscal years 1958 and 1959; prepared by 
staff of Joint Committee on Internal Revenue Taxation, May 28, 1958. 


1958. [1]+3p. + 
L.C. card 53-60919 Y 4.In 8/11: R 24/958-59 
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15981 Bstimates of Federal receipts for fiscal years 1959 and 1960; prepared by 
staff of Joint Committee on Internal Revenue Taxation, Mar, 26, 1959. 
1959. [1]+38p. ¢ 
L.C. card 53—60919 Y¥ 4.In 8/11: R 24/959-60 
15982 Renegotiation act of 1951, as amended through July 13, 1959, printed for 
use of Joint Committee on Internal Revenue Taxation pursuant to 
sec. 8021(c) of Internal Revenue Code of 1954, compiled for Joint Com- 
mittee by Renegotiation Board; Aug. 20, 1959. 1959. ii+30 p. 
* Paper, 15c. 
L.C. card 56-621538 Y 4.In 8/11: R 29/4/959 
15983 Summary of 1958 small business tax legislation (Public law 85-866, 85th 
Congress) ; prepared by staff of Joint Committee on Internal Revenue 
Taxation; Mar. 17,1959. 1959. vii+54p. Tf 
L.C. card 59-61882 Y 4.In 8/11: B 96 


15984 Summary of recommendations made in hearings on taxation of life insur- 
ance companies before Committee on Finance, prepared by staff of 
Joint Committee on Internal Revenue Taxation; Apr. 8, 1959. 1959. 


[1]+65p. + 
L.C. card 59-61883 ¥ 4.In 8/11: L 62 


SENATE 


Journal of executive proceedings of Senate. ¢ 
15985 __—siv«. 63, pt. 1. eo Congress, 2d peeves, Dec. 1, 1924, to Mar. 4, 1925, journal. 
959. vii+3—466 p. 
Y¥ 1.3/4: sag | ea 


ie ecard 9—23902 
v. 65, pt. 1. 69th Congress, 2d session, Dec. 6, 1926—Mar. 3, 1927, journal. 1959. 


vii-+ 3-584 p. 
L.C. card 9-23902 Y 1.3/4 : 65/pt.1 


15986 


Senate documenis 


Notr.—aAll Senate documents, entries for which are followed by a j, may be 
obtained from Senate Document Room or from the issuing office. 


Senate documents, 86th Congress. 
47. Proposed suppiemental appropriations, various agencies of executive branch, 
fiscal year 1960. Aug. 24,1959. Sp. * @ Item 996 
48. Proposed supplemental appropriation for payment of claims for damages and 
oy meg B rendered against United States, Aug. 25, 1959. 11 p. f¢ 
tem 
49. iechenal supplemental appropriation, fiscal year ae ree of Civil and 
Defense Mobilization. Aug. 25,1959. 4p. @ Item9 
51. Labor-management reporting and disclosure act of i950. i es report 
on bill (S. 1555). Sept.2,1959. 29p. ¢ @ Item 996 
52. Housing act of 1959, veto messa from President of vee States returnin 
without approval bill (S. 2539 Sept. 4, 1959. + @ Item 996 
54. Proposed provisions for wan peat 1960, CE ‘Commerce. Sept. 
9,1959. 2p. +t @ Ite 
. Proposed appropriation, fragkiin Delano Roosevelt Memorial Commission, 
fiscal year 1960. Sept. 9,1959. 2p. ft @ Item 996 


. Proposed supplemental appropriation for payment of claims for damages and 
ee rendered against United States. Sept. 10, 1959. 8 p. + 


@ Item 996 
. Khrushchev on shifting balance of world forces, selection of statements and 


interpretative analysis, special study; prepared by [Joseph G. Whelan], 
Legislative Reference Service of Library of Congress; Sept. 1959. 1959. 
v+13p. * Paper,15c. @ Item 996 


L.C. card 59-64017 
. Soviet economic penetration in Middle East, special study prepared at request 


of Hubert H. Humphrey by [Halford al Hoskins], Legislative Reference 
Service of Library of Congress; Sept. 1959. 1959. ix+19 p. + 
@ Item 996 


L.C. card 59-62437 
. Facility needs, soil and water conservation research, report of findings by 


working group appointed by Seeretary of Agriculture, Jan. 1959; prepared 
for Committee on Appropriations, Senate; Sept. 9, 1959. 1959. ix+175 
p.il.3maps. * Paper, $1.00. @ Item 996 

L.C. card 59-64018 
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Senate documents, 86th Congress—Continued 
15998 60. Republican review of 1st session, 86th Congress; by Everett McKinley Dirk 
sen; Sept. 14,1959. 1959. ii1+5S8p. ¢ @ Item 996 
L.C. card 59-64006 
Senate reports 


Notre.—For titles of bills which these reports accompany, see Congressiona) 


record index. 
Senate reports on private bills, 86th Congress. + Senate Document Room, 


Capitol. ® Item 1008-B 
15999 273. Certain cases in which Attorney General has suspended deportation pur- 
suant to sec. 244(a)(5) of Immigration and nationality act. Report from 
Committee on Judiciary to accompany 8. Con. Res. 83. May 11, 1959. 


16000 748. Authorizing appointment of Elwood R. Quesada to retired list of Regular 
Force. Report from Committee on Armed Services to accompany §S. 
3n00, Ang. 20.1959. 4p. 

16001 . Yom Tov Yeshayahu Briszk. 

company 8S. 1583. — Aug. 21,1959. 5 p. 
16002 38. Referring claim of Kracmer Mills, Inc., to Court of Claims for report to 
iret Report from Committee on Judiciary to accompany S. Res. 182. 
Aug. 31,1950. 4p. 
16008 . Mrs, va ans Soher. Report from Committee on Judiciary to accompany H.R. 
7745.0 Auge. 31,1959. Op. 

q Providing for reinstatement and validation of U.S. oil and gas lease BLM 
028500. Report from Committee on Interior and Insular Affairs to ac- 
company H.R. 8437, Sept. 4, 1959. 3 p, 

16004 28. Georgia Kaolin Co. Report from beommittes on Judiciary to accompany 

IL.R. 4894. Sept. 8 1859. 41 p. 
16005 . Peony Park. Ine.. and others. Report from Committee on Judiciary to ac- 
company TLR, 3096. Sept. 8, 1959. p. 

16006 33. Mrs. Elba Haverstick Cash. Report — Committee on Judiciary to ac- 
company H.R. 1484. Sept. 8,1959. 6] 

. Mrs. Anna Loftis. Report from Committee on Judiciary to accompany H.R. 


3781. Sept. 8.1959. 4p 


aeeeet from Committee on Judiciary to ac- 


16003A 


16007 


16008 5. Estate of Willard Phillips. "Report from Committee on Judiciary to accom- 
pany H.R. 3782. Sept. 8,1959. 4p. 
16009 . Eleanor Constan. Report from Committee on Judiciary to accompany S. 


1193. Sept.8,1959. 6p. 

16010 . Gim Bong Wong. Report from Committee on Judiciary to accompany S 
2509. Sept. 8, 1959. 4p. 

16011 . Raul J. Hermitte and Ginette N. Hermitte. Report from Committee on 
Judiciary to accompany S. 1703. Sept. 8, 1959. 8 p. [Committee 
amended S. 1703, to provide for relief of Raul Jorge Jose Hermitte and 
amended the title accordingly. ] 

16012 939. Conferring U.S. citizenship posthumously upon Gerardo Rafael Dobarganes 
y Torres, Report from Committee on Judiciary to accompany U.K. 1455. 
Sept. 8.1959 3p. 

16013 . Gordon Langlands Johnston. Report from Committee on Judiciary to ac- 
company If.R. 1499. Sept. 8, 1959. p. 

16014 941. Eva Gurman. Report from Committee on Judiciary to accompany H.R. 
1520. Sept. §. 1959. 4p. 

16015 2. Mrs. Ellen Leschner. Report from Committee on Judiciary to accompany 
H.R. 1701. Sept. 8,1959. 6 p. 

16016 . Nathaniel H. Woods, deceased. Report from Committee on Judiciary to 
accompany IL.R. 2631. Sept. 8,1959. 6p. 

16017 5. Mrs. Leonard O. Erickson. Report from Committee on Judiciary to ac- 
company H R. 3410. Sept. 8,1959. 7p. 

16018 . Peter F. de Ullmann. Report from Committee on Judiciary to accompany 
H.R. 4829. Sept. 8.1959. 4p. 

16019 . Christopher J. Mulligan. Report from Committee on Judiciary to accom- 
pany H.R. 5645. Sept. 8.1959. 5p. 

16020 . Zelda Glick. Report from Committee on Judiciary to accompany H.R. 5910. 
Sept. 8.1959. 3p. 

16021 . Vukasin Krtoliea. Report from Committee on Judiciary to accompany H.R. 
6405. Sept. 8,1959. 6p. 

16022 51. Andrew Choa. Report from Committee on Judiciary to accompany H.R. 
6720. Sept. 8, 1959. 6p. 

16023 . Liliana Caprara. Report from Committee on Judiciary to accompany H.R. 
6886. Sept. 8.1959. 3p. 

16024 . Frol Martin Simonoyv. Report from Committee on Judiciary to accompany 
H.R. 6954. Sept. 8, 1959. 4p. 

16025 54. Miss Remedios Villanueva. Report _ from Committee on Judiciary to accom- 
pany H.R. 7256. Sept. 8.1959. 5 p. 

16026 +. Suor Candida Ferrante Giuseppa. Report from Committee on Judiciary to 
accompiuny H.R, 2090. Sept. 8, 1959. 4 

16027 . Rudolph Rozman. Report from Committee on Judiciary to accompany H.R. 
7518. Sept.8.1959. 4p. 

16028 57. Vartanouche Kalfayan. Report from Committee on Judiciary to accompany 
H.R. 2302. Sept. $, 1959. 5p. 
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16029 959. Agnes Lorraine Pank. Report from Committee on Judiciary to accompany 
IL.R. 2302. Sept. 8,1959. 5p. 

16030 960. Mrs. Barbara May Boswell. a's from Committee on Judiciary to accom- 
pany H.R. 6884. Sept. 8.1959. 6p. 

16081 963. Waiving certain provisions of sec. 212(a) of Immigration and nationality 
act in behalf of certain aliens. Report from Committee on Judiciary to 
accompany H.J. Res. 446. Sept.8,1959. 18 p. 

16032 964. Relating to exclusion of certain aliens. Report from Committee on Judi- 
ciary to accompany H.J. Kes. 477. Sept. 8, 1959. 20 p. 

16033 965, Relating to permanent residence and deportation of certain aliens. Report 
from Committee on Judiciary to accompany H.J. Res. 478. Sept. 8, 1959. 


47 p. 

16034 966. Relating to entry of certain aliens. Report from Committee on Judiciary to 
accompany H.J. Res. 479. Sept. 8,1959. 70p. 

16035 972. Bernard Barrett. Report from Committee on Judiciary to accompany H.R. 
2077. Sept. 8,1959. 9p. 

16036 973. Rachel Nethery. Report from Committee on Judiciary to accompany H.R. 
8111. Sept. 8,195. 3p. 

16037 975. Mrs. Mary D'Agostino. Report from Committee on Judiciary to accompany 
H.R. 1887. Sept. 8, 1959. Sp. 

16038 976. Inter-County Telephone & Telegraph Co., Fort Myers, Fla. Report from 
Committee on Judiciary to accompany H.R. 2695. Sept. 8, 1959. 10 p. 

16039 982. Thomas Forman Screven, Julia Screven Daniels, and May Bond Screven 
Rhodes. Report from Committee on Judiciary to accompany H.R. 3254. 
Sept. 8,1959. 4p. 

16040 983. Park National Bank. Report from Committee on Judiciary to accompany 
H.R. 5733. Sept. 8,1959. Sp. 

16041 986. Admitting vessel John F. Drews to American registry. Report from Com- 
mittee on Interstate and Foreign Commerce to accompany H.R. 3792. 


Sept. 9,1959. 4p. 


Senate reports on public bills, 86th Congress. + Senate Document Room, 
Capitol. @ Item 1008-A 


16042 . Meadow School District. Report from Committee on Judiciary to accom- 

any 8.1075. Mar. 16,1959. Sp. @ (Special offer) 

16043 - Relief of certain naval personnel. Report from Committee on Judiciary 
to accompany H.R. 4615. Apr. 20,1959. 4p. @ (Special offer) 

16044 Bounties on dogfish sharks. Report from Committee on Interstate and 
Foreign Commerce to accompany S. 1264. June 22, 1959. 7 p. 

16045 . Noxious-plant control on Federal lands. Report from Committee on Agri- 
culture and Forestry to accompany S. 861. Aug. 11, 1959. 4 p. 

16046 . To place in trust status certain lands on Standing Rock Sioux Reservation 
in North Dakota and South Dakota. Report from Committee on Interior 
and Insular Affairs to accompany S. 417. Aug. 11,1959. 2 p. 

16047 . State taxation of income derived from interstate commerce. Report to- 
gether with minority and individual views from Committee on Finance 
to accompany S. 2524. Aug. 11,1959. 14p. 

16048 . Communications amendment, clarifying regulatory authority. Report from 
Committee on Interstate and Foreign Commerce to accompany S. 1740. 
Aug. 12,1959. 38 p. 

16049 Designating Petaluma Creek in California as Petalnma River. Report from 

Committee on Public Works to accompany H.R. 2191. Aug. 138, 1959. 
9 

16050 Interpretation of Rural electrification act of 1936. Report from Committee 

on Agriculture and Forestry to accompany S. Res. 21. Aug. 13, 1959. 


3p. 
16051 Prohibiting abandonment of facilities and service without consent of Fed- 


eral Power Commission. Report from Committee on Interstate and For- 
eign Commerce to accompuny 8S. 2264. Aug. 13, 1959. 3 p. 
16052 . Amending act relative to employment for certain adult Indians on or near 
Indian reservations, approved Aug. 3, 1956, so as to enable certain 
Indians who do not reside on trust property to participate in program 
authorized by such act. Keport from Committee on Interior and Insular 
Affairs to accompany 8.1565. Aug. 13,1959. 9p. 

Exemption of small hydroelectric projects from certain of licensing provi- 
sions of Federal power act. Report from Committee on Interstate and 
Foreign Commerce to accompany S. 22623. Aug. 17,1959. 3 p. 

Amending National Science Foundation act. Report from Committee on 
Labor and Public Welfare to accompany S. 2468. Aug. 19, 1959. 7 p. 

Tariff Commission to make additional investigation under sec. 332 of Tariff 
act of 1920 of domestic lead and zine industries. Report from Commit- 
tee on Finance to accompany S. Res. 162. Aug. 19, 1959. 4 p. 

Tariff Commission to make additional investigation under sec. 3°2 of Tariff 
act of 1930, of domestic fluorspar industry. Report from Committee on 
Finance to accompany S. Res. 163. Aug. 19, 1959. 2 p. 

Printing for use of Joint Committee on Atomic Energy additional copies 
of hearings on Biological and environmental effects of nuclear war. Re- 

ort from Committee on Rules and Administration to accompany S. Con. 


es. 72. Aug. 19,1959. 1p. 
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737. 


738. 


739. 


740. 


741. 


743. 


744. 


745. 


746. 


749. 


753. 
754. 
757. 
759. 


764. 


795. 
796. 
799. 


800. 


801. 


802. 
803, 2 pts. Construction differential for fishing vessels. 


804. 





806. 


809. 


814. 








GOVERNMENT PUBLICATIONS 


Printing for use of Joint Committee on Atomic Energy additional copies 
of hearings on Fallout from nuclear weapons testing. Report from 
commen. = Rules and Administration to accompany S. Con. Res, 53, 
Au 5 Dp. 

Additional funds for investigations by Committee on Labor and Public 
Welfare. Report from Committee on Rules and Administration to ac- 
company S. Res. 164. p. 

Additional funds for investigations by Committee on Agriculture and For- 
estry. Report from Committee on Rules and Administration to accom- 
pany S. Res.16. Aug.19, 1959. 2 S 

Study of matters pertaining to constitutional rights. Report from Com- 
15 Bp on Rules and Administration to accompany S. Res. 160. Aug. 19, 

Payment of Petuin obligations incurred by Select Committee on Improper 
Activities in Labor or Management Field during 85th Congress. Report 
from Committee on Rules and Administration to accompany S. Res. 155. 


Aug. 19,1959. 2 


Memorial to James Madison. Report from Committee on Rules and Ad- 
ministration to accompany S.J. Res. 128. Aug. 19, 1959. 2 

Arthur E. Cook, former assistant architect of the ‘Capitol. 
Sipoe - Rules and Administration to accompany S. Res. 167. 

Dp. 

Equitable treatment for producers under Soil bank act. Report from Com- 
— on Agriculture and Forestry to accompany S. 2457, Aug, 19, 

Extending war orphans’ educational assistance to children of Spanish- 
American War veterans. Report from Committee on Labor and Public 
Welfare to accompany H.R. 2773. Aug. 19, 1959. 5 p. 

Extending application of Motorboat act of 1940 to Guam, Virgin Islands 
and Puerto Rico. Report from Committee on Interstate and Foreign 
Commerce to accompany 8.1712. Aug. 20, 1959 

Certain lands for Everglades National Park. Report from Committee on 
Interior and Insular Affairs to accompany S, 2390. Aug. 20, 1959. 2p 

Amending Mineral leasing act. Report from Committee on Interior and 
Insular Affairs to accompany S, 2181. Aug. 20, 1959. 8 p. 

Wabash Valley compact. Report oom Committee on Judiciary to accom- 
pany 8.1257. Aug. 21, 1959. 4 

Revising fees to be charged  .. litigants for services rendered them by 
U.S. marshals. Report from Committee on Judiciary to accompany 
8.23849. 15p. 

Amending Bankruptcy act in regard to closing fee of trustee and fee for 
filing of petition. Report from Committee on Judiciary to accompany 
S. 2052. Ang. 21,1959. 5p. 

Color additive amendments of 1959. 


eport from 
Aug. 


Report from Committee on Labor and 


Public Welfare to accompany S. 2197. Aug. 21, 1959. 28 
Custom employees’ claims. Report from Committee on Judiciary ‘to accom- 
pany 8S. 888. Aug. 21,1859. 11p. 


Emergency repatriation assistance act of 1959. Report from Committee on 
Labor and Public Welfare to accompany S. 2467. Aug. 21, 1959. 6 p. 

Medals commemorating 100th anniversary of founding of pony express. 
Report from Committee on Banking and Currency to accompany S. 2454. 
Aug. 24,1959. 3p. 

Medals commemorating 100th anniversary of statehood of Kansas. 
from Committee on Banking and Currency to accompany S. 2431. 
24,1959. 2p. 

Wild horses and burros. 
pany H.R. 2725. Aug. 24, 1959. 


Report 
Aug. 


Report from Committee on Judiciary to accom- 
p. 

Report together with 
individual views and Minority views from Committee on Interstate and 
Foreign Commerce to accompany S. 2578. 

[pt.1.] Report together with individual views. Aug, 24,1959. 15 p. 
pt. 2. Minority views. Aug. 25,1959. 2 
Additional directors for Federal home loan banks. Report from Com- 
mittee on Banking and Currency to accompany S. 2517. Aug. 24, 1959. 





4p. 

Transportation of mail. Report from Committee on Post Office and Civil 
Service to accompany S. 2402. Aug. 25,1959. 13 p. 

Governmental organization for space activities. Report of Committee on 
Aeronautical and Space Sciences made by its subcommittee on Govern- 
mental organization for space activities; Aug. 25, 1959. 1959. v+58 
p. [Also issued in Committee print form. ] 

L.C. card 59-62004 

Juvenile delinquency act of 1959. Report from Committee on Labor and 

Public Welfare together with minority and supplemental views to accom- 

pany S. 694. Aug. 25,1959. 15 p. 

Federal credit union act. Report from Committee on Banking and Cur- 

rency to accompany H.R. 8305. Aug. 25,1959. 22p. 
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16096 


16097 


16098 


16099 
16100 
16101 


16102 


16103 


16104 


16105 


16106 


16107 


16108 


16109 


Novemser 1959 


ee and requesting the President to issue proclamation with respect 
to 1959 Pacific Festival and for other purposes. Report from Com- 
mittee on Foreign Relations to accompany H.J. Res. 281. Aug. 26, 1959. 


2p 

Concerning desirability of holding international exposition in United States. 
Report fr 
Aug. 26, 1959. <% 

Internal security. eport from Committee bp Rules and Administration 


om Committee on Foreign Relations to accompany S. Res. 169. 


to accompany S. Res. 170. Aug. 26, 1959. p. 

Study of international activities of Federal executive branch departments 
and agencies in field of health and medical research. Report from 
sonics” on Rules and Administration to accompany S. Res. 176. Aug. 

Pp. 

Study of problems of small and independent business. Report from Com- 

mittee i and Administration to accompany 8S. Res. 177. Aug. 
Pp 

Amending act of Oct. 24, 1951, to provide salary increases for Police of 
National Zoological Park. Report from Committee on Rules and Admin- 
istration to accompany H.R. 8464. Aug. 26, 1959. 

Telephone and telegraph allowances of members of House of Representa- 

. Report from Committee on Rules and Administration to accom- 
pany H.R. 8593. Aug. 26,1959. 3p. 

Authorizing administrator of general services to convey certain lands 
in Wyoming to Cheyenne, yo. Report from Committee on Govern- 
ment Operations to accompany S. 857. Aug. 27, 1959. 5 p. 

Direct administrator of general services to convey to Mobile, Ala., all 
right, title, and interest of United States in and to certain land. Report 
frome Sommttes on Government Operations to accompany S. 47. Aug. 

‘ 

Permitting certain real property heretofore conveyed to Board of Super- 
visors of Louisiana State University and Agricultural and Mechanical 
College to be used for Siseeerye educational purposes. Report from Com- 
—— on Government Operations to accompany §.J. Res. 121. Aug. 27, 

9. p. 

Authorizing donation of surplus property to certain agencies engaged in 
cooperative agricultural extension work, and for other purposes. Report 
from Committee on Government Operations to accompany S. 1018. ug. 
27,1959. 8p. 

Gold medal honoring late Prof. Robert H. Goddard. Report from Com- 
ae on Banking and Currency to accompany H.J. Res. 19. Aug. 27, 

Making technical correction in sec. 5136 of revised statutes (relating to 
national banks). Report from Committee on Banking and Currency 
to accompany H.J. Res. 493. Aug. 27,1959. 2p. 

Relating to vessel mortgage insurance functions transferred to Secretary 
of Interior. Report from Committee on Interstate and Foreign Com- 
merce to accompany 8.2481. Aug. 27,1959. 6p. 

Amendments to Small business investment act. Report from Committee 
on Banking and Currency to accompany S. 2611. Aug. 27, 1959. 19 p. 

Amending Small business act. Report irom Committee on Banking and 
Currency to accompany 8.2612. Aug. 27,1959. 4p. 

Amending Federal property and sbettiadaiiees services act of 1949 so as 
to permit donations of surplus property to libraries which are tax sup- 
ported or publicly owned and operated. Report from Committee on 

overnment Operations to accompany S. 155. Aug. 28, 1959. 9 p. 

a Service retirement and disability system. Report from Committee 

oreign Relations to accompany S. 1502. Aug. 31,1959. 3p. 

Acquiring land in vicinity of Federal penal institutions. Report from 

‘ommittee on Judiciary to accompany S. 2347. Aug. 31, 1959. 5 p. 

Quieting title and possession with respect to certain real property adjacent 
to Rocky Mountain Arsenal, Denver, Colo. Report from Committee on 
— and Insular Affairs to accompany H.R. 4714. Sept. 1, 1959. 

D. 

Minute Man National Historical Park, Mass. Report from Committee on 

Interior and Insular Affairs to accompany H.R. 5892. Sept. 1, 1959. 


6 p. 

Amending act of Aug. 9, 1955 (69 Stat. 539), relating to leases of Indian 
lands. Report from Committee on Interior and Insular Affairs to accom- 
pany S. 2565. Sept.1, 1959. 5p. 

Authorizing sale of 40 acres of land owned by Creek Tribe of Indians. 
Report from Committee on Interior and Insular Affairs to accompany 
S. 2485. Sept.1,1959. 2p. 

Providing for division of tribal assets of Catawba Indian Tribe of South 
Carolina among members of tribe. Report from Committee on Interior 
and Insular Affairs to accompany 8S. 2596. Sept. 1,1959. 4p. 

Authorizing use of funds arising from judgment in favor of Kiowa, 
Comanche, and Apache Tribes of Indians of Oklahoma and for other 
purposes. Report from Committee on Interior and Insular Affairs to 
accompany 8S. 2085. Sept.1,1959. 3p. 
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16110 865. Authorizing enrolled members of Three Affiliated Tribes of Fort Berthold 
Reservation, N. Dak., to acquire trust interests in tribal lands of reserva- 
tion, and for other purposes. Report from Committee on Interior and 
Insular Affairs to accompany §. 1352. Sept.1,1959. 5p. 

16111 866. Providing for equalization of allotments on Agua Caliente (Palm Springs) 
Reservation in California. Report from Committee on Interior and 
Insular Affairs to accompany H.R. 8587. Sept. 1, 1959. 9 p. 

16112 867. Donating to Nez Perce Tribe of Idaho approximately 11.25 acres of Federal 
land in Idaho County, Idaho. Report from Committee on Interior and 
Insular Affairs to accompany S. 2579. Sept. 1, 1959. 3 p. 

16113 . Payments in lieu of taxes. Report of Committee on Government Opera- 
tions to accompany 8. 910; Sept. 1, 1959, 1959. ii+51 p. [Includes 
minority views submitted by Karl E. Mundt.J 
L.C. ecard 59-62240 

16114 . Amendments to Atomic Energy act of 1954, as amended, with respect to 
cooperation with States. Report from Joint Committee on Atomic 
Energy to accompany S. 2568. Sept. 1, 1959. 16 p. 

16115 . Amendments to Atomic energy act of 1954, as amended. Report from 
Joint Committee on Atomic Energy to accompany 8S. 2569. Sept. 1, 1959. 
5 p. 

16116 . Authorizing Secretary of Interior to construct, operate, and maintain Nor- 
man Project, Okla. Report from Committee on Interior and Insular 
Affairs to accompany S. 1892. Sept. 2, 1959. 17 p. 

16117 . Creating Joint Committee on National Fuels Policy. Report from Com- 
mittee on Interior and Insular Affairs to accompany §S. Con. Res. 73. 
Sept. 2,1959. 2p. 

16118 . Extending to Apr. 1, 1961, effective date of certain provisions of Federal 
boating act of 1958. Report from Committee on Interstate and Foreign 
Commerce to accompany S. 2598. Sept. 2,1959. 3p. 

16119 . Authorizing leasing of land on Colorado River Indian Reservation, Ariz. 
and Calif. Report from Committee on Interior and Insular Affairs to 
accompany S. 2286. Sept. 2,1959. 3p. 

16120 . Technical changes in certain excise tax laws. Report from Committee on 
Finance to accompany H.R. 8725. Sept. 2,1959. 8 p. 

16121 . Authorizing issuance of prospecting permits for phosphate in lands be- 
longing to United States. Report from Committee on Interior and In- 
sular Affairs to accompany S. 2061. Sept. 2,1959. 7 p. 

16122 Providing for establishment of Commission on Metropolitan Problems. 
Report from Committee on Government Operations to accompany S. 1431. 
Sept. 2, 1959. 21 p. 

16123 . Amending Navy ration statute to provide for serving of oleomargarine or 
margarine. Report from Committee on Armed Services to accompany 
S. 2168. Sept.3,1959. 6p. 

16124 . Authorizing conveyance of real property to Sacramento County, Calif. 
Report from Committee on Armed Services to accompany H.R. 2247. 
Sept. 3,1959. 3p. 

16125 . Directing Secretary of Army to lease certain property in Missouri for school 
purposes. Report from Committee on Armed Services to accompany 
H.R. 8315. Sept. 3,1959. 5 p. 

16126 . Revision of Transportation of explosives act. Report from Committee on 
Papasan and Foreign Commerce to accompany S. 1806. Sept. 3, 1959. 

p. 

16127 . Federal-aid highway act of 1959. Report, together with minority views 
from Committee on Public Works to accompany [title 1 of] H.R. 8678. 
Sept. 4.1959. 19 p. 

16128 . Federal-aid highway act of 1959. Report together with individual and 
minority views from Committee on Finance to accompany [title 2 of] 
H.R. 8678. Sept. 4,1959. 27 p. 

16129 . Amending mining laws of United States to provide for inclusion of certain 
nonmineral lands in patents to placer claims. Report from Committee 
+ Interior and Insular Affairs to accompany S. 2033. Sept. 4, 1959. 

p. 

Observance of International Public Health and Medical Research Year. 
Report from Committee on Foreign Relations to accompany S. Res. 129. 
Sept. 4,1959. 1p. 

[This entry number not used.] 

Granting consent of Congress to interstate compact creating New York- 
New Jersey Transportation Agency. Report from Committee on Judi- 
ciary to accompany H.J. Res. 403. Sept. 4, 1959. 8 p. 

Communications act amendments, assisting booster operations. Report 
from Committee on Interstate and Foreign Commerce to accompany S. 
1886. Sept. 4,1959. 9p. 

Authorizing conveyance of land in John Day Reservoir to Arlington, Oreg. 
pepert om Committee on Public Works to accompany S. 2362. Sept. 5, 

vo, p. 

Amending Internal revenue code of 1954. Report from Commiitee on 

Finance to accompany H.R.47. Sept. 8,1959, 2p. 
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Amending act to provide for better registration of births in District of 
Columbia, and for other purposes. Report from Committee on District 
of Columbia to accompany S. 2327. Sept. 8.1959. 4p. 

Providing for examination, licensing. registration, ana for regulation of 
professional and practical nurses, and for nursing education in District 
of Columbia, and for other purposes. nepert from oy on Dis- 


trict of Columbia to accompany S. 1870. ept. 8, 1959. 12 p. 

Authorizing conferring of degree of master of arts in edueation on certain 
students who enrolled in District of Columbia Teachers College prior to 
July 1, 1958, and who, prior to July 1, 1961, are certified by president 
and faculty of such college as having met all requirements for granting 
of such degree. Report from Committee on District of Columbia to 
accompany S. 2445. Sept. 8.1959. 2 

Authorizing certain teachers in public schools of District of Columbia to 
count as creditable service for retirement purposes certain periods of 
authorized leave without pay taken by such teachers for educational 
purposes. Report from Committee on District of Columbia to accom- 

pany 8S. 2439. Sept. 8.1959. 2p. 

Providing that tax exemption heretofore accorded Veterans of Foretgn 
Wars with respect to certain property in District of Columbia, formerly 
owned by such organization but never used for its intended purpose, shail 
apply instead to other property subsequently acquired and used for that 
purpose. Report from Committee on District of Columbia to accompany 

R. 7683. Sept 8.1959. 2p. 

Amending sec, 35 of chap. 3 of act of June 19. 1934. entitled act to reculate 
business of life insurance in District of Columbia. as amended. Report 
fron ey em on District of Columbia to accompany H.R. 7145. Sept. 

lp ae 5 dD. 

Amending District of Columbia stadium act of 1957 with respect to motor- 
vehicle parking areas, and for other purposes. Report from Committee 
on District of Columbia to accompany H.R. 8392. Sept. 8, 1959. 10 p. 

Amending District of Columbia income and franchise tax act of 1947, as 
amended, to provide that certain additional specified officers of executive, 
legislative, and judicial branches of Federal Government shall be exempt 
from snch act Report from Committee on District of Columbia to accom- 
pany H.R. 4288. Sept. 8.1959. 9p. 

Licensing of community antenna television systems. Report from Com- 
mittee on Interstate and Foreign Commerce to accompany S. 2653. Sept. 


8, 1959. 
Housing act of 1959. Report of Committee on Banking and Currency to 
accompany S. 2654 ; Sept. 8, 1959. 1959. tii+144 p. 
L.C. card 59-62258 
Missouri-Ilinois Bi-State Development Agency compact. Report from 
—- on Judiciary to accompany I.J. Res. 465. Sept. 8, 1959. 


shnv- 7 Day. Report from Committee on Judiciary to accompany S.J. 
Res. 93. Sept. 8,1959. 2p. 

Amendment to Texas City disaster relief act. Report from Committee on 
Judiciary to accompany FI.R. 4821. Sept. 8.1959. 30 

Granting consent of Congress to Kansas and Nebraska to enter into com- 

act relating to apportionment of waters. Report from Committee on 
Judiciary to accompany S. 1605. 4 p. 

Virginia- West Virginia boundary line. Report from Committee on Judi- 
ciary to erenneny H. R. 7474. Sept. 8.1959. 10p. 

Plant patents. teport from Committee on Judiciary to accompany S. 1447. 
Sept. 8.1959. 8p. 

City of Madeira Reach, Fla. Report from Committee on Judiciary to ac- 
company H.R. 2390. Sept. 8.1959. 5p. 

Proceeding in forma pauperis. Report from Committee on Judiciary to 
accompany H.R. 5257. Sept. 8.1959. 4p. 

Waiver of title 28. v nited States Code. sec. 142 for term of court at Durant 
in eastern district of Oklahoma. Report from Committee on Judiciary 
to accomnany I1.R. 7979. Sept. 8.1959. 5p. 

State of Oklahoma. Report from Committee on Judiciary to accompany 

H.R. 7605. Sept. 8.1959. 20 np. 

providing for entry of certain relatives of U.S. citizens and lawfully rest- 
dent aliens. Report from Committee on Judiciary to accompany H.R. 
5896. Sept.8,1959. 9p. 

Establishing. national minerals policy. Report from Committee on Interior 
and Insular Affairs, together with individual views, to accompany 8. 
1537. Sept. 8, 1959. 8 

Establishing national minerals policy. Report from Committee on Interior 
ond Insular Affairs, together with individual views, to accompany H. 
con. Res. 177. p. 

Amending Organic act of Guam for purpose of permitting Government of 
Guam, with consent of legislature thereof, to be sued. Report from 
Committee on Interior and Insular Affairs to accompany U.R. 4603. 
Sept. 8.1959. 4 p. 

Virgin Islands organic act amendments of 1959. Report from ‘eer 
on Interior and Insular Affairs to accompany H.R. 7870. Sept. 8, 1959. 


9 p. 
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971. 


974. 
977, 


Authorizing Secretary of Navy to acquire certain land on island of Guam. 

Report from Committee on Interior and Insular Affairs to accompany 
. 3608. Sept.8,1959. 4p. 

Concealment of assets in contemplation of bankruptcy. Report from Com- 
mittee on Judiciary to accompany H.R. 5747. Rept. 8, 1959. 4 p. 

Amending act entitled act to authorize establishment of band in Metropol- 
itan Police Force so as to provide retirement compensation for present 
director of said band after 10 or more years of service. Report ~~. 
ge on District of Columbia to accompany H.R. 3030. Sept. 

D. 

Increasing relief or retirement compensation of certain former members 
of Metropolitan Police Force, Fire Department of District of Columbia, 
Park Police Force, White House Police Force, and Secret Service, and of 
their widows, widowers, and children. Report from Committee on 
District of Columbia to accompany H.R. 3735. Sept. 8, 1959. 5 p. 

Study Commission on Alaska. Report from Committee on Public Works to 
accompany 8S. 2628. Sept. 8,1959. 7p. 

Authorizing construction, maintenance, and operation of toll bridges across 
St. Marys River, and Rio Grande. Report from Committee on Foreign 
Relations together with minority views, to accompany H.R. 3180, S. 
2531 and S. 2590. Sept. 8,1959. 10p. 

Mutual security and related agencies appropriation bill, 1960. Report 
from Committee on Appropriations to accompany H.R. 8385. Sept. 8, 
1959. 24p. 

Statue to Uruguay. Report from Committee on Foreign Relations to ac- 
company H.R. 8911. ept.9,1959. 2p. 

Assistance to Delaware-New Jersey oyster Industry. Report from Com- 
mittee on Interstate and Foreign Commerce to accompany S. 2632. Sept. 
9,1959. 3p. 

Authorizing and directing Secretary of Interior to undertake continuing 
research on biology fluctuations, status, and statistics of migratory 
marine species of game fish of United States and contiguous waters. 
Report from Committee on Interstate and Foreign Commerce to accom- 
pany H.R. 5004. Sept. 9,1959. 3p. 

Lighthouse Service retirement pay increase. Report from Committee on 
Interstate and Foreign Commerce to accompany H.R. 5431. Sept. 9, 

p. 

Disposition of effects of deceased seamen. Report from Committee on 
Interstate and Foreign Commerce to accompany H.R. 6067. Sept. 9, 
1959. 5p. 

Inter-American children’s institute. Report from Committee on Foreign 
Relations, to accompany S. 2231. Sept. 9, 1959. 2 p. 


Amending National Cultural Center act. Report from Committee on Public 
Works to accompany S. 2230. Sept. 10,1959. 9p. 
Designating Dyberry Dam and Reservoir, me gl oe River Basin, Pa., as 


General gar Jadwin Dam and Reservoir. 
Public Works to accompany H.R. 8035. S 
Memorial tablet at Garden Key, Fla., in honor of oti aie Mudd. 
Report from Committee on Rules and Administration to accompany H.J. 
Res. 80. Sept. 10,1959. 3p. 
Amendment to Federal coal mines safety act. Report from Committee on 
Labor and Public Welfare to accompany 8. 743. Sept. 10, 1959. 8 p. 
Memorial to Richard E. Byrd. Report from Committee on Rules and 
Administration to accompany S.J. Res. 103. Sept. 10, 1959. 3 p. 
Creation of additional circuit and district judges. Report from Com- 
mittee on Judiciary to accompany S. 2673. Sept. 10, 1959. 9 p. 
Official station of retired judges assigned to active duty. Report from 
Committee on Judiciary to accompany H.R. 2982. Sept. 10, 1959. 4 p. 

. Changing date of Child Health Day. Report from Committee on Judiciary 
to accompany H.J. Res. 317. Sept. 10,1959. 2p. 

. Chief Counsel for Internal Revenue Service. Report from Committee on 
Finance to accompany H.R. 8685. Sept. 11,1959. 1p. 

. Amending laws relating to St. Elizabeths Hospital so as to fix salaries of 
superintendent, assistant superintendent and Ist assistant physician of 
hospital. Report from Committee on Labor and Public Welfare to accom- 
pany S. 2105. Sept.11,1959. 13 p. 

. Cancer, worldwide menace, some facts and figures on its occurrence in 
United States and abroad. Report of Committee on Government Opera- 
tions, and its subcommittee on reorganization and international organ- 
izations (pursuant to S. Res. 347, 85th Congress, and S. Res. 42, 86th 
Congress) ; Sept. 11, 1959. 1959. xi+40 p. il. 2 pl. *(Available in 
Committee print form, 40c., Y 4.G 76/6:C16. See Entry no. 12538). 
L.C. card 59-61953 


me TS oo Committee on 
ept. 10 
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16185 1010. Openntien of art. 7, NATO status of forces treaty. Report of Committee 
on Armed Services, made by its subcommittee on operation of act. 
of NATO status of forces agreement, to review, for period Dee. 1, 
1957—Nov. 30, 1958, operation of art. of agreement between parties to 
North Atlantic Treaty, together with other criminal jurisdictional 
eter gow saeetenont world; Sept. 11, 1959. 1959. 1ii+15 p. il. 
L.C. card 56-6187 

16186 1011. Emergency Federal otal for school construction. Report from Com- 
mittee on Labor and Public Welfare together with minority, supplemental, 
and individual views to accompany S. 8. Sept. 12, 1959. 24 

16187 1012. Authorizing Secretary of Army to credit e uipment installation costs 
against rental under lease to Union Township of La Porte County, Ind. 
is ie s Committee on Armed Services to accompany 8. 2655. Sept. 
1 2 p. 


Appropriations Committee, Senate 


16188 Mutual security appropriations for 1960 (and related agencies), hearings, 
86th Congress, Ist session, on H.R. 8385. 1959. ii+946+x p. il. 7 
@ Item 1033 
L.C. ecard 59-62174 Y 4.Ap 6/2: Se 2/960 


16189 Survey of United States Information Service operations: Western Europe, 
report ; Feb. 1957. 1957. v+35p. (Committeeprint.) 7 
L.C. card 59-62239 Y 4.Ap 6/2: Un 3/2 


Armed Services Committee, Senate 


16190 Investigation of preparedness program, 14th report of preparedness in- 
vestigating subcommittee, under authority of 8S. res. 26, closing of Naval 
Ammunition Depot, Hingham, Mass. 1959. v+16 p. (Committee 
print [86th Congress, Ist session].) { 

L.C. ecard 50-61319 Y 4.Ar 5/3: P 91/3/rp.14 


16191 Investigation of preparedness program, 15th report of preparedness investi- 
gating subcommittee under authority of S. Res. 26, closing of overhaul 
and repair department, Naval Air Station, Corpus Christi, Tex. 1959. 
v+18 p. (Committee print [86th Congress, Ist session].) f 
L.C. card 50-61319 Y 4.Ar 5/3: P 91/3/rp.15 
16192 Military procurement, hearings before subcommittee, 86th Congress, 1st 
session, on S. 500, S. 13883, S. 1875, July 13-31, 1959. 1959. vi+671 p. il. 
+ @ Item 1034 
L.C. card 59-64011 Y 4.Ar 5/3: P 94/4 


16193 Nominations of J. Vincent Burke, jr., and David M. Shoup, hearing, 86th 
Congress, 1st session on J. Vincent Burke, Jr., of Pennsylvania, to be 
general counsel of Department of Defense, David Monroe Shoup, U.S. 
Marine Corps, to be commandant of Marine Corps with rank of general, 
[and] H.R. 6269 [and] H.R. 8189; Sept. 3, 1959. 1959. iii+382 p. 7+ 
® Item 1034 
L.C, card 59-62442 Y 4.Ar 5/3: N 72/9 


Banking and Currency Committee, Senate 


National bank amendments, 1959, hearing, 86th Congress, Ist session, on 
H.R. 8159 and H.R. 8160, Aug. 14, 1959. 1959. iii+56 p. t @ Item 
1035 
L.C. card 59-62084 Y 4.B 22/3: N 21/7/959 

5 Section-by-section analysis of provisions of S. 57, Housing act of 1959, as 
passed by Senate. 1959. ii+14 p. (Committee print, 86th Congress, 
1st session.) 7 
L.C. card 59-62193 Y 4.B 22/3: H 81/43 

U.S. private foreign investment, hearings before subcommittee, 86th Con- 
gress, 1st session, on effect of private foreign investment on U.S. em- 
ployment, profits, and markets; July 13-15, 1959. 1959. iii+171 p. il. 
+ @ Item 1035 
L.C. card 59-62384 Y¥ 4.B 22/3: F 76/2 
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Foreign Relations Committee, Senate 


16197 Canada-United States interparliamentary group, report to Senate on 2d 
meeting held at Montreal and Ottawa, Canada, June 25-28, 1959 by 
George D. Aiken, chairman of Senate delegation, July 31, 1959. 1959. 
v+7p. (Committee print, 86th Congress, lst session.) ft 
L.C. card 59-64053 Y 4.F 76/2: C 16/2 


16198 International bridges, hearings, 86th Congress, 1st session, on S. 2531, S. 
2590, and H.R. 3180, Sept. 1 and 4, 1959. 1959. iii+65 p. + ©@ Item 
1039 
L.C. ecard 59-62246 Y 4.F 76/2: B76 
16199 International educational and cultural relations, hearing, 86th Congress, 
1st session, Aug. 19,1959. 1959. ii+49p. + © Item 1039 
L.C. card 59-62394 Y 4.F 76/2: Ed8 


16200 North American regional broadcasting agreement, Broadcasting agreement 
with Mexico, interim report; prepared by subcommittee on North Amer- 
ican regional broadcasting agreement and broadcasting agreement with 
Mexico; Aug. 1959. 1959. iii+8 p. (Committee print, 86th Congress, 
1st session.) ¢ 
L.C. card 59-62487 Y 4.F 76/2: B 78/3 

16201 Situation in Vietnam, hearings before subcommittee on State Department 
organization and public affairs, 86th Congress, 1st session, July 30-31, 
1959. 1959. iv+234 p.ik [Relates to administration of mutual secu- 
rity program and other activities.] + © Item 1039 
L.C. card 59-62357 Y 4.F 76/2: V 67/2 


16202 Testimony of John A. McCone on Geneva test ban negotiations, hearing 
before subcommittee, 86th Congress, 1st session (pursuant to S. Res. 31), 
June 24,1959. 1959. ii+382p. 7 ©@ Item 1039 
L.C. card 59-62211 Y 4.F 76/2: G 28/4 
16203 United States exchange programs with Soviet Union, Poland, Czechoslo- 
vakia, Rumania, and Hungary; Aug. 20, 1959. 1959. v+57 p. (Com- 
mittee print, 86th Congress, Ist session.) ¢ 
L.C. ecard 59-62486 Y 4.F 76/2: Ex 2 
16204 United States foreign policy, possible nonmilitary scientific developments 
and their potential impact on foreign policy problems of United States, 
study; prepared by Stanford Research Institute, (pursuant to S. Res. 
836, 85th Cong., and S. Res. 31, 86th Cong.) no. 2; Sept. 1959. 1959. 
ix+100 p. il. (Committee print, 86th Congress, 1st session.) f 
L.C. card 59-64033 Y 4.F 76/2: F 76/12/no.2 


Improper Activities in Labor or Management Field, Select Committee 
on, Senate 


16205 Investigation of improper activities in labor or management field, hearings, 
86th Congress, 1st session, pursuant to Senate resolution 44, 86th Con- 
gress. @Item 1009 Y 4.Im 7: L 11/pt.54 
pt. 54. [James R. Hoffa and International Brotherhood of Teamsters, Chauffeurs, 

Warchousemen, and Helpers of America (2d series) ], June 25-30, 1959. 
1959. vi+18789-19144 p.il. * Paper, $1.00 
L.C. card 57-61401 


Interior and Insular Affairs Committee, Senate 


16206 Cheney project, Kans., hearing before subcommittee on irrigation and rec- 
lamation, 86th Congress, 1st session, on S. 1092, Aug. 19, 1959. 1959. 
iii+62p.map. + ®@ Item 1040 
L.C. card 59-62441 Y 4.In 8/13: C 42/2 
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16207 La Feria division, lower Rio Grande rehabilitation project, hearing before 
irrigation and reclamation subcommittee, 86th Congress, Ist session, on 
S. 1026. 1959. iii+45p. + ©@ Item 1040 
L.C. eard 59-62393 Y 4.In 8/13: R 47 


16208 Mineral rights for Alaska homesteaders, hearing before subcommittee on 
public lands, 86th Congress, 1st session on S. 1670, June 19, 1959. 1959. 
iii+91p. 7 @ Item 1040 
L.C. card 59-62398 Y 4.In 8/13: Al 1/17 


Interstate and Foreign Commerce Committee, Senate 


16209 Columbia River Basin fishery resources, hearing before merchant marine 
and fisheries subcommittee, 86th Congress, Ist session, on 8S. Con. Res. 35. 
1959. + @ Item 1041 Y 4.In 8/8: F 53/12/pt.1 
t.1. July 17,1959. iii+84p. 
.C. card 59-62395 


Judiciary Committee, Senate 


16210 Communist threat to United States through Caribbean, hearings, before 
subcommittee to investigate administration of Internal security act and 
other internal security Jaws, 86th Congress, Ist session. 1959. + 
@ Item 1042 
pt. 2. Testimony of Joseph Zack Kornfeder, supplemented by staff study Com- 


munist anti-American riots, Aug. 13, 1959. iii+33-140+ viii p. il. 
L.C. card 59-61823 Y 4.J 89/2: C 73/27/pt.2 


16211 Constitutional amendment reserving State control over public schools, 
hearings before subcommittee, 86th Congress, 1st session on S.J. Res. 32, 
May 12-21,1959. 1959. v+282p. ft @ Item 1042 
L.C. card 59-62163 Y 4.J 89/2: Sch 6 
16212 Errata [Proposed antisubversion legislation, hearings, pt. 1, appendix]. 
[1959.] 1p. oblong 24° [Accompanied by p. 679-680 to be substituted 
for original pages.] + @ Item 1042 
Y 4.J 89/2: An 8/8/pt.1/app./errata 
16213 Funds for communist causes, hearings before subcommittee to investigate 
administration of Internal security act and other internal security laws, 
86th Congress, 1st session, testimony of Mr. and Mrs. Marcus I. Goldman 
and James E. Jackson, jr., Feb. 3-15, 1959. 1959. v+120-+-vii p. il. + 
® Item 1042 
L.C. card 59-62079 Y 4.J 89/2: C 73/26 
16214 Organized professional team sports, hearings before subcommittee on anti- 
trust and monopoly, 86th Congress, 1st session, pursuant to S. Res. 57, 
on §. 616, and 8S. 886, July 28-31, 1959. 1959. iv+256 p. * Paper, 60c. 
@ Item 1042 
L.C. ecard 59-62354 Y 4.J 89/2: Sp 6/959 
16215 Secrecy and science, hearing before subcommittee on constitutional rights, 


86th Congress, Ist session, (pursuant to S. Res. 62). 1959. {7 @ Item 


1042 

pt. 1. Survey of extent to which restrictions on free exchange of information have 
impeded scientific development and progress, Apr. 28, 1959. iii+43 p. 
L.C. card 59-62396 Y 4.J 89/2 : Se 2/4/pt.1 


Labor and Public Welfare Committee, Senate 


16216 Aged and aging in United States, summary of expert views before subcom- 
mittee on problems of aged and aging, June 16-18, 1959. 1959. iii+14 
p. il. (Committee print, 86th Congress, Ist session.) f 
L.C. card 59-62473 ¥4.L11/2: Ag 3/4 
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16217 Nominations, hearing, 86th Congress, 1st session, on Boyd Leedom to be 


16218 


16220 


16221 


16222 


16223 


16224 


16227 


member of National Labor Relations Board, Horace W. Harper to be 
member of Railroad Retirement Board, Aug. 18, 1959. 1959. iii+4 p. 


+ @ Item 1043 
L.C. card 59-62356 Y 4.L 11/2: N 72/5/959-4 


Nomination, hearings, 86th Congress, 1st session, on George C. Lodge to be 
Assistant Secretary of Labor for International Affairs, Jan. 27, 1959. 
1959. iii+5p. ¢ ©@ Item 1043 
L.C. card 59-62355 Y 4.L 11/2: N 72/5/959-3 

Section by section analysis, Labor-management reporting and disclosure 
act of 1959, prepared for subcommittee on labor; Sept. 10, 1959. 1959. 
ii+21 p. (Committee print, 86th Congress, Ist session.) * Paper, 15c. 
L.C. ecard 59-62472 Y 4.L11/2: L 11/3 


Post Office and Civil Service Committee, Senate 


Health benefits program for certain retired Federal employees, hearing 
before subcommittee, 86th Congress, Ist session, on 8. 2575, Sept. 2, 1959. 
1959. iii+46p. + @ Item 1044 
L.C. card 59-62212 Y 4.P 84/11: H 34/2 


Report to Post Office and Civil Service Committee on transfer of certain 
mail-handling activities from Newark airfield to city post office. 1957. 
iii+5 p. (Committee print, 85th Congress, 1st session.) 

L.C. card 59-61951 Y 4.P 84/11: M 2838/5 


Retirement for Panama Canal ship pilots, report on earlier than normal 
retirement authority for Panama Canal Zone ship pilots; by W. Kerr 
Scott, William R. Laird III. 1957. iii+6 p. (Committee print, 85th 
Congress, Ist session.) 7 
L.C. card 59-61948 Y 4.P 84/11: P19 


Study of feasibility and desirability of establishment of categories of speci- 
fied length and width dimensions for envelopes to be used for transmis- 
sion of 1st-class and 3d-class mail, report of Post Office Department 
pursuant to sec. 210 of Public law 85-426; Mar. 18, 1959. 1959. iv+5p. 
(Committee print, 86th Congress, Ist session.) ¢ 
L.C. card 59--61947 Y 4.P 84/11: En8 


To provide effective system of personnel administration, report of special 
subcommittee on S. 3888; Oct. 24, 1958. 1958. iii+16 p. (Committee 
print, 85th Congress, 2d session.) 7 


L.C. card 59-61950 Y 4.P 84/11: P 438/38 
Public Works Committee, Senate 


Designation of primary highway system, hearing before subcommittee, 
86th Congress, Ist session on 8S. 2205; June 23, 1959. 1959. iii+43 p. 
+ @ Item 1045 
L.C. card 59-62166 Y 4.P 96/10: H 53/15 


Water diversion from Lake Michigan, hearings, before subcommittee, 86th 
Congress, 1st session, on H.R. 1 and §. 308, July 13—Aug. 7, 1959. 1959. 
v+480 p.il. + @ Item 1045 
L.C. card 59-62121 Y 4.P 96/10: L 14m/959 


Small Business, Select Committee on, Senate 


Problems of serap-steel industry, 1959, hearing before subcommittee, 86th 
Congress, 1st session on technological and competitive problems of inde- 
pendent scrap-steel dealers, June 24, 1959. 1959. iii+176 p. il. 1 pl. 


@ Item 1049 
L.C. eard 59-62397 Y 4.8m 1/2: Ser 1 
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16228 Tax depreciation allowances on capital equipment, hearing before subcom- 
mittees, 86th Congress, 1st session, effects of current federal tax de- 
preciation policies on small business, July 24, 1959. 1959. iii+82 p. 
* Paper, 25c. @ Item 1049 
L.C. card 59-62210 Y 4.8m 1/2: T 19/4 


Space and Astronautics, Special Committee on, Senate 


16229 Compilation of materials on space and astronautics, no. 2, Advanced Re- 
search Projects Agency hearings, reports, messages, bills and resolutions 
on outer space [with list of selected references]; Apr. 14, 1958. 1958. 
v+370 p. (Committee print, 85th Congress, 2d session.) f 
L.C. card 59-62461 Y¥ 4.S8p1: Sp 1/2/no.2 


16230 Space law, symposium, prepared at request of Lyndon B. Johnson, chair- 
man, Special Committee on Space and Astronautics, 85th Congress, 2d 
session; Dec. 31, 1958. 1959. viii-+573 p. (Committee print.) ¢{ 
L.C. card 59-62192 Y4.Sp1: Spl 


WASHINGTON METROPOLITAN PROBLEMS JOINT COMMITTEE 


16231 Support for planning in Washington metropolitan area, analysis of plan- 
ning budgets, 1955-59, staff report; [compiled by Joseph L. Intermag- 
gio}; Aug. 1959. 1959. iii+4p. (Committee print, 86th Congress, Ist 
session.) + 
L.C. card 59-62485 Y 4.W 27/2: P 69 


COPYRIGHT OFFICE, Library of Congress 


Catalog of copyright entries, 3d series, v. 12. 
pt. 5. Music, no. 2, July—Dec, 1958. 1959. ix-+1155-2177 p. 4° + Paper, $3.50. 


em 795 
L.C. card 6—35347 LC 3.6/5 : v. 12/pt. 5/no. 2 


—- v. 18. 
pt. 6. aoe and go a 1; Jan.—June 1959. 1959. viii+100 p. 4° + Paper, 


50c. @ Item 797 
L.C. card 6—-35347 LC 3.6/5: v. 13/pt. 6/no. 1 


DEFENSE DEPARTMENT 


16234 Armed services procurement regulations. 1955 edition. Jan. 3, 19565, 
reprinted Jan. 3, 1958. [2]+iii+[694] p. 4° [Includes revisions 1-26 
of 1955 edition. Issued in loose-leafform.] * Paper, $3.00. 

D 1.13 : 955/rep. 


16235 Armed services procurement regulation (1955 edition revision): no. 49; 
Oct. 1, 1959. [1959.] [180]+ix p. 4° [Issued in loose-leaf form.] 
* Paper, $1.00. @ Item 304 D 1.13/2: 49 


Atlas of tumor pathology. [Published by Armed Forces Institute of 
Pathology under auspices of subcommittee on oncology of Committee on 
Pathology of Division of Medical Sciences of National Academy of 
Sciences, National Research Council]. 


16236 sec. 7, fascicles 27, 28. ‘Tumors of -_—— {with lists of references] ; by ee 
Kneeland Frantz. Washington, D.C., 1959. {1]+ 
149+ [3] p. il. 1 pl. 4° [Plate is colored. Last 3 pages 
are left blank for notes. Issued with perforations.] 
+ Paper, $1.50, American Registry of Pathology, Armed 
Forces institute of Pathology, Washington 25, D.C. 

L.C. card 50—-61290 D 1.16: 7/27, 28 


Cataloging manual M (series). [Issued with perforations. ] 


16237 1-4. Federal manual for “toy fos) i rae 9 | 4, Operating procedures; Aug. 
195 cover title, iv+ Pg jae Th rmed Forces Supply Support 
Center.) * Paper, 45c. tem 314-A 6/3 : 1-4/2 
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16238 Federal catalog system in Department of Defense. Sept. 1959. cover 
title, [1]+iii leaves+[227] p. il. 4° (Armed Forces Supply Support 
Center.) * Paper, $1.25. @ Item 314-A 
L.C. card 59-62374 D 7.2: C 28 


16239 Industrial security manual for safeguarding classified information 
(attachment to DD form 441), revision 4; June 1, 1959. [1959.] iv+-21 


p.4° [Issued in loose-leaf form.] * Paper, 15c. @ Item 319 
D 3.6: Se 2/957/rev.4 


16240 Military specifications. DL: 

Note.—These specifications are now so completely covered by the Military Index, 

volumes 2, 3, and 4 published by the Army, the Navy, and the Air Force, semi- 

annually and kept current by monthly supplements, that listing in the Monthly 

Catalog of United States Government Publications represents unnecessary and 

wasteful duplication of effort. For that reason they will no longer be listed. 

Complete information on the three indexes of specifications, and related publica- 

tions referred to, will be found in the Appendix to the August 1959 issue of the 
Monthly Catalog under Entry numbers 10753, 10768 and 11507. 


Military standards. [Issued in loose-leaf form.] D 7.10: (nos. ) 

16241 MIL-—STD-—114B. 

Gages, plug, thread, go (class X) for unified & American Na- 

tional standard internal threads; Mar. 27, 1959. 1959. 

iii+16 p. il. 4° ({FSC 5220.]) [Supersedes MIL-STD- 
114A, Feb. 6,1957.] * Paper, 25ce. 


Gages, plug, thread not go for unified & American National 
standard internal threads; Mar. 27, 1959. 1959. iii+45 
p. il. 4e ([FSC 5220.]) [Supersedes MIL-STD-115 pt. 1 
and 2, Jan. 1,1954.] * Paper, 40c. 


MIL-STD-115A. 


MIL—STD-116A. 

Gages, ring, thread, go (class X) and related thread setting 
plug gages, go & not go plain plug minor diameter acceptance 
check gages for unified & American National standard exter- 
nal threads; Mar. 27,1959. 1959. iii+68 p. il. 4° ([FCD 
5220.]) [Supersedes MIL-STD-116, Sept. 22, 1955.) 
* Paper, 45c. 

16244 MIL—STD-—117A. 

Gages, ring, thread, not go and related thread setting plug 
gages, go and go plain plug minor diameter acceptance check 
gages for unified and American National standard external 
threads; Mar. 27, 1959. 1959. iii+113 p. il. 4° ({FSC 
5220.1). [Supersedes MIL-STD-117 pt. 1 and 2, Oct. 6, 
1955.] * Paper, 70c. 


Gages, plug, plain cylindrical, go for minor diameters of stand- 
ard classes of internal threads; Mar. 27, 1959. 1959. iii+ 
22 p. il. 4° ([FSC 5220.]) [Supersedes MIL—STD-133. 
Dec. 8, 1955.] * Paper, 30c. 


16245 MIL-—STD-133A. 


16246 MIL-STD-134A. 
Gages, plug, plain cylindrical, not go for minor diameters of 
standard classes of internal threads; Mar. 27, 1959. 1959. 
iii+29 p.il.4° ({FSC 5220.]) [Supersedes MIL-STD-134, 
Dec. 8, 1955.] * Paper, 35c. 


Military standard. [Issued with perforations. ] 
16247 MIL—STD—4874A. 
X-ray standard for bare aluminum alloy electrode welds: Dec. 
9, 1958. 1959. ii+1 p.1 pl. 4° [Supersedes MIL-STD- 
437, Mar. 18, 1958.) ¢ D7.10:487A 
16248 MIL-STD-447. 
Definitions of interchangeable, substitute, and replacement 
items ; May 28,1959. 1959. iv+2p.4° * Paper, 15c. 


EDUCATION OFFICE, Health, Education, and Welfare Dept. 


Bulletins 1959 (series). © Item 458 FS 5.3 : 959/ (nos. ) 

16249 25. Publications of Office of Education, 1959 ; prepared by Beryl Parke, Elizabeth 
Robinson, and John P. C. McCarthy. [1959.] v+49 p. (OE-11000; 
[PS-61-59].) * Paper, 25c. 
L.C. card E 53-22 

162506 27. College and university faculties. recent personnel and instructional practices : 
by Clarence B. Lindquist. [1959.} vii+61 p. (PS-70-59.) [Text on 
p.2 ofcover.]  * Paper, 30c. 
L.C. card HEW 59-89 
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Circulars. © Item 459 FS 5.4: (nos.) 
16251 566. Selected indexes of rural school finance, in United States, 1955-56 ; prepared 
by Walter H. Gaumnitz. [1959.] [4]+iii+19 p. il. 4° [Text on p. 2 
of cover.] (OE-36000, [PS 8-60; Rural school survey].) * Paper, 20c. 
L.C. card HEW 59-90 
16252 577. Junior-year science and mathematics students, fall 1958; by Edith M. 
Huddleston and Hazel C. Poole. [1959.] v+64 p. 4° (OE-54001, 
{PS—5-60].) [Includes list of related publications by Education Office. 
Text on p. 2 of cover.] * Paper, 45c. 
L.C. card HEW 58—4 
. Teaching opportunities, 1959 edition [with list of references; by] John B. 
Whitelaw and Florence Friedlander. [1959.] [3]+39 p. 4° OE- 
26000].) * Paper, 30c. 
L.C. card E 58~—34 
. Preparation programs and course offerings in school and college personnel 
work, 1959-60; compiled by Paul MacMinn. June 1959. vi+124 p. 4° 
(OE—25000 ; [PS—4—60].) * Paper, 75c. 
L.C. card E 46-63 
. Current expenditures per pupil in public school systems: Urban school sys- 
tems, 1957-58; by Gerald Kahn. [1959.] v+71 p. 4° (OE-—22000; 
{PS-14-60].) [Text on p. 2 of cover.] * Paper, 45c. 
L.C. card E 23-75 
Education directory, 1958-59: pt. 4, Education associations: [prepared by 
Bobbie Doud]. [1959.] cover title, 125 p. ([{PS—76-59].) * Paper, 
40c. @ Item 460 
L.C. card E 13-213 FS 5.25 : 958-59/pt.4 
Education directory 1959-60: pt. 8, Higher education; [prepared by 
Theresa Birch Wilkins]. [1959.] cover title, [1]+205 p. (OB-50000; 
[PS-10-60].) * Paper, 70c. @ Item 460 


Or 


L.C. card E 13-213 FS 5.25 : 959-60/pt.3 


16258 Facts, resources, and program ideas for local planners who wish to empha- 
size lifelong learning, adult education in American Education Week 
Nov. 8-14, 1959 [with list of publications and materials useful to adult 
educators for American Education Week.] [1959.] [2]+16 p.+[1] 
p. narrow 8° ([{PS-67-59.]) [Last page is left blank to be used for 
notes.] * Paper, 10c. @ Item 455-A FS 5.49/2 : 959 


Mise. [miscellany] (series). 

3560. Area vocational education programs, regulations for administration of 
title 8, National defense education act of 1958, P.L. 864, 85th Congress. 
Revised Sept. 1959. [1959.] [2]+7 p. (OE 80001, [PS—15-60]; 

Division of Vocational Education.) * Paper, 15c. @ Item 464 
FS 5.11 : 3560/2 
16260 Planning to study in United States? Guide to prospective students from 
other countries; by Adela R. Freeburger. [1959.] v+34 p. narrow 8° 

(PS-75-59.) *Paper,20c. © Item 461—A 

L.C. card HEW 59-93 FS 5.6/2: St9 


Vocational Division bulletin. 
16261 278. Supervision to improve instruction in distributive education; [prepared by 
Roman F. Warmke]. [1959.] [5]+iii+19 p. ([Distributive education 
series 26; PS—79-59.]) * Paper,15c. @ Item 473 
L.C. card HEW 59-92 FS 5.123 : 278 


EMPLOYMENT SECURITY BUREAU, Labor Dept. 


BES (series). 

16262 R-182. Chronic labor surplus areas, experience and outlook, analysis of recent 
labor market developments and employment outlook in chronically- 
depressed areas and other areas with relatively heavy unemployment ; 
[prepared by Harold Kuptzin]. July 1959. iii+[1]+90 p. il. 4¢ 
(Office of Program Review and Analysis.) [Processed.] + 
L.C. ecard L 59-43 L 7.61 : R-182 


16263 Report of operations of Mexican farm labor program made pursuant to 
conference report 1449, House of Representatives, 84th Congress, Ist 
session, Jan. 1-June 30, 1959. [1959.] [2]+7 p. 4° [Processed.| + 

L 7.2: M 57/3 
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ENGINEERS CORPS (Army), Defense Dept. 


Manuals EM (series). @ Item 338-A D 103.6/3 : (nos. ) 
16264 1110-3-201. = 4° "yh and design : Food- ae facilities]. Change 1; [Aug. 
28,1959]. [1959.] [4] p. il. 4° [Issued with perforations.] + 
16265 1110-3-3842. Engineerin and design : dige depots; June 15, 1959. [1959.] 
cover title, ii+7 p., 3 pl. il. 4° [Issued with perforations. ] t 
16266 1125-—2-315. Plant: Floating plant list; July 1, 1959. [1959.] cover title, 
{1]+119 p. 4° [Issued with perforations.] tf 
Snow Ice and Permafrost Research Establishment: Research reports. 
D 103.33/3 : (nos. ) 
47. Some physical properties of ice from TUTO tunnel and ramp, Thule, Green- 
land {with — .& references]; by T. R. Butkovich. May 1959. [2]+ 
iv+17+ [2] p. 
52. Investigations of roy ‘whiteout {with list of references]; by Howard Reiquam 
and Marvin Diamond. July 1959. iv+18+ [6] p. il. 4e ([Department of 
Army project 8-66—02-—400.]) +t 
Snow Ice and Permafrost Research Establishment: Technical report. 
16269 60. Deep core drilling in ice, Byrd Station, Antarctica; by R. W. 5 nee, 
E. W. Marshall, and A. Gow. July 1959. iv+7+[4] p. il. 
D 103.33 : 60 
Transportation series. 
16270 4. Transportation lines on Mississippi River system and Gulf Intracoastal Water- 
way, 1959; prepared by Board of Engineers for Rivers and Harbors. 1959. 
xxiii+377 p. oblong 8° * Paper, $1.75. @ Item 343 
L.C. card 36—26823 D 103.10 : 4/959 
Waterborne commerce of United States, calendar year 1958: pt. 2, Water- 
ways and harbors Gulf Coast, Mississippi River System and Antilles. 
{[1959.] viii+191 p. il. 4° + Paper, $1.20, Division Engineer, Lower 
Mississippi Valley, P.O. Box 80, Vicksburg, Miss.; District Engineer, 
New Orleans, P.O. Box 267, New Orleans 9, La.; U.S. Lake Survey, 630 
Federal Bldg., Detroit 26, Mich. 
L.C. ecard 55-63535 D 103.1/2 : 958/pt.2 


Waterways Experiment Station. 


Notrr.—Publications of Waterways Experiment Station which are for sale may be 
ordered from Corps of Engineers, U.S. Army, Waterways Experiment Station, 
Vicksburg, Miss. 


——— Technical reports. [Processed.] D 103.24/2 : (nos. ) 


16272 2-520. Modifications of control shaft, Fort Peck Dam Tunnel 4, ~- —, 
Montana, Hydraulic model investigation [prepared by E. Mel 
gage ag Army-MRC Vicksburg, Miss., July 1959. [2] Naivastelee 

p. il. 8 pl. 11 p.of pl. 40p.0 tabs. 4° t 

16273 =6~-518. tnnsdiaatien of methods of preparing horizontal construction joints in 
concrete [with list of references; prepared by U. O. Tynes]. Army- 
MRC Vicksburg, Miss., July 1959. {2] leaves+vii+19 p. il. 8 tab. 4° 


16274 6-521. Epoxy resins for use on civil works projects: report 1, summary of data 
available, as of Mar. 1, 1959 [with list of references ; — by 
Leonard Pepper]. Army- -MRC Vicksburg, Miss., Aug. 1959. [2] 
leaves+vili+47 p.4° ¢ 

16275 6-522. Investigation of compressive strength of molded cylinders and drilled cores 
of concrete; [prepared by U. Tynes and Bryant Mather]. Army- 
MRC Vicksburg, Miss., Aug. 1959. (2] + vii+-18-4-(9] p. il. 4° ¢ 


EXPORT-IMPORT BANK OF WASHINGTON 


16276 Export-Import Bank of Washington, report to Congress, June 30, 1959, pt. 
1. [1959.] cover title, 200+ [2] p. il. 4° [Contains summaries, illus- 
trations, and statements of Bank’s operations, Feb. 12, 1984-June 30, 
1959. Other illustrations on p. 1-4 of cover.] * Paper, $1.50 @ Item 
1061 
L.C. card 46-25991 Y 3.Ex 7/3: 1/959/pt.1 

pt. 2. [1959.] cover title, [6]+192 p. il. 4° [Contains cumulative 
statements and detailed tables covering all operations of Bank, also 
detailed report on activities for 6 months ending June 30, 1959. Text 
and other illustrations on p. 1-4 of cover.] * Paper, $1.50 © Item 1061 
L.C. card 46-25991 Y 3.Ex 7/3 : 1/959/pt.2 
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16279 
16280 


16281 


16282 


16283 


16284 
16285 
16286 
16287 
16288 
16289 
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16291 
16292 
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16294 


16295 


16296 


16297 


16298 


16299 


16300 


16301 
16302 


163038 
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FARMER COOPERATIVE SERVICE, Agriculture Dept. 


FCS educational cireular. 


16. 


Using your rural credit union; [by Arthur H. Pursell]. [Sept.1959.] [2]+ 
9p.il. * Paper, 10c. @ Item 64 
L.C. card Agr 59-313 A 89.4/2:16 


News for farmer cooperatives, reprints. [Processed.] 7 


150. 
177. 


Civil 


C-13 


I. 


A 89.8/a : (nos. ) 


Cooperatives and agricultural integration, sec. C; [articles]. Aug. 1959. 
24p.il.4° [From Aug. 1958—Aug. 1959 issues. 

Co-op role in Federal mi k orders, 25 years of publie service; [by Donald R. 
Davidson]. July 1959. [4] p. il. 4° [From July 1959 issue. ] 


FEDERAL AVIATION AGENCY 


aeronautics manuals. [Issued in loose-leaf form.] ® Item 431- 
FAA 1.34: (nos. ) 


Certification, identification, and marking of aircraft and related products; 
Mar. 1959. [1959.] ix+ [93] p. il. 4° * Paper, $1.00 (including basic 
manual and suppleinentary service), 35c. additional for foreign mailing. 
L.C. card 59-6403 

Anase airworthiness, normal, utility, and acrobatic categories; Mar. 1959. 

[1959.] xviii+[154] p. il. 4° * Paper, $1.50 (including basic manual 
and supplementary service), 50c. additional for foreign mailing 


. Airplane airworthiness transport categories; Mar. 1959. 11959.) xviii+ 


[316] p. il. 4° * Paper, $1.50 (including basic manual and supplementary 
service), 50c. additional for foreign mailing. 

Glider airworthiness; Aug. 1959. [1959.] cover title, [1]+i+3 p. 4° 
[Text on p. 2 of cover.] * Paper, 10c. 

Rotoreraft airworthiness, normal category; Mar. 1959. [1959.] [2]+x+ 
68] p. 4° * Paper, 45c. 

Aircraft airworthiness, restricted category; Mar. 1959. [1959.] [2]+xv+ 
[126] p.il.4° * Paper, 70c. 

Aircraft airworthiness, limited category; Aug. a. _ aoe cover title, 
{1]+i+1 p. 4° [Text on p. 2 of cover. ] * Paper, 1 


. Aircraft propeller airworthiness; Mar. 1959. Ste {2]1+vi+16 p. 4° 


* Paper, 15c. 


5. Parachute rigger certificates ; Aug. 1959. [1959.] cover title, [1]+i+5 p. 


4° [Textonp.2 of cover.] * Paper, 15c. 


. Scheduled air carrier helicopter certification and operation rules; Aug. 1959. 


cover title, [1]-+iii+20 p. 4° [Text on p. 2 of cover.) * Paper, 25c. 


4 Air agency certificates ; ine 1959. [1959.] cover title, [2]+iv-+41 p. il. 4° 


* Paper, 35c. 


. Ground ee rating; Aug. 1959. [1959.] cover title, [1]+-iii+2 p. 4° 


* Pape 


10c. 
2. Repair “oaation certificates; Aug. 1959. [1959.] cover title, [2]+iv+39 p. 


4° * Paper, 35c. 


. Mechanic po certificates ; Ang. 1959. [1959.] cover title, [1]-+iv+ 23 p. 


4° * Paper, 30c. 


54. Parachute loft certificates and ratings: Aug. 1959. [1959.] cover title, 


Civil 


1-2. 


6-4. 


7-4. 


{1]+i+6p.4° [Texton p.2 of cover.] * Paper, 15c. 


air regulations amendments. [Processed.] ¢ C 31.209 : (nos. ) 


Certification, identification, and marking of aircraft and related products: 
Airworthiness certification requirements for other than newly manufac- 
tured aircraft ; effective Oct. 1, 1959. Aug. 24,1959. 1 p. 4° 

. Airplane airworthiness, transport categories: Miscellaneous amendments 
resulting from 1958 airworthiness review ; effective Oct. 1, 1959. Aug. 
24,1959. 5p. il. 4° 

Rotocraft airworthiness, normal category: Miscellaneous amendments re- 
sulting from 1958 annual airworthiness review, effective, Oct. 1, 1959. 
Aug. 24,1959. 3p. 4° 

Rotocraft airworthiness, transport categories: Miscellaneous amendments 
resulting from 1958 annual airworthiness review, effective Oct. 1, 1959. 
Aug. 24,1959. 3p. 4° 

Aircraft engine airworthiness: Miscellaneous amendments resulting from 
1958 annual airworthiness review, effective Oct. 1, 1959; issued Aug. 24, 
1959. [1959.] 2p. 4° 

Physical standards for airmen, medical certificates: Amendment of med- 
ical standards ; effective Oct. 15, 1959. Sept. 4, 1959. 4p. 4° 

. Scheduled interstate air carrier certification and operation rules: Dele- 
tion of certain definitions, effective Aug. 13, 1959; issued Aug. 7, 1959. 
[1959.] 1p. 4e 

. Scheduled interstate air carrier certification and operation rules: Fre- 

> aR ~ gee proficiency checks, effective Oct. 29, 1959. Sept. 24, 
5 p. 
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16305 


16306 


16308 
16309 


16310 


16311 


16312 


16314 


16315 


GOVERNMENT PUBLICATIONS 


41-25. Certification and operation rules for scheduled air carrier operations out- 
side continental limits of United States: Extension of compliance date 
for oxygen system requirements for turbine-powered airplanes, effective 
July 29,1959. July 29,1959. 1 p. 4¢ 

41-26. Certification and operation rules for scheduled air carrier operations out- 
side continental limits of United States: Frequency of pilot proficiency 
and line checks, effective Oct. 29, 1959. Sept. 24,1959. 1 p. 4° 


Federal-aid airport program, policies and programming standards. Sept. 
1959. v+26p. *Paper,15c. © Item 431-C-8 
L.C. card 48-46761 FAA 1.2: Ai 7/3 


Pilot’s philosophy for space age, address by E. R. Quesada, administrator, 
Federal Aviation Agency, before annual banquet meeting of Society of 
Experimental Test Pilots, Beverly Hills, Calif., Oct. 10, 1959. [1959.] 
6 leaves, 4° [Processed.] 7 FAA 1.12:Q3 

Regulations of administrator. 
pt. 514. See, below, Technical standard order C10b. 


Some abe’s of air traffic management. Apr. 1959. [1]+14 p.il.12° [Text 
on p. 2 of cover.] + @ Item 431—C-8 FAA 1.2: T 67 


Statistical study of U.S. civil aircraft, as of Jan. 1959. July 1959. v+42 
p. il. 4° [An Errata sheet, 2 p., was issued also.] * Paper, 35c. © Item 
431-C-19 
L.C. card 59-62493 FAA 1.32/2 : 959 


Summary of supplemental type certificates and approved replacement 
parts; Apr. 1, 1959. [1959.] cover title, i+[3]+245 p. 4° [Issued in 
loose-leaf form.] * Paper, $1.75 (including basic manual and monthly 
supplements for an indefinite period) ; 50c. additional for foreign mail- 
ing. @ Item 431—A-5 
L.C. card 59-6215§ FAA 1.14: 959 


Technical standard order TSO (series). [Processed.] 7 
C10b. Regulations of administrator, pt. 514, Altimeter, pressure actuated, sensi- 
tive type [effective Sept. 1, 1959]. [Aug. 27, 1959.] 2+8 p. 4° [In- 
cludes Aeronautical standard 392C, Aug. 1, 1947, revised Feb. 1, 1959, 


copyright 1959 by Society of Automotive Engineers, Inc.] 
FAA 1.38: C 10b 


FEDERAL COMMUNICATIONS COMMISSION 


Statistics of principal domestic and international telegraph carriers report- 
ing annually to Commission, as at Dec. 31, 1958 and for year then ended. 
[1959.] 4 leaves, oblong 8° [Processed.] 7 
L.C. card 56-60371 CC 1.41: 958 


FEDERAL DEPOSIT INSURANCE CORPORATION 


Report. 
51. Assets, liabilities, and capital accounts, commercial and mutual savings 
banks, June 10, 1959. [1959.] cover title, 68 p. oblong 8° [Processed.] + 
L.C. ecard 34-282389 Y 3.F 31/8: 9/51 


FEDERAL EXTENSION SERVICE, Agriculture Dept. 


Extension Service circulars. 7+ A 43.4: (nos.) 
523. Extension supervision: pt. 2, Criteria and performance [with bibliography : 
by Mary L. Collings]. Sept. 1959. cover title, 15 p. il. 4° [Text on p. 2 

of cover.] 

526. Feeding the family, some problems reported in national study of home 
demonstration members ; [by Jewell G. Fessenden and Evelyn B. Spindler]. 
[1959.] cover title,10p.4° [Processed.] 

528. These are women who are members of home demonstration organizations in 
United States, report from national study of home demonstration mem- 
bers; [by Jewell G. Fessenden and members of Division of Home Economics 
Programs]. [1959.] cover title, 16 p. 4° [Processed.] 
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16318 


16319 


16320 


16321 


16322 


16323 


16324 


16325 


16326 


16327 


16328 


16329 


16330 
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FEDERAL HOME LOAN BANK BOARD 


Insured savings and loan associations Government underwritten mortgage 


holdings, Dee. 31, 1958. [1959.] 4+ [1] p. 4° [Processed.] 7 
FHL 1.2: In7 


FEDERAL HOUSING ADMINISTRATION, Housing and Home 
Finance Agency 


Amortization and mortgage insurance premium tables for home mortgages 
to be insured under National housing act. Revised Sept. 1959. [1959.] 
37 p. 4° (FHA no. 2042B.) * Paper, 25c. @ Item 589 
L.C. card 55-61922 HH 2.2: Am 6/959 

FHA story in summary, 1934-59; [compiled by Office of Public Informa- 
tion]. [1959.] [3]-+22+[4] p. il.1 por.4° (FHA 375.) * Paper, 20c. 
@ Item 589 
L.C. card 59-62375 HH 2.2: F 31/3 

[Information for home-buying serviceman, revised Sept. 1958, insert.] 


[Revised Oct. 1959.] [1959.] [2] p. narrow 8° (FHA 895.) 7 
HH 2.2: Se 6/958/insert 


Technical circular. 
7. Heat loss calculations. Revised Aug. 1959. [1959.] [2]+58 p. il. <. [Is 
sued with perforations.] * Paper, 40c. @ Item 593-A TH 2.1 2:7/2 
221, relocation housing. Sept. 1959. [8] p. il. narrow 8° * Paper, $3.00 
per 100; single copy, 5c. @ Item 589 HH 2.2: R 27/959 


FEDERAL MARITIME BOARD, Commerce Dept. 


Federal Maritime Board, Maritime Administration, SP (series). 


59-22. Economic and defense role of U.S. ports, remarks by Howard J. Marsden, 
port development officer, Maritime Administration, Department of 
Commerce, at luncheon of San Francisco Propeller Club, San Francisco, 
Calif., Oct. 21,1959. [1959.] 7Tp.4° [Processed.] + 

C 39.109/2 : 59-22 


FEDERAL NATIONAL MORTGAGE ASSOCIATION, Housing and Home 
Finance Agency 


Exchange of FNMA-owned mortgages for United States 234 percent treas- 
ury bonds, investment series B, 1975-80. Oct. 21,1959. [2]+9p.4° #7 
@ Item 594-A HH 6.2: M 84/3 


FEDERAL POWER COMMISSION 


Federal Power Commission reports, opinions, decisions, and orders, v. 14, 
Jan. 1—Dee. 31, 1955. 1959. xxxvii+[1]+1279 p. map. * Cloth, $4.50. 
® Item 438 
L.C. ecard 40—29138 FP 1.20: 14 

Forms and publications lists, Aug. 1959. [1959.] 2p.4° [Processed.] Tf 

FP 1.26: 959-3 

FPC R (series). 


58. Typical electric bills, typical net monthly bills as of Jan. 1, 1959, for resi- 
dential, commercial, and industrial services. [1959.] xi+ 102 p. il. 4° 


* Paper, 60c. @ Item 438-A 
L.C. eard 55-59157 FP 1.10: 58 
National electric rate book: Arizona. Sept. 1959. [2]+9 p. 4° [Super- 


sedes issue of Aug. 22, 1958.] * Paper, 25c. @ Item 437-—A-2 
FP 1.18: Ar 41/959 


—— Louisiana. Aug. 1959. [3]+21 p. 4° [Supersedes issue of July 15, 
1958.] * Paper,25ce. @ Item 437-—A-16 FP 1.18: L 93/959 
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GoveRNMENT PuBLicaTIONS 


National electric rate book: Oklahoma. Aug. 1959. [2]+-20 p. 4° [Su- 


persedes issue of Aug. 6, 1958.] * Paper, 25c. @ Item 437-A-34 
FP 1.18: Ok 4/959 


16332 Pennsylvania. Sept. 1959. [2] leaves+31 p. 4° [Supersedes issue 
of July 31, 1958.] * Paper, 25c. @ Item 487-A-36 FP 1.18: P 38/959 


16333 —- Utah. Aug. 1959. [2]+9p.4° [Supersedes issue of Aug. 18, 1958. | 
* Paper, 25c. © Item 487—A-42 FP 1.18: Ut 1/959 


16334 ___ Virginia. Sept. 1959. [2]+16 p. 4° [Supersedes issue of Sept. 5, 
1958.] * Paper, 25c. © Item 437—A-44 FP 1.18: V 81/959 


Principal electric facilities [maps], 1958. 1959. (Bureau of Power.) 
{Each includes plant list and ownership list. Based on information 
to June 30, 1957.) FP 1.13: El 2/2/958/ (nos. ) 


16335 1. Northeastern ieageel. Scale 100 mi.=3.15 in. 28x43in. * Paper, 20c. 


L.C. eard Map 53— 
Insets: Baltimore area—Boston area—Buffalo area—Dist. of Columbia 


area—Key map—New York City area—Oswego area—Philadelphia area- 
Pittsburgh area—Providence area—Rochester area—Safe Harbor area--- 
Scranton, Wilkes-Barre area—Springfield area. 

16336 . Great Lakes. Scale 100 mi.=3.15 in. 28 x 43 in. * Paper, 20c. 


L.C. card Map 53-136 
Insets: Chicago area—Cincinnati area—Cleveland area—Detroit area— 


Gary area—Green Bay Se ee a SS 
ee area—Toledo area—Youngs- 


town area. 
16337 . North Central region. — 100 mi.=3.15 in. 43 x 28 in. * Paper, 20c. 


L.C. ecard map 53-1 
Insets: Duluth EE City area—Key map—Minneapolis-St. Paul 


area—St. Louis area. 
16338 . Northwestern region. * ae 100 mi.=3.15 in. 28x43 in. * Paper, 20c. 


L.C. card map 53-13 
Insets: Eugene area—Key map—Portland area—Seattle-Tacoma area. 


16339 . Southwestern region. Scale 100 mi.=2.5 in. 28 x 55 in. * Paper, 25c. 


L.C. card map 53-136 
Insets: Big Creek area—Key map—Los Angeles-San Bernardino area— 


Phoenix area—Sacramento area—San Francisco area. 
16340 . South — [re “ace Scale 100 mi.=3.15 in. 28 x 43 in. * Paper, 20c. 


L.C. ecard ma 
Insets : Ft. Worth-Dallas area—Houston area—Key ma 
16341 . Southeastern region. _— 100 mi.=3.15 in. 28 x 43 in. * Paper, 20c. 


L.C. card map 53-136 
Insets: Birmingham area—Charleston area—Chattanooga area—Key map- 


Memphis area—Mobile area. 
16342 8. Alaska, Hawaii & Puerto Rico. Scales vary. 28 x 43 in. * Paper, 20c. 


L.C. card map 53-136 
Insets: Juneau area—Ketchikan area—Location map [Alaska]—Oahu— 


aui. 
FEDERAL RESERVE SYSTEM BOARD OF GOVERNORS 


16343 Federal reserve par list, Oct. 1959. n.p. [1959.] [2]+40 p. map, 4° [Su- 
persedes Oct. 1958 issue and supplements thereto.] 7 FR 1.9: 959 


16344 Historical supplement to Federal reserve chart book on financial and busi- 
ness statistics ; Sept. 1959. [Sept. 3, 1959.] cover title, 128 p. il. oblong 
8° [Processed.] + Paper, 60c., in quantities of 10 or more for single 
shipment, 50c. each. 

L.C. card 50-13379 FR 1.30/2 : 959 


16345 Interest rates and financial management [address] by C. Canby Balder- 
ston, vice chairman, Board of Governors of Federal Reserve System at 
convention of National Association of State Auditors, Comptrollers and 
Treasurers, Philadelphia, Pa. Sept. 18, 1959. [1959.] [1]+10+2 
leaves, 2 pl. 4° [Processed.] + FR 1.23: B 19/6 


16346 Past, present, and future, address by A. L. Mills, jr., member, Board of 
Governors of Federal Reserve System at 58th annual convention, Na- 
tional Association of Supervisors of State Banks, Hollywood-By-the- 


Sea, Fla., Oct. 21, 1959. [1959.] [1]+10 p. 4° [Processed.] 7 
FR 1.23: M 62/2 
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bulletin Aug. 1959.) + FR 1. 


Regulations (series). 


16348 Q. Payment of interest on deposits, amendment, effective . 2. 
lp. [Processed.] 7 FR 












FSC group 91, fuels, lubricants, oils; effective July 1, 
{1]+8 p. (National Buying Division.) {+ @ Item 564 


16350 Federal specifications. @ Item 563 











found in the Appendix to the August 1959 issue of the Monthly Cata 
number 11135. 


Federal standards. 











[Issued with perforations. ] 





G 







regional office. 







std. 23, Sept. 2, 195 + Paper, 10c. 






issue in effect. Supersedes Int. Fed. std. 0025a, Sept. 9, 
std. 25, Sept. 2, 195. + Paper, 5 







issue in effect. ' Supersedes Int. Fed. std. 0026c, Jan. 16, 
std. 26b, July 30,1958.] 7 Paper, 5c. 

16354 29b. Wardrobe, wood (general office) ; Sept. 3, 1959. [1959. 
W-131, issue in effect. Supersedes Int. Fed. std. 002 a, 
and Fed. std. 29, Aug. 21,1953.] f{ Paper, 5c. 











16356 Table, wood (executive office) ; Sept. 3, 1959. [1959.] 2 






Fed. std. 42, Mar. 30,1954.) f Paper, 5c. 

16357 82b. ‘Table, office, steel (genernt 0 office) ; Sept. 3, 1959. [1959.] 
T-91, issue in effect rsedes Int. Fed. std. 0082a, 
and Fed. std. 82 , May 138, 1! 55.) + Paper, 5c. 






[ Incorrectly designated Federal s ecaSea tion. AA-—F-350, 





1955. 
Filing cabinet, steel, legal, and letter size (vertical); S 





16359 


© 
ou 
ad 






std. 95, Fed. 21,1956.] + Paper, 5c. 







Bet. 9, 1961) t Paper, 5e. 






—553, issue in 
Sept. 9, 1957, and Fed. std. 31, Sept. 2, 1953.] + Paper, 5c 
16362 110a. ~<— straight and rotary aluminum (general office); S 
959.] 2 p. 4° [AA 00275 (GSA-FSS), issue in 
Scbea Int. Fed. std. 00110, Sept 9,1957.] + Paper, 5e. 









9,1957.] tf Paper, 5c 
16364 751. Stitches, seams, and stitchings ; ANG, 14, 1959. [1959.] c 
. il. 4° [Supersedes Fed. spec. DDD-S-—751, Mar. 4, 19 
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FEDERAL SUPPLY SERVICE, General Services Administration 


@ Item 563 


16355 81. oe metal, general office, cancellation ; Sept. 11, 1959. 1959. 1 p. 





16361 106a. Costumer, bey ve, apparel, steel aomeees office) ; Sept. 11, 1959. 
2 p. 4° Supersedes Int. Fed. std. 00106, 





16347 Quarterly presentation of flow of funds, saving, and investment. n.p. 
[1959.] 828-859+-1046-62+[1] p. 4° [Reprinted from Federal reserve 


3/a: F 669/959 


1959. [1959. 
6 : 937/Q/amdat. 





16349 Contractors service-station deliveries of gasoline, Federal supply schedule, 


1959. [1959.] 
GS 2.2: C 76 


GS 2.8: 


Note.—These specifications are now so completely covered by the Index of Federal 
Speseevetieaes standards, and handbooks with cumulative monthly supplements, that 
sting in the Monthly Catalog of United States Government Publications represents 
unnecessary and wasteful duplication of effort. For that reason they will no longer 
be listed. Complete information on the Index of Federal specifications will be 


log under Entry 






S 2.8/3 : (nos. ) 


Note.—Federal standards may be purchased from the General Services Adminis- 
tration, Business Service Center, Region 3, 7th and D Streets, SW., Washington 25, 
.C. All checks and money orders should be made payable to the "Treasurer of the 
United States. Single copies are available without charge at the nearest GSA 


16351  28b. Locker, clothing (steel); Sept. 3, 1959. [1959.] 2 p. 4° [AA~—L-486, 
issue in effect. Su upersedes Int. Fed. std. 0023a, Sept. 9, 1957, and Fed. 


16352 25b. Settee, wood et office) ; Sept. 3,1959. [1959.] 2p.4° [AA-S—256, 


1957, and Fed. 


16353 26d. Stand, dictionary, wood; Sept. 3, 1959. [1959.]_ 2 p. 4° [AA-S-671, 


1959, and Fed. 


2p. 4° [A 
Sept. 9, (907, 








p. 4° [AA-T- 


108, issue in effect. Supersedes Int. Fed. std. 0042a, Sept. 9, 1957, and 


2p.4° [AA- 
Nov. 14, 1957, 


16358 86b. Filing cabinet, steel, card size (desk use) ; Sept. 3, 1959. [1959.] 2 4° 


issue in effect. 


Supersedes Int. Fed. std. 0086a, Sept. 9, 1957, and Fed. std. 86, Aug. 9, 


ept. 11, 1959. 


{1959.] 2p. 4° TAA A-F-00359 GSA-FSS), issue in effect, AA—F-359, 
issue in effect. Supersedes Int. Fed. std. 0095a, Sept. 9, 1957, and Fed. 


16360 96a. a Yew a and plan, steel (sectional) ; Sept. 8, 1959. [1959.] 
4° A-F-360, issue in effect. Supersedes Int. Fed. std. 0096, 


[1959.] 


ept. 11, 1959. 
effect. Super- 


16363 112a. Stand, office machine, steel; Sept. 11, 1959. [1959.] 2 p. 4° [AA-S- 
00680 (GSA-FSS), issue in effect. Supersedes Int. Fed. std. 00112, Sept. 


over title, 144 
30.] 7+ Paper, 
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Federal supply schedule, FSC group. + GS 2.7/4: (nos. ) 

16365 53. Hardware and abrasives, pt. 1 (formerly class 42, pt. 1), FSC class 5335, 
Metal screening, FSC class 5340, Miscellaneous hardware, FSC class 5350, 
Abrasive materials, GSA region 3, District of Columbia, Maryland, Vir- 
ginia, and West Virginia, Oct. 1, 1959-Sept. 30, 1960. [1959.] 16 p. 4° 
(Control no. 97, Code 58-3.) [Processed. Also includes certain items 
in FSC class 8135, Packaging and packing bulk materials.1 

16366 56. Construction and building materials, pt. 2 (formerly class 32), FSC class 
5640, Thermal insulation materials, Nov. 1, 1959—Oct. 31, 1960; prepared 
by National Buying Division. [1959.] 8 p. 4° (Control no. 33, Code 
84—-N.) [Processed. Also includes certain items in FCC class 9350, 
Refractories and fire surfacing materials. ] 

16367 81. Containers, packaging, and packing supplies (formerly class 39), FSC class 
8115, Boxes, cartons, and crates, FSC class 8135, Packaging and packing 
bulk materials, GSA region 3, District of Columbia, and Maryland, Vir- 
ginia, and West Virginia, Oct. 1, 1959—Mar. 31, 1960; prepared by GSA, 
region 8. [1959.] 6 p. 4° (Control no. 96, Code 56-3.) [Processed. 
Also includes certain items in FSC class 5510, Lumber and related basic 
wood materials. ] 

16368 87. Agricultural supplies, pt. 2 (formerly class 67, pt. 2), FSC class 8730, Seed, 
GSA region 8, District of Columbia, Maryland, Virginia, and West Vir- 
ginia, Sept. 15, 1959—Mar. 14, 1960; [prepared by GSA region 3]. [1959.] 
9 p. 4° Control no. 118 ; Code 83-3.) [Processed.] 


Guide to specifications and standards of Federal Government. [1959.] 


[2]+ii+38 p.il. 7 
L.C. card 52-61969 GS 2.6/3: Sp1 


FISH AND WILDLIFE SERVICE, Interior Dept. 


C.F.S. (series). [Processed.] 7 I 49.8/2 : (nos. ) 
2133. Middle Atlantic fisheries, 1958, annual summary. [1959.] 5 p. il. 4° 
2165. Gulf fisheries, 1958, annual summary. [1959.] 12 p. il. 4° (Bureau of 

Commercial Fisheries. ) 


Commercial fisheries review, separate. [Processed.] + 1I49.10/a:(nos.) 


551. Shrimp explorations off southeastern coast of United States 1956-58 [with 
list of literature cited] ; by Harvey R. Bullis, jr., and Warren F. Rathjen. 
{1959.] 20 p.il.,15tab.,4° [From v. 21, no. 6, June 1959.] 

. Shrimp exploration in central Alaskan waters by M/V John N. Cobb, July—- 
Aug. 1958 [with list of literature cited]; by Melvin R. Greenwood. 
[1959.] 13p.il.,4tab.,4° [From v. 21, no. 7, July 1959.) 

. Current status of Inter-American Development Bank; by Raymond E. 
Steele. [1959.] p.14-15,4° [From v. 21, no. 7, July 1959.] 

. Research in service laboratories: Proximate composition of Gulf of Mexico 
industrial fish, pt. 3, Fall studies (1958) [with list of literature cited], 
by Mary H. Thompson, [Technical note 54, Dicarbonyl compounds as 
component of fish odor, with list of literature cited; by George F. Man- 
gan, jr.J. [1959.] p. 16-23, il. 4° [From vy. 21, no. 7, July 1959.] 

16376 556. Construction and catch selectivity of albacore gill nets used in Central North 
Pacific [with list of literature cited] ; by Joseph J. Graham and Herbert 
J.Mann. [1959.] 6p.il.4° [From v. 21, no. 8, Aug. 1959.] 

16377 . Nutritional values of fish-meal proteins and their relation to processing 
variables [with list of literature cited]; by C. R. Grau [and others]. 
{1959.] p. 7-12, il.4° [From v. 21, no. 8, Aug. 1959.] 

16378 58. Research in service laboratories: Canned tuna quality improvement studies; 
Chemical composition of Pacific Coast fish and shellfish: [Control of drip 
in chilled and frozen fishery products; Freezing and cold storage of 
Pacific oysters and fresh-water fish ; New products from fish oils; Studies 
on chemical compounds formed during spoilage of fish]. [1959.]  p. 13— 
17,4° [From v. 21, no. 8, Aug. 1959.] 


Fishery bulletin. 
16379 156. Age and growth of redfish (Sebastes marinus) in Gulf of Maine [with list 
of literature cited] ; by George F. Kelly and Robert S. Wolf. 1959. iv+ 
31 p.il.4° [From v.60.] * Paper, 30c. @ Item 611 
L.C. card Int 59-87 149.27 : 156 


Fishery leaflets. [Processed.] 7 T 49.28 : (nos. ) 

16380 14. Pacific salmon [with list of library references]. Revised Dec. 1958. 
[1959.] [1]+10p.4° (Bureau of Commercial Fisheries. ) 

16381 449. Organizations and officials concerned with commercial fisheries, 1959. 
Washington, D.C., July 1959. [1]+18 p. il. 4° [Processed.] 

16382 476i. Canned fish retail prices, June 1959; prepared in Bureau of Commercial 
Fisheries, Branch of Market Development. [1959.] iv+23 p. 4° 

16383 478g. Canned fish, consumer purchases, June 1959; prepared in Bureau of Com- 
laa Fisheries, Branch of Market Development. [1959.] v+26 p. il. 
o 
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16384 478h. Canned fish consumer purchases by family characteristics (Oct. 1958—Mar. 
1959) ; prepared in Bureau of Commercial Fisheries, Branch of Market 
Development. Aug.1959. ix+45 p. il. 4° 

16385 487. Spiny lobster gear and fishing methods [with list of selected references] ; 
by C. E. Cope. Washington, June 1959. [1]+iv+17 p. il. 4° (Bureau 
of Commercial Fisheries.) [Drawings by Boris O. Knake.] 


[Refuge leaflet.] [Processed.] 7 
16386 27. Mud Lake National Wildlife Refuge. [1959.] 4 p. il. 4° 1 49.44: 27 


Regulatory announcement. 


16387 61. Migratory bird regulations, 1959-60. Sept. 1959. 32 p. il. (Bureau of 
port Fisheries and Wildlife.) * Paper, 15c. @ Item 613 I 49.24: 61 


Special scientific report: Fisheries (series). [Processed.] f 
I 49.15/2 : (nos. ) 


16388 294. Progress report on Alaska fishery management and research, 1958 ; prepared 
by staff of Alaska region Bureau of Commercial Fisheries. Washington, 
D.C., June 1959. iv+28 p. il. 4° [Text on p. 3 of cover.] 
L.C. card Int 59-119 

16389 . Experimental fishing to determine distribution of salmon in north Pacific 
Ocean and Bering Sea, 1956 [with list of literature cited]; by Mitchell 
G. Hanavan and George K. Tanonaka. Washington, D.C., May 1959. 
iv+22 p. il. 4° (Bureau of Commercial Fisheries.) [Contribution no. 
10 to research conducted with approval of United States section of Inter- 
national North Pacific Fisheries Commission. Text on. p. 2 of cover.] 

16390 3. Survey of United States shrimp industry, v. 2 [with lists of selected refer- 
ences] ; prepared in Branch of Economics, Bureau of Commercial Fisheries. 
Washington, D.C., June 1959. x-+167 p. il. 4° 

16391 . Ecology of Sheepscot River estuary [with list of literature cited], by Alden P. 
Stickney. Washington, D.C., May 1959. iv+21 p. il. 4° (Bureau of 
Sport Fisheries and Wildlife.) 
L.C. card Int 59-94 


Wildlife leaflet. [Processed.] 7 
16392 410. Fur catch in United States, 1958; compiled in Bird and Mammal Labora- 
tories, Branch of Wildlife Research, Bureau of Sport Fisheries and Wild- 
life. Aug. 1959. 3 p. 4° I 49.13 : 410 


FOOD AND DRUG ADMINISTRATION, Health, Education, 
and Welfare Dept. 


16393 General regulations for enforcement of Federal food, drug, and cosmetic 
act, title 21, pt. 1, insert. [1959.] 1 p. 4° [Processed. Reprinted 
from Federal register of July 2, 1959.) 7 FS 13.106/2 : 1/insert 


FOREIGN AGRICULTURAL SERVICE, Agriculture Dept. 


[Foreign Agricultural Service miscellaneous] FAS—M (series). 7 
A 67.26: (nos. ) 

16394 62. West Africa’s fats and oils industry [with bibliography; by Calvin C. Spils- 
bury]. Sept.1959. [1]+42p.il.4° © Item 76-G 
L.C. ecard Agr 59-328 

16395 64. Notes on agricultural economies of countries in Africa : 2, Central and Western 
Africa. Sept. 1959. ii+53p.il.4° @ Item 76-G 
L.C. ecard 59-61792 

16396 70. Notes on agricultural economies of 7 East European countries; [prepared by 
European Analysis Branch]. Oct. 1959. [2]+14 p. 4° [Processed.] 
L.C. card Agr 59-324 


Foreign agriculture report. 
16397 115. Communist China’s agriculture, production, trade, and policy developments 
affecting U.S. farm products in world markets; [by Hughes H. Spurlock]. 
[Oct.1959.] iv+50p. * Paper, 20c. @ Item 76-E 
L.C. ecard Agr 59-326 A 67.16 :115 


FOREIGN COMMERCE BUREAU, Commerce Dept. 


16398 Large cocoa crop spurs Ghana economy. [1959.] 1 p. 4° [Processed. 
Reprint from Foreign commerce weekly, Sept. 21, 1959.] 7 
C 42.8/a: C 647 


16399 Sending gift packages to Algeria. [Sept. 1959.] 2 p. 4° [Processed.] 
+ Paper, 10c. C 42.2: A 3/959 
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Sending gift packages to Bolivia. [Sept. 1959.] 2 p. 4° [Processed.] 
+ Paper, 10c. C 42.2: B 63/959 


Sending gift packages to Brazil. [Sept. 1959.] 2 p. 4° [Processed.] 
+ Paper, 10c. C 42.2: B 73/959 


Sending gift packages to British East Africa. [Sept. 1959.] 2 p. 4° 
[Processed.] + Paper, 10c. C 42.2: B 77/959 


Sending gift packages to Burma. [Sept. 1959.] 2 p. 4° [Processed.] 
{ Paper, 10c. C 42.2: B 92/959 


Sending gift packages to Chile. [Sept. 1959.] 3 p. 4° [Processed.] 
t Paper, 10c. C 42.2: C 43/959 


Sending gift packages to Cyprus. [Sept. 1959.] 2 p. 4° [Processed.] 
¢ Paper, 10c. C 42.2: C 99/2/959 


Sending gift packages to Ecuador. [Sept. 1959.] 2 p. 4° [Processed.] 
+ Paper, 10c. C 42.2: Ee 9/959 


Sending gift packages to El Salvador. [Sept. 1959.] 2p.4° [Processed.] 
+ Paper, 10c. C 42.2: Sa 3/959 


Sending gift packages to Federation of Malaya. [Sept. 1959.] 2 p. 4° 
[Processed.] + Paper, 10c. C 42.2: M 29-959 


Sending gift packages to Gabon Central Africa, Chad, and Congo. [Sept. 
1959.] 2p. 4° + Paper, 10c. C 42.2:G11 


Sending gift packages to Greece. [Sept. 1959.] 2 p. 4° [Processed.] 
+ Paper, 10c. C 42.2: G 81/2/959 


Sending gift packages to Guatemala. [Sept. 1959.] 2 p.4° [Processed.] 
+ Paper, 10c. C 42.2: 493 


Sending gift packages to Iran. [Sept.1959.] 2p.4° [Processed.] + Pa- 
per, 10c. C 42.2: Ir 1/959 


Sending gift packages to Ireland. [Sept. 1959.] 4 p. 4° [Processed.] 
+ Paper, 10c. C 42.2: Ir 2/959 


Sending gift packages to Israel. [Aug. 1959.] 2 p. 4° [Processed.] 
{ Paper, 10c. C 42.2: Is 7/959 


Sending gift packages to Pakistan. [Sept. 1959.] 2 p. 4° [Processed.] 
t Paper, 10c. C 42.2: P 17/959 


Sending gift packages to Philippines. [Sept. 1959.] 2 p.4° [Processed.] 
+ Paper, 10c. C 42.2: P 53/959 


Sending gift packages to Singapore. [Sept. 1959.] 2 p. 4° [Processed.] 
+ Paper, 10c. C 42.2: Si6 
Sending gift packages to Turkey. [Sept. 1959.] 2 p. 4° [Processed.] 
+ Paper, 10c. C 42.2: T 84/959 
World trade information service; pt. 1, Economic reports. [Issued irregu- 
larly.] * Paper, $6.00 a yr., $3.75 additional for foreign mailing; single 
copy each 10c. (1-3 yr. subs.) © Item 231-B C 42.13/1 : (nos. ) 


59-70. Establishing business in Argentina; [prepared by American Republics 
Division, Office of Economic Affairs] [Aug. 1959.] 22 p.4° * Paper, 


10c. 
59-72. Estabiishin business or Iran [with eipliegrenny prepared by Leslie A. 


eforth]. [Sept. 1959.] 10 p. 4° 
Nov. 1955.] s tel 10e. 
World trade information service; pt. 2, Operations reports. [Issued irreg- 
ularly.] * Paper, $6.00 a yr., $5.00 additional for foreign mailing ; single 
copy each 10c. (1-8 yr. subs.) © Item 231-B C 42.13/2 : (nos.) 
59-67. Licensing and exchange controls, yma [prepared by Richard P. 
Rice]. [Sept. 1959. 4p.4° * Paper, 10¢. 

59-68. Import tariff system of Finland; [prepared in nha ogg ” - sespgeaae Office 
of Economic Affairs]. Sept. 1959. 1p.4° * Paper 

59-69. Living conditions in Liberia; [prepared by Delbert 0. Gordon}. [Sept. 
1959.] 4p.4° * Paper, 10c 


[Supersedes pt. 1, no. 55-100, 
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World trade information service: pt. 3, Statistical reports. [Issued irreg- 
ularly.] * Paper, $6.00 a yr., $2.50 additional for foreign mailing ; single 
copy each 20c, (1-3 yr. subs.) @ Item 231-B C 42.13/38 : (nos. ) 

16424 59-30. United States trade with major world areas Jan._June 1959; [prepared 
im International Economic Analysis Division, Office of Economic Af- 

fairs]. [Sept. 1959.] 4 p. 4° * Paper, 20c. 
16425 59-31. gr et in relation to U.S. production, 1958 and comparisons with 1939, 
954-57 ; [prepared by Muriel S. Moore]. [Sept. 1959.) [8] p. il. 4° 
16426 59-32. Total export and import trade of United States, Jan.—July 1959; [pre- 
pared in International Economic Analysis Division, Office of Economic 

Affairs]. [Sept. 1959.] 4p.4° * Paper, 20c. 


FOREST SERVICE, Agriculture Dept. 


California Forest and Range Experiment Station. 


Norre.—The name has been changed to Pacific Southwest Forest and Range Ex- 
periment Station. 
See below for publications. 


Central States Forest Experiment Station: Technical paper. [Processed.] 


16427 163. How Caloans choose their Christmas trees; [by] Kenneth L. Quigley, Glen 
H. Mitchell. Sept. 1959. cover title, [2]+7 p. il. 4° [Prepared in 

cooperation with Ohio Agricultural Experiment station. ] A13.68/7: 163 

16428 Forest and forest-land problems of southwestern Oregon [with list of 
literature cited]; by G. L. Hayes. June 1959. [5]+54 p. il. 4° (Pa- 

cific Northwest Forest and Range Experiment Station.) [Processed. 

Text on p. 2 of cover.] 7 A 13.66/2 : F 76/3 


Forest pest leaflets. © Item 82-A A 138.52 : (nos. ) 
16429 41. ad i Me moth [with list of references] ; by Philip B. Dowden and H. L. Blais- 
Sept. 1959. 4 p. il. 4° * Paper, 5c 
L.C. card Agr 59-318 
16430 42. Elytroderma needle blight of Fe ge pine [with list of references]; by 
T. W. Childs. Sept. 1959. Paper, 5c. 
Forest Products Laboratory: [Reports.] [Processed:] 7 
A 13.27/14: (nos) 
16431 564. Partial list of reference ig on pulp and paper. Revised May 1959. 
[1959.] cover title, 6 p. 4 
16432 1275. oo th tests of spliced sh al [by E. C. O. Erickson]. Revised June 1959. 
959.] cover title, 6+ [2] p 
16433 2158. om agi bw A capacity of deck heute for general- Pt pallets; [by 
T. B. Heebink]. Aug. 1959. cover title, 10+ [4] p. 4° [Includes 
8 = calculators to be used to compute load- as capacity of 
palle 
Guide to Susanville Research Center. [1959.] cover title, 12 p. il. (Pa- 
cific Southwest Forest and Range Experiment Station.) [Processed.] 
+ A 13.62/12: Su8 
Intermountain Forest and Range Experiment Station: Misc. pub. [Proc- 
essed.] 7 
22. Method for controllin; sediment from logging roads; by pra F- Haup 
June 1959. [1]+22 p. il. 4° 8.65/9: 0S 
—— Research note. revecentalh ] 
70. Reducing Douglas-fir beetle damage, how it can be done; [by], Malcolm M. 
Furniss. Aug. 1959. 6 p. il. 4° A 13.65/8 : 22 
National Fire Behavior Training School, Alexandria, La., 1959. [1959.] 
10 p. il. 4° f A 13.2: F 51/42 
Northeastern Forest Experiment Station: Station paper. [Processed.] 7 
117. Method of eee we eubie Mabey in yy trees; by Frederick E. Hampf & 
Cc. Allen Bickfor 959. 38]+11 p. il. [Accompanied by Circular 
slide rules A and B, ioak 2 Bie ] 13.42/16:117 
-acific Northwest Forest and Range Experiment Station: essere note. 
[Processed.] + (Limited distribution) 
170. ss volume orig for red alder and sitka spruce; by Edgel C. Skinner. 
June 1959. 4p. A 13.66/7 : 170 
—— Research paper. [Processed] + (Limited distribution.) 


16440 382. Yarding and loading costs for salvaging in old- type Douglas-fir with mobile 
high-lead yarder; by John Carow. July 1959. [2]+26 » il. 4° [Text 
on p. 2 of cover. } 13.66/10 : 32 
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Pacific Southwest Forest and Range Experiment Station: Forest research 
notes. [Processed.] 7+ A 13.62/7 : (nos. ) 
147. Ethylene dibromide sprays for controlling bark beetles in California; by 


16441 


16442 
16443 


16444 
16445 


—— Technical paper. [Processed.] 7 


16446 


150. 
151. 


a 
ou 
oe 


= 
a 
isi) 


Robert E. Stevens. Mar. 1959. 6 p.il.4° (California Forest and Range 
Experiment Station.) 


Small seed traps ay well in Douglas-fir ape A f feittorate [with list 


of literature cited; by] D. F. Roy. Apr. 1959 


Tests of sandwich planting and mechanical WE aay po digger in Cali- 


fornia ; [by] Gilbert H. Schubert and Douglass F. Roy. Apr. 1959. 10 
p.il.4° [Processed.] 


. Ten-year observations on ream ponderosa and Jeffrey pine; [by] Donald 


T.Gorden. July 1959. 4p. 


. 4° 
. California cone crop, 1959; ligt Gilbert H. Schubert and Frank J. Baron. 


Aug. 1959. 6p. map, 4° 


ea 


30. Biology and control of pine needle-sheath miner, Zelleria haimbachi Busck, 


(Lepidoptera ; Hyponomeutidae) [with list of literature cited] ; by Robert 
E. Stevens. "Apr. 1959. [5]+20 p. il. 4° A 13.62/10: 30 


Rocky Mountain Forest and Range Experiment Station: Station papers. 
[Processed.] 7 A 13.69/7 : (nos. ) 
42. a eA and grades of lumber from Black Hills ponderosa pine logs; by 


16447 


16448 


. Landt and R. O. Woodfin, jr. June 1959. cover title, [1]4-24 p. 
i 40° [Text on p. 2 of cover.] 


43. — of juniper control, bulldozing vs. burning individual trees; by Melvin 


| Naa and Donald A. Jameson. July 1959. cover title, {1]+14 p. 
iL o 


Southern Forest Experiment Station: Forest survey release. [Proc- 
essed.] 7 
82. Southern pulpwood production, 1958; [by] Joe F. Christopher and Martha 


16449 


—— Occasional paper. [Processed.] 7 


16450 


E. Nelson. 1959. iv+24 p. il. 4° [Prepared in cooperation with South- 

eastern Forest Experiment Station and Southern Pulpwood Conservation 

Association, Atlanta, Ga. Some of the illustrations are colored.] 
13.40/5 : 82 


aS 


170. Southwest Arkansas’ small woodland owners [with list of literature cited; 





16451 


by] Joe D. Perry, [and] Sam Guttenberg. [1959.] cover title, ii+14 p. 
il. 4° [Text on p. 2 of cover.] A 13.40/6:170 


Southern forestry notes. [Processed.] Tf 


122. South’s pulp industry still growing, by Joe CF. Christopher; [Sites and 


seedling grades influence loblolly growth, by S. J. Ursic ; Girdle or fell oaks 
to release pines? by Glendon W. Smalley ; Seeded and planted pines grow 
at similar rates; by Robert M. Farrar, ‘jr: Benzoie acid ineffective on 
hardwoods, by James L. Smith]. July 1959. [4] p. [Includes list of 
recent publications. ] A 13.40/7 : 122 


Tree planters’ notes, publication for nurserymen and planters of forests 

and shelterbelts. [Processed.] 7 

36. Field planting, effects of stock treatment upon field survival. June 1959. 
I 


16452 


il. 4° [Includes list of inexpensive publications of interest to tree 
planters. ] A 13.51: 36 


FREER GALLERY OF ART 


16453 Ars Orientalis, arts of Islam and the East [articles ; edited by Obeg Grabar 
and Max Loehr]. [Lord Baltimore Press, Inc., Baltimore, Md.] 1959. 


Vv. 


2, vi+268 p. il. 103 pl. large 4° ([Smithsonian publication 4381.]) 


[Prepared in cooperation with Fine Arts Department, University of 
Michigan. Text in English and other languages. Includes bibliography 
of writings of J.V.S. Wilkinson.] + Cloth, $20.00. 


L.C. 


card 54-14692 SI 7.2: Ar 7/v.3 


Occasional papers. 
v. 3, no. 2. Calligraphers - praviace. treatise by Qidi Ahmad, son of Mir-Munshi 


16454 


Page 66 


(circa A.H. 1015/A.D. 1606), translated from Persian by . 
Minorsky ; with Introduction by B. N. Zakhoder, translated from 
Russian by T. Minorsky. Washington, 1959 [Lord Baltimore Press, 
Baltimore, Md.]. x-+223 p. 8 pl. (Publication 4839.) [Includes 
list of manuscripts and books quoted.] + Paper, $4.00. 

L.C. card 59-62277 SI 7.8: 38/2 
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GEOLOGICAL SURVEY, Interior Dept. 


16455 Average monthly discharge for 15-year base period, water years 1943-57 
inclusive, at selected gaging stations and change of storage in certain 
lakes and reservoirs in Pacific Northwest. Sept. 18, 1959. 3 leaves, 
oblong 12° (Water Resources Division, Surface Water Branch, Current 
Records Center, Portland, Oreg.) [Processed. Provisional, subject to 


16456 


16457 


16458 


16459 


16460 


16461 


16462 


16463 


16464 
16465 


16466 


16467 


16468 


revision.] ¢ 119.2: P 11/943-57 
Bulletins. @ Item 620 I 19.3 : (nos. ) 
1039-C. Haydite raw material in Kings River, Sutton, and Lawing areas, Alaska 


1046-Q. 


1058-G. 


1072-F. 


1072-I. 


1077. 


1083-A. 


1083-—B. 


1083-C. 
1084—D. 


1084-E. 


1087-B. 


[with list of references cited] ; by Richard A. Eckhart and George 
Plafker. 1959. iv+33-—65 p. il. 4 pl., 2 are in pocket. [Geologic 
study of 3 areas that contain new material for haydite, lightweight 
vesicular construction material. Investigations of construction ma- 
terials in Alaska.] * Paper, 75c. 

Stratigraphy of Triassic and associated formations in part of Colorado 
Plateau region [with list of literature cited], by John H. Stewart 
{and others]; with section on Sedimentary petrology, by Robert A. 
Cadigan. 1959. vi+487-—576 p. il. 1 pl. in pocket. [Concerns work 
done on behalf of Atomic Energy Commission and is published with 
permission of Commission. Contributions to geology of uranium.] 
* Paper, 65c. 

Geology of Mount Katmai area, Alaska [with list of selected references] ; 
by A. Samuel Keller and Hillard N. Reiser. 1959. iv+261—298 p. 
4 pl., 2 are in pocket. [Mineral resources of Alaska. One plate is 
colored.] * Paper, $1.00. 

Mineral occurrences of New York State with selected references to each 
locality; by Elaine M. Luedke, Chester T. Wrucke, and John A. 
Graham. 1959. iii+385-444 p. 1 pl. in pocket. [Prepared in coop- 
eration with New York Museum and Science Service, Geological 
Survey. Plate is colored. Contributions to economic geology.) 
* Paper, 65c. 

Beryl deposits of Beecher no. 38-Black Diamond pegmatite, Custer 
County, S. Dak. [with list of references cited]; by Jack A. Redden. 
1959. {i1+537-559 p. il. 2 pl. in pocket. [Study of beryl deposit 
in pegmatite of Black Hills, S. Dak. Contributions to economic 
geology.] * Paper, 70c. 

Geology of Lake Mary quadrangle Iron County, Mich. [with list of refer- 
ences cited] ; by Richard W. Bayley. 1959. v+4112 p. il. and port- 
folio of 7 pl. [Prepared in cooperation with Geological Survey Divi- 
sion, Michigan Department of Conservation. One of plates is colored.] 
* Paper, $2.50. 

L.C. card GS 59-164 

Periodic heat flow in stratified medium with application to permafrost 
problems [with list of literature cited] ; by Arthur H. Lachenbruch. 
1959. vi+1-36 p. il. 3 pl. in pocket. [Discussion of temperature 
fluctuations in stratified medium caused by periodically varying sur- 
face temperature with special reference to effects of seasonal tempera- 
ture variation on gravel fills, natural active layer and permafrost. 
Experimental and theoretical geophysics.] * Paper, T5c. 

Directional resistivity measurements in exploration for uranium deposits 
on Colorado Plateau [with list of literature cited]; by George V. 
Keller. 1959. iv-+37-72 p. il. [Concerns work done on behalf of 
Atomie Energy Commission and published with permission of Com- 
mission. [Experimental and theoretical geophysics.) * Paper, 20¢c. 

Dissipation of temperature effects of drilling well in Arctic, Alaska, 
Errata. [1959.] 1p.oblong32° [Processed.] 

Geochemistry of uranium in phosphorites and black shales of Phosphoria 
formation [with list of literature cited]; by Richard P. Sheldon. 
1959. iv+83-—115 p. il. [Concerns work done on behalf of Atomic 
Energy Commission and is published with permission of Commission. 
Contributions to geochemistry.] * Paper, 20c. 

Distribution of chemical elements in Salt Wash member of Morrison 
formation, Jo Dandy area, Montrose County, Colo. [with list of 
references cited]: by William L. Newman and Donald P. Elston. 
1959. iv+117-150 p. il. [Concerns work done on behalf of Atomic 
Energy Commission and is published with permission of Commission 
Contributions to geochemistry.] * Paper, 20c. 

Uranium resources of Cedar Mountain area, Emery County, Utah, 
regional synthesis [with list of literature cited] ; by Henry S. John- 
son, jr. 1959. iv+23-58 p. il. [Concerns work done on behalf of 
Atomic Energy Commission and is published with permission of 
Commission. Contributions to geology of uranium.) * Paper, 20¢. 


National atlas of United States, price list; May 1, 1959. [1959.] 16x 22 
in. + Map Information Office. 119.14/2: N 21 
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Water-supply papers. 
1320-D. 


16470 


16471 


16472 


164 


16474 


16475 


Professional paper. 


315-A. 


1320-E. 


1483. 


1505. 


1511. 





HEALTH, EDUCATION, AND WELFARE DEPARTMENT 


GOVERNMENT PUBLICATIONS 





@ Item 624 
Geology of part of Horseshoe Atoll in Scurry and Kent Counties, Tex. 
[with list of literature cited]; by Philip T. Stafford. 1959. iii+20 
p. il. 9 pl, 8 are in pocket, 4° [Prepared in cooperation with Bureau 
of Economic Geology, University of Texas, Pennsylvania and lower 


Permian rocks of parts of West and Central Texas.] * Paper, $1.50. 
119.16: 315-A 


@ Item 625 I 19.13 : (nos. ) 


Floods of Jan. 1953 in western Oregon and northwestern California ; by 
S. E. Rantz. 1959. v-+321-339 p- il. 1 pl. in pocket. [Floods of 
1953. Prepared in cooperation with Oregon and California, municipal 
corporations, and agencies of Federal Government.] * Paper, 50c. 

Summary of floods in United States during 1953; [prepared by Water 
Resources Division]. 1959. v+341-864+ [3] p. il. [Prepared in 
cooperation with Federal, State, and local agencies. Flods of 1953. 
Includes title page and contents to Water-supply paper 1320.] 
* Paper, 20c. 

Geology and ground-water resources of upper Lodgepole Creek drainage 
basin, Wyo. [with list of references cited], by L. J. Bjorklund ; with 
section on Chemical quality of water, by R. A. Krieger and E. R. 
Jochens. 1959. iv+40 p. il. 2 pl. in pocket. [Prepared as part of 
program of Department of Interior for development of Missouri River 
Basin.] * Paper, 75c. 

L.C. card GS 59-241 

Surface water supply of United States, 1957: pt. 8—-A, Ohio River basin 
except Cumberland and Tennessee River basins; [prepared by_per- 
sonnel of Water Resources Division]. 1959. xii+553 p. il. [Pre- 
pared in cooperation with Illinois, Indiana, Kentucky, Maryland, 
New York, North Carolina, Ohio, Pennsylvania, Virginia, and West 
Virginia, and with other agencies.] * Paper, $1.75. 

L.C. ecard 46—40712 

Surface water supply of United States, 1957: pt. 7, Lower Mississippi 
River basin; [prepared by personnel of Water Resources Division. ] 
1959. xi+527 p. il. [Prepared in cooperation with Arkansas, 
Colorado, Kansas, Kentucky, Louisiana, Mississippi, Missouri, New 
Mexico, Oklahoma, Tennessee, and Texas, and with other agencies.] 
* Paper, $1.75. 

L.C. card 46—40712 

Surface water supply of United States, 1957: pt. 11, Pacific slope basins 
in California; [prepared by personnel of Water Resources Division]. 
1959. xiii+634 p. il. [Prepared in cooperation with California and 
Oregon and with other agencies.] * Paper, $2.00. 

L.C. card 46—-40712 





16476 Guide for State surveys on aging, manual to aid States and communities 
in program planning for their growing population of older citizens, to 
assist in preparations for participation in 1961 White House Conference 
on Aging, with adaptations for community use; [prepared by Surveys & 
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Research Corporation of Washington, D.C.]. 


4° (Staff for the White House Conference on Aging.) 
@ Item 445-A 
L.C. ecard 59-61945 





30. 


99. 


142. 


150, 





[1959.] [1]+ix+110 p. 
* Paper, 60c. 


FS 1.6/3: Ag 4 
HYDROGRAPHIC OFFICE (Navy), Defense Dept. 


@ Item 378 (Rev. 1957) D 203.22 : (nos. ) 


List of lights and fog signals, pt. 5, Coasts of North and South America, 
West Indies, and Hawaiian Islands, excluding continental U.S.A. and 
Alaska; July 25, 1959. ist edition. 1959. [1]+a-—-B+ [52] p. 4° 
{Includes list of effective pages and N.M. 30, 1959. Issued in loose-leaf 
form.] ft Paper, 40c. 

L.C. ecard 7—24405 

Change 5 [Apr. 25, 1959], loose-leaf change pages for correcting Sailing 
directions for Nova Scotia 9th edition, 1952. 1959. [160] p. il. 4° 
[Includes list of effective pages. Issued in loose-leaf form.] Paper, 


35c. 

Change 5 [Mar. 21, 1959], Sailing directions for Baltic, v. 2, 4th edition, 
1951. 1959. [’'54] p. il. 4° [Includes list of effective pages. Issued 
in loose-leaf form.] + Paper, 35c. 

Change 6 [July 4, 1959], loose-leaf change pages for correcting Sailing 

directions for east coast of England, 5th edition, 1951. 1959. [176] 

p. 4° [Includes list of effective pages.] ?f Paper, 35c. 
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165—A. Change 5 [Aug. 22, 1959}, loose-leaf change pages for correcting Sailing 
directions for Pacific islands, Ist edition, 1952. 1959. [234] p. il. 4° 


{Includes list of effective pages.] { Paper, 35c. 
D 203.22: 165 A/952/ch.5 


166. Change 4 [Apr. 11, 1959], loose-leaf change pages for correcting Sailin 
directions for Pacific islands, v. 8, 6th edition, 1952. 1959. [142] 
4° [Includes list of effective pages. Issued in loose-leaf form.} 


. il. 
p Paper, 35c. 
INDIAN AFFAIRS BUREAU, Interior Dept. 


16483 Answers to your questions on American Indians, questions on education, 
health, land, citizenship, economic status, ete. [1959.] vi+40+[2] 
leaves, narrow 12° + Haskell Institute, Lawrence, Kans, ®@ Item 627 
L.C, card 58-61049 I 20.2: In 2/21/959 


INFORMATION OFFICE, Agriculture Dept. 


16484 Public and USDA, notes for remarks by R. Lyle Webster, director of infor- 
mation, Department of Agriculture, at Training in Administrative Man- 
agement Leadership Institute, Amherst, Mass., Aug. 5, 1959. [1959.] 
12 p. 4° [Processed.] 7 A 21.24: W 39/2 


INTERIOR DEPARTMENT 


16485 Improving property and records management in our field offices, workshop 
proceedings and recommendations, property and records management 
conferences, Portland, Oreg., Oct. 20-24, 1958, Omaha, Nebr., Oct. 27-31, 
1958, Albuquerque, N. Mex., Nov. 17-21, 1958. [1959.] [5]+105 p. il. 
* Paper, 45c. 

L.C. card 59-62492 11.2: P 945 

16486 Sea water conversion, Solar Research Station, Daytona Beach, Fla., solar 
energy. [1959.] 8p. (Office of Saline Water.) * Paper, 5c. @ Item 
604-A 11.87: D33 


INTERNAL REVENUE SERVICE, Treasury Dept. 


16487 Statistics of income, 1957: Individual income tax returns for 1957; pre- 
pared by Statistics Division. [1959.] vi+118 p. il. 4° (Publication 
no. 79 (9-59).) * Paper, 75c. © Item 964 
L.C. card 18-26569 T 22.35/2 : In 2/957 


INTERNATIONAL COOPERATION ADMINISTRATION, State Dept. 


16488 National Industrial technical centers, Oct. 1959; prepared by Technical 
Aids Branch. [1959.] cover title, [1]+6 p. 4° [Processed. Text on 
p. 2-3 of cover.] ¢ $ 17.2: In 2/15 


16489 Primary wood-using industries of British Honduras; [prepared by Fred 
C. Simmons]. [Mar. 1956, reprinted] Aug. 1959. cover title, [1]-+25 


p. il. 4° (Office of Industrial Resources.) [Text on p. 2 of cover.] f 
$17.2: W 85 


16490 Status report, voluntary and non-profit agency technical cooperation con- 
tracts with International Cooperation Administration; [compiled by 
Voluntary Foreign Aid Staff]. Sept. 1959. 8 p. oblong 8° (Advisory 
Committee on Voluntary Foreign Aid.) [Processed.] * 8 17.41/2: 959 


INTERNATIONAL LABOR AFFAIRS OFFICE, Labor Dept. 


16491 International labor study: International Union of Food and Drink Work- 
ers’ Associations. 1959. iii+[2]+104 p. il. [Includes list of publica- 
tions of International Union of Food and Drink Associations.] * Paper, 
35c. © Item 762-B 
L.C. card L 59-42 L 29.8: F 73 
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16495 Rail-highway grade-crossing accidents, year ended Dec. 31, 1958. 
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INTERNATIONAL TRADE FAIRS OFFICE, Commerce Dept. 


ourism, community success story for everyone, how to get your share of 


$20 billion enterprise. [1959.] [6] p. narrow 8° [Processed.] 7 
C 44.2: T 64 


INTERSTATE COMMERCE COMMISSION 


revenue by commodity class, territorial movement, and type of rate, 
animals and products, 1 percent sample of terminations in 1958. Wash- 
ington, D.C., Sept. 1959. [4]+33 p. 4° (Statement MB-2, 1958; Bu- 
reau of Transport Economics and Statistics.) [Processed.] 7 
1..C. eard A 59-9943 IC 1.23/38 : 958 
idexes of average freight rates on railroad carload traffic, 1949-57. 
Washington, D.C., Aug. 1959. [3]+13 p. il. 4° (Statement R1-1, 1949- 
57: Bureau of Transport Economies and Statistics.) [Processed.] ¢ 
L.C. ecard A 51-9678 IC 1.27: 957 
Wash- 
(Statement 597, file no. 4-B-1: 
[Processed.] 7 

IC 1 acci.8 : 958 


ington, D.C., July 1959. [6]-+34 p. il. 4° 
Bureau of Transport Economics and Statistics.) 
L.C. card A 38-1029 


[Processed.] 7 


ailroad accident investigation report. 
IC 1 acci.5 : (nos. ) 
8843. Great Northern Railway Company, Cut Bank, Mont.; Apr. 3, 1959. [1959.] 
7 p. il. 4° 
3846. Pennsylvania Railroad Company, Frazer, Pa., May 13, 1959. [1959.] 
[1] +10 p. il. 2 p. of pl. 4° 
8847. Pennsylvania Railroad Company, Linden, Pa., June 13, 1959. [1959.] 


{1]-+8 p. il. 4° 

3848. Panhandle and Santa Fe Railway Company, Juilliard, Tex.; June 16, 1959. 
{1959.] [1]-+8p. il. 4° 

3849. Illinois Central Railroad Company, Bodcau, La., June 30, 1959. [1959.] 
[1]+8 p. il. 4° 


16501 Simplified procedure for determining cost of handling freight by motor 


carriers; prepared by Cost Finding Section. Washington, D.C., Aug. 
1959. cover title, 20 leaves, oblong large 8° (Statement 3-59, Highway 
form B, 7-59; Bureau of Accounts, Costs Finding and Valuation.) 
[Processed. Text on p. 2 of cover. Revision of formula previously 
issued as Statement 3-55, Aug. 1955. This formula has not been con- 
sidered or adopted by Interstate Commerce Commission.] 7 

L.C. ecard A50-94381 IC 1 acco.2: F 88/959 


16502 Transport statistics in United States, 72d annual report on transport sta- 


ra 


fo 


tistics for year ended Dec. 31, 1958, for railroad companies, Pullman Co., 
Railway Express Agency, Inc., electric railways, carriers by water, oil 
pipe lines, motor carriers, freight forwarders, and private car owners 
subject to Interstate commerce act for 1958; prepared by Bureau of 
Transport Economics and Statistics. @ Item 699 

L.C. card 5-11209 IC 1.25: 958/pt. (nos. ) 
Note.—This publication, when complete, will consist of 9 parts, each issued sepa- 
tely, except pts. 1 and 7, which are released as portions become available. * Pa- 


per, subscription, $3.25 for all parts of one year’s report; $1.00 additional for 


reign mailing. 


72d annual report on transport statistics in United States, year ended Dec. 
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31, 1958 [pt. 1, release 1]. [1959.] cover title, [3]+iii+111-452 p. 4° 
{Includes transmittal sheet, front and back covers, face sheet and pre 
face for complete report, cover, pt. 1, Railroads, their lessors and pro 
prietary companies, tables 157A—166, face sheet, sec. A, Abstracts of 
reports rendered by operating railroad companies, face sheet, sec. A-1, 
Abstracts of reports rendered by class I operating railroads, explanatory 
notes, abstracts of reports rendered by class I railroads. ] 
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—— pt. 2, Pullman Company, sleeping car companies. 1959. cover title, 
[1]+i+2 p. 4° 

—— pt. 3, Railway Express Agency, Inc., express company. cover title, 
[1] +i+4 p. 4° 

—— pt. 4, Electric railways. 1959. cover title, [1]-++i+22 p. 4° 

—— pt. 6, Oil pipe lines. 1959. cover title, [1]+i+37 p. 4° [Errata, 
dated Oct. 1959, 1 p., processed, was issued also. ] 

—— pt.8, Freight forwarders. 1959. cover title, [3]-+3-13 p. 4° 

—— pt. 9, Private car lines. 1959. cover title, [1]+i+15 p. 4° 


JOINT CHIEFS OF STAFF, Defense Dept. 


Industrial College of Armed Forces, catalog, 1959-60. [1959.] cover title, 
xviii+-[1]+48 p. il. 4° }; @ Item 315-B D 5.11 : 959-60 


JOINT PUBLICATIONS RESEARCH SERVICE 


Notre.—Unless otherwise indicated, photocopies of reports of the Joint Publica- 
tions Research Service may be purchased from Photoduplication Service, Library 
of Congress, Washington 25, D.C. (price upon application). 

JPRS (DC series). [Processed.] Y 3.J 66: 9/ (nos. ) 

891. Higher school system of USSR, main decrees, orders, and instructions, pt. 1; 

edited by L. I. Karpov and V. A. Severtsev. Sept. 11, 1959. [3]+xiv+ 
355 p. 4° [Title page incorrectly reads Higher school (main decrees, 
orders, and instructions). Errata dated Sept. 24, 1959, 2 p., correcting 
title was issued also.] & Paper, $5.00 (OTS : 59-11776). 
L.C. card 59-64031 

. Soviet developments in information processing and machine translation: 
Abstracts of conference on mathematical linguistics, Leningrad, Apr. 
15-21, 1959. Aug. 31, 1959. [2]+a-h+106 p. 4° [From Tezisy 
soveshchaniya po matematicheskoy lingvistike (Abstracts of the Confer- 
ence on mathematical linguistics), Leningrad, 1959. ] 
L.C. card 59-64054 

. Selected translations on International communist developments. Sept. 3, 
1959. [2]+a+96 p. 4° 

. Higher school system of USSR, main decrees, orders, and instructions, pt. 2; 
edited by L. I. Karpov and V. A. Severtsev. Sept. 11, 1959. [2]+vi+ 
395 p. 4° [Title page incorrectly reads Higher school (main decrees, 
orders, and instructions). Errata dated Sept. 24, 1959, 3 p., correcting 
title and Foreword was issued also.] & Paper, $6.00 (OTS : 59-11777). 
L.C. ecard 59-64031 

. Economic and statistical information on North Korea. Sept. 8, 
[2] +a+202 p. 4° 
L.C. ecard 59-64058 

. Translations from China’s political and sociological publications. Sept. 11, 
1959. [2]+a+45p. 4° 

. Most important achievements of medical entomology in USSR during last 
40 years (1917-1957) [with bibliography; by Yr. N. Pavlovskiy, A. V. 
Gutsevich, and S. M. Kirov]. Sept. 10,1959. [From Entomologicheskoye 
obozreniye (Entomological review), v. 36, no. 4, Leningrad, 1957.] 
® Paper, 75c. (OTS : 59—11,780). 
L.C. card 59-64030 

. Selected translations and extracts on Communist China chemical industry. 
Sept. 14,1959. [2] p.+a+23 leaves, 4° 
L.C. card 59-64056 

. Development of biology, theoretical premise for raising level of medical 
and agricultural sciences, USSR. Sept. 14, 1959. [2] p.+6 leaves, 4° 
[From Uspekhi sovremennoy biologii (Progress of modern biology), v. 42, 
no. 2, 1959, Moscow.] & Paper, 50c. (OTS : 59-11,794). 

. Articles from China mainland periodical Chan wang (Outlook), no. 49, 51, 
and3. Sept. 18,1959. [1]+a+14 leaves, 4° 

. Articles from China mainland periodical Ch’Iao-wu pao (Overseas affairs 
bulletin). Sept.18,1959. [1]+a+413 leaves, 4° 


1959. 
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JPRS (DC series)—Continued 
916. Selected translations on atheism in USSR. Sept. 18, 1959. [2]+a+30 


. 40 

Ee. card 59-64059 

917. Translations from Hung-chi (Red flag), Peiping, July 1, 1959. Sept. 15, 
1959. [1]-+a-+24 leaves, 4° 
L.C. card 59-60699 

918. Selected translations on international communist developments. Sept. 21, 
1959. [1]+a+70 leaves, 4° 

919. Articles from Chicom magazine Che-hsueh yen-chiu Pres rey research), 
no. 1, Jan. 10, 1959, vtec Sept. 16,1959. [2]+a+3 B 4° 

. Summary of Polish provincial press (July 7-13, 1959). ept. 17, 1959. 
[1] +a—b+ 26 leaves, 4° [Includes list of newspaper sources. } 

L.C. card 58—60883 

. Problems of water conservation construction in China. Sept. 18, 1959. 
[2] p.+18 leaves, 4° [From Shui-li shui-tien chien-she (Water conser- 
vation and hydroelectric construction), no. 1, Jan. 11, 1959, Peking.] 
L.C. card 59-64032 

. Biweekly report of Bulgarian provincial press June 18—July 1, 1959. Sept. 
18,1959. [2] p.+3 leaves, 4° [Includes list of sources. ] 

. Summary of Polish provincial press (July 14-20, 1959). Sept. 1959. [2] 

-+a+18 leaves, 4° [Includes list of newspaper sources. ] 
.C. card 58—60883 

. Communist China’s industry and materials in translation: Changes in 
textile industry. Sept. 18, 1959. [2]+18 leaves, 4° [From Chung-kuo 
fang-chih, no. 15, Aug. 15, 1958, Peiping.] 

L.C. card 59-640388 
Biweekly summary of Bulgarian provincial press (July 2-15, 1959). Sept. 
21,1959. [2] p.+4 leaves, 4° [Includes list of sources. ] 

. Selected translations on atheism in USSR; [by Aleksandr Vlasov]. Sept. 
21, 1959. [2] p.+6 leaves, 4° [From Sovetskaya litva (Soviet Lithu- 
ania), Vil’nyus, July 26, 1959, no. 173.) 

L.C. card 59-64059 

. Selected translations on atheism in USSR. Sept. 21, 1959. [2] p.4+8 
leaves, 4° 
L.C. ecard 59-64059 

. Translations on North Vietnam, economic data: Agricultural cooperativiza- 
tion. Sept. 22,1959. [2] p.+a+29 leaves, 4° 
L.C. card 59-64028 Y 3.J 66: 9/931 

. Bi-weekly summary of Rumanian provincial press (July 14-26, 1959). 
Sept. 22, 1959. [2] p.+a-b+8 leaves, 4° [Includes list of sources.) 

. Communist China digest. Sept. 22,1959. [2]+a+73p. 4° 
L.C. card 59-62324 

934. Translations on North Vietnam, economic data. Sept. 22,1959. [2]+a+ 
°o 


bat 
L.C. card 59-64057 
935. Higher school system of USSR, main decrees, orders, and instructions, 
pt . Oct. 1, 1959. xxv+38372 p. 4° Paper, $5.00 (OTS : 59-31,002). 
.C. card 59-64031 
. Higher school system of USSR, main decrees, orders, and instructions, 
rs 4. Oct. 1,1959. [2]+vi+264 p. Paper, $7.00 (OTS : 59-31-0038). 
.C. card 59-64031 
. Selected translations on Soviet agriculture. Sept. 25, 1959. [2]+a445 
.4° & Paper, $1.25 (OTS : 59--31,004). 
.C. eard 59-62051 
. Selected Soviet military translations. Sept. 1959. [2]+a-b+100 p. 4° 
L.C. card 59-61686 
. Selected translations on atheism in USSR; [by K. Mavlanov.] Sept. 29, 
1959. [2]+2 p.+4 leaves, 4° [From Partiynaya zhizn’ kazakhstana 
(Kazakhstan party life), no. 8, Aug. 1959, Alma Ata.] 
L.C. card 59-64059 
. Translation and glossary of Albanian statistical yearbook 1958. Sept. 29, 
1959. [2]+a—b+91 p. 4° 
. Translations from China’s political and sociological publications; party 
activities in Tibet and Inner Mongolia, 1958-59. Sept. 30, 1959. [2] 
p.+a-—c+55 leaves, 4° [Included in this report are a few items from 
Indian sources. ] 
L.C. card 59-64029 
942. Translations from Hung-ch’I (Red flag). Sept. 29,1959. [2]+a+40p. 5° 
L.C. card 59-60699 


JPRS (DC) L (series). [Processed.] Y 3.J 66: 10/ (nos. ) 


898. Bxperience of meteorological servicing of tower control area and utilization 
of radar station Rupor at air weather station of Civil Air Fleet at 
Rostov-on-don, USSR; [by G. P. Tsyganov]. Aug. 24, 1959. [2] p.+4 
leaves, 4° [From Meteorologiya i gidrologiva (Meteorology and 
A ee no. 6, June, 1957, Leningrad.] Paper, 50c. (OTS: 59- 

sv . 
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Vibration spectra of oe and decadeutero-diphenyl, USSR [with bib 
liography ; by G. S. Landsberg and others]. Aug, 27, 1959. [2] p.+9 
leaves, 4° [From Optika i spektroskopiya (Optics and spectroscopy), 
v. 1, no. 1,1956.] # Paper, 50c. (OTS : 59-11,611) 

Effect’ of antibiotics on amino acid alpha- qantdeses: ‘and microbe acylases, 
USSR. Aug. 24, 1959. [2] p.+4 leaves, 4° [From Voprosy meditsin- 
skoy khimii (Problems of medical chemistry ), v. 8, no. 3, May-June 
1957, Moscow.] & Paper, 50c. (OTS : 59-11,613). 

Chemical research of Institute of Oceanology, Academy of Sciences, USSR, 
in Far Eastern waters and adjacent part of Pacific Ocean [with list of 
references; by S. V. Bruyevich]. Sept. 8, 1959. [2] p.+30 leaves, 4° 
[From Trudy Instituta Okeanologii (Transactions ¢ of Institute of Ocean- 
ology), v. 17, Moscow, 1956.] * Paper, $1.00 (OTS: 59-11,614). 


2. Local antiaircraft defense in rural localities [by ML Korablev, Yu. Lebedeva, 


and L. Shesterikova; I. P. Miroshnikov, editor]. Sept. 11,1959. [1]+ 
a—d+156 p. il. 4° [From MPVO v sel’skoy mestnosti (Local asaauans 
eraft defense in rural localities), DOSAAF Publishing House, 1959, 
Moscow.] # Paper, $3.00 (OTS : 59-11,779). 


. Results of joint plenary session of boards of all-Union and all-Russian 


scientific societies of hygienists, USSR. Sept. 11, 1959. [2] p.+5 
leaves, 4° |From Gigiyena i sanitariya (Hygiene and sanitation), no. 
7, 1959, Moscow.] & Paper, 50c. (OTS : 59—11,781). 


. Dissertation for degrees in science and engineering defended at USSR 


higher educational institutions. Sept. 15, 1959. [2] p.+19 leaves, 4° 
# Paper, 50c. (OTS : 59-11,782). 


7. Make oceans serve Socialist construction; [by Chu K’o-chen]. Sept. 15, 


1862. 


1863. 


1864. 


1959. [2] p.+5 leaves, 4° [From K’o-hsueh t’ung-pao (Scientia), no. 
4, Feb. 27, 1959, Peiping.] Paper, 50c. (OTS: 59-11,783). 


. Exert out utmost for fulfillment of research tasks in oceanography, [speech 


given to Oceanographical Conference of Academia Sinica, Jan. 8, 1959; by 
Pei Li-cheng]. Sept. 15, 1959. [2] p.+8 leaves, 4° [From K’o-hsueh 
t’ung-pao (Scientia), no. 4, Feb. 27, 1959, Peiping.] & Paper, 50c. 
(OTS : 59-11,784). 


. Progress of marine physics and our task. Sept. 15, 1959. [2] p.+11 


leaves, 4° ([{Marine Physics Section, Institute of Oceanography, Aca 
demia Sinica.]) [From K’o-hsueh t’ung-pao (Scientia), no. 4, Feb. 27, 
1959, Peiping.] Paper, 50c. (OTS : 59-11,785 


. Marine chemistry and its development. Sept. 15, 1959. [2] p.+5 leaves, 


4° ([Marine Chemistry Group, Institute of Oceanography, Academia 
Sinica.]) [From K’o-hsueh T’ung- im (Scientia), no. 4, Feb. 27, 1959, 
Peiping.] #& Paper, 50c. (OTS : 59-11,786). 


. om geology and problem of submarine oil resources. Sept. 15, 1959. 


p.+8 leaves, 4° ([{Marine Geological Group, Institute of Ocea- 

nography, Academia Sinica.]) [From K’o-hsueh t’ung-pao (Scientia), 
no. 4, Feb. 27, 1959, Peiping.] % Paper, 50c. (OTS: 59—11,787). 

Complex utilization of seaweed; [by Chi Ming-hou]. Sept. 15, 1959. 2] 
p.+6 leaves, 4° [From K’o-hsueh t‘ung-pao (Scientia), no. 4, Feb. 27, 
1959, Peiping.] % Paper, 50c. (OTS : 59-11,788). 

Plankton investigation in China; [by Cheng Chung]. Sept. 15, 1959. 
[2] Bad, leaves, 4° [From K’o-hsueh t’ung-pao (Scientia), no. 4, Feb. 
27,1959, Peiping.] & Paper, 50c. (OTS : 59—11,789). 

Work of Laboratory of Embryology, Institute of Oceanography, on 
Sinica, in past 8 years; [by A’ung Ti’chou]. Sept. 15, 1959. [2] p.+ 
6 leaves, 4° [From K’o-hsueh t’ung- pee, (Scientia), no. 4, Feb. 27, 1959, 
Peiping.] & Paper, 50c. (OTS : 59—-11,790). 


. Conclusions from ionic mechanisms of Mit th nerve processes, USSR; [by 


G. Yu Belitskiy]. Sept. 15, 1959. [2] p.+10 leaves, 4° [From 
Ionnyye mekhanizmy osnoynykh nervnykh protessov (Ionic mechanisms 
" 792)" nerve processes), 1958, Leningrad.] & Paper, 50c. (OTS: 59- 


. Soviet scientific personalities and organizations. Sept. 14, 1959. [2] 


p.+a—c-+22 leaves, 4° # Paper, 75c. (LTS: 59-11,793). 


. Connection between biochemical processes sue structural elements of 


bacterial cell, USSR [with biblio on ode i by N. S. Gel’man. Sept. 14, 
1959. [2] p.+23 leaves, 4° From br tar sovremennoy biologii 
(Progress of modern biology), v. 47, no. 1959, Moscow.] # Paper, 
75e. (OTS : 59-11,795). 


(NY series). [Processed.] Y 3.J 66: 8/(nos.) 


. Translations on Communist China’s economic services: Review of HSU 


Ti-hsin’s Analysis of national economy in China’s transitional period; 
{by Yang Chien-pai]. Sept. 1, 1959. [2] p.+6 leaves, 4° [From Jen- 
min jih-pao, Peiping, June 25, 1959 ae 


75. Translations from Communist China’s political and sociological publica- 


~—— Featuring evaluation of history. Sept. 2, 1959. [2]+a+41 
p. 4° 


1. Translations on North Vietnam, noneconomic data: Autonomous zones. 


Sept. 10, 1959. {21 p.+a-+27 leaves, 4° 
L.C. card 59-6401 
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16560 1882. Selected translations on Soviet machine building, no. 3. Sept. 21, 1959. 
[2] +a+42p.4° # Paper, $1.25 (OTS: 59-13,865). 
L.C. card 59-62052 
16561 1883. Organization and techniques of foreign oe ye USSR ; ; [by P. A. Chervya- 
kov]. Sept. 15, _— [2] +a-d+374 p. i 
L.C. ecard 59-64020 
16562 1884. Soviet abstracts: Biology, sec. U, General problems of pathology, abstracts 
18148427, no. 4, 1959. Sept. 4, 1959. [2] p.+a+29 leaves, 4° 
{Translations of those entries in Soviet biology abstracts journal, no. 
4, 1959, which were originally published in Sino-Soviet bloc and in Yugo- 
slavia. ] ’ Paper, $1.00 (OTS : 59-13,867). 
. Selected economie translations on Eastern Europe [Bulgaria]. Sept. 11, 
1959. PAE ta 4° 
L.C. card 59-6018. 
. Summary of on oe A provincial press, July 1-15, 1959 [with bibliog- 
raphy]. Sept. 8,1959. [2] p.+a—c+10 leaves, 4° 
L.C. card 59-60695 
9. Soviet abstracts: Biology, sec. P. General and specialized zoology, insects 
abstracts 73482-735, no. 16, 1958. Sept. 9, 1959. [2] p.+[86] leaves, 
4° [Translations of those entries in Soviet biology abstracts journal, 
no. 16, 1958, which were originally published in Sino-Soviet bloe and in 
Yugoslavia.] & Paper, $1.00 (OTS : 59-13,874). 
. Selected economic translations on Eastern Europe [Bulgaria, East Ger- 
many, Poland and intra-bloc countries]. Sept. 14, 1959. [2]+a+103 
oO 


4 
Re. card 59-601838 
16567 2. Soviet abstracts: Chemistry, abstracts 33884-37491, book 10, 1959. Sept. 
14, 1959. [264] leaves, 4° [Translations of those entries in Soviet 
chemistry abstracts journal, no. 10, 1959, which were originally published 
a — blee and in Yugoslavia.] & Paper, $1.00 (OTS: 59- 
16568 3. Soviet abstracts: Chemistry, book no. 11, 1959. Sept. 14, 1959. [2] 
p.+a+ [413] leaves, 4° [Translations of those entries in Soviet chemis- 
try abstracts journal, no. 11, 1959, which were originally published in 
Sino-Soviet bloe and in Yugoslavia, excluding USSR.] # Price upon ap- 
plication (OTS : 59-13,884). 
16569 1894. Summary of Hungarian provincial press, July 28-Aug. 2, 1959 [with 
bibliography]. Sept. 11,1959. [1]-+a—c+24 leaves, 4° 
L.C. card 58—60912 
16570 1895. Selected economic translations on Eastern Europe [Czechoslovakia, Poland, 
and Rumania]. Sept. 18,1959. [2]+a-+107 p. map. 4° 
L.C. card 59-60183 
16571 1896, Selected economic translations on Eastern Europe iyest Germany; by 
Friedrich Burmeister]. Sept. 21, 1959. [2]+a+ p. 4° jin 
Gesetzblatt der deutschen demokratischen republik, ib, no. 28, pt. I, May 
12, 1959, Berlin. ] 
L.C. eard 59-60183 
9. Soviet abstracts: Biology, sec. R, Diseases of farm animals abstracts 
105800—862, no. 23, 1958. Sept. 16, 1959. [1]+a-+25 leaves, 4° 
[Translations of those entries in Soviet biology abstracts journal, no. 
23, 1958, which. were originally published in Sino-Soviet bloc and in 
Yugoslavia.] & Paper, $1.00 (OTS : 59-13,891). 
16573 900. Translations on Outer Mongolia, State Bank of Mongolian People’s Re- 
public; [by G. Balzhid]. Sept. 22, 1959. [2] p.+14 leaves, 4° [From 
Finance a uver, no. 1, 1959, Prague. ] 
L.C. card 59-64021 
16574 1 . Communist China’s industry and materials in translation: 1959 coal min- 
ing goals. Sept. 18, 1959. [2] p.+a-b+69 p. 4° [From Mei-k’uang 
chi-snu (Coal mining techniques) and Mei-t’an kung-yeh (Coal industry), 
Peiping. | 
L.C. card 59-64022 
2. Annual plans of Communist China: Draft report on yoyo economic plan 
of Shantung for 1959; [by Pai Ju-ping]. Sept. 22, 1959. [2] p.+16 
leaves, 4° [From Tsingtao jih-pao, Tsingtao, May 25, 1959. ] 
L.C. card 59-64023 
16576 904. Annual plans of communist China, Tsinghai 1958 work report and 1959 
work plans; [by Yuan Jen-yuan]. Sept. 21,1959. [2] p.+21 leaves, 4° 
[From Tsinghai jih-pao, hsi-ning, May 21, 1959. ] 
L.C. card 59-64024 
. Summary of Czechoslovak provincial press, July 15-31, 1959 [with bibli- 
ography]. Sept. 15,1959. [2] p.4+a—c+6 leaves, 4° 
L.C. eard 59-60695 
. Summary of Hungarian provincial press, Aug. 4-14, 1959 [with bibliog- 
raphy]. Sept.18,1959. [2]-+a—c+29 p. 4° 
L.C. card 58—60912 
1908. Translations on China’s physica! and economic geography + (Geodetics and 
rene in People’s Republic of China) ; [by V. N. Lysyuk]. Sept. 
24, 1959. 2] p.+17 leaves, 4° [From Geodeziya i kartografiya (Geod- 
esy and Lastageaeng ), no. 8, Moscow, 1959. ] 
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16584 


16586 


16587 


16588 


16589 


16590 


16591 


16594 


16595 


16596 


NovempBer 1959 


1910. USSR oceanographic research, translation. Sept. 29, 1959. [2] p.+a-4 


1911. 


1914. 


31 leaves, 4° & Paper, $1.00. 
L.C. ecard 59-64025 

Weather forecasting for 3-7 days, USSR [with bibliography; by A. L. 
Kats]. Sept. 24, 1959. [4]+11+125 p. il. 4° [Revised edition of 
Weather forecasting short time in advance, 1950. Translated from 
Predskanzanie pogody na tri-sem’ Dnei, Gidrometoizdat, 1958, Lenin 
grad.] & Paper, $2.75 (OTS : 59-18,900). 
L.C. card 59-64026 

. Soviet abstracts: Chemistry, abstract 14263-18048 book no. 5, 1959. 
Sept. 24, 1959. [2] p.+a+[3885]) leaves, 4° [Translations of those 
entries in Soviet chemistry abstracts journal no. 5, 1959, which were 
originally published in Sino-Soviet bloc and in Fmanala een, excluding 
USSR.] © Price upon application (OTS : 59-13,902). 

Selected economic translations on Eastern Europe [Bu lgar ria. Czechoslo- 
vakia, East Germany, and Rumania]. Sept. 28,1959. [2]-+-a+109 p. 4° 
L.C. card 59-60183 


1916. Soviet abstracts: Biology, sec. V, Pharmacology and toxicology, abstracts 


89779-90054, no. 19, 1958. Sept. 25, 1959. [2] p.+a-+54 leaves, 4° 
{Translations of those entries in Soviet biology abstracts journal, no. 
19, 1958, which were originally published in Sino-Soviet bloc and in 
Yugoslavia.] & Paper, $1.00 (OTS : 59-13,904) 


3. Soviet abstracts: Biology, sec. E, Virology, abstracts 103470—-595, no. 23, 


1958. Sept. 28, 1959. [2] p.+a+80 leaves, 4° [Translations of 
those entries in Soviet biology abstracts journal, no. 23, 1958, which 
were originally published in Sino-Soviet bloc and in Yugoslavia. |] 
’ Paper, $1.00 (OTS : 59—13,906). 


1919. Selected translations on Communist China’s textile industry. Sept. 28, 


1921. 


1959. [2] p.+a+31 leaves, 4° 
L.C. ecard 59-64055 

Soviet abstracts: Biology, sec. T, Human and animal physiology, abstracts 
101563-—102373, no. 22, 1958. Sept. 29, 1959. [2] p.+a+139 leaves, 
4° [Translation of those entries in Soviet biology abstracts journal, 
no. 22, 1958, which were originally published in Sino-Soviet bloc and in 
Yugoslavia.] & Paper, $1.00 (OTS : 59-13.908). 

Annual plans of communist China: Kirin 1958 economic plan fulfillment 
report, translation. Sept. 30. 1959. [2] p.+20 leaves, 4° (Kirin 
Statistical Bureau.) [From Kirin jih-pao (Kirin daily), Ch’ang-ch’un, 
Mar. 18, 1959.] 

L.C, card 59-64027 


24. Soviet abstracts: Biology, sec. B, General biology, abstracts 103188—392, 


no. 28, 1958. Sept. 30,1959. [2] p.+a+28 leaves, 4° & Paper, $1.00 
(OTS : 59-138,910). 


5. Soviet abstracts: Biology, sec. T, Human and animal physiology, abstracts 


3031-4008, no. 1, 1959. Sept. 30, 1959. [2] p.+a+135 leaves, 4° 
[Translations of those entries in Soviet biology abstracts journal, no. 1, 
1959, which were originally published in Sino-Soviet bloc and in 
Yugoslavia.] & Paper, $1.00 (OTS : 59-13,911). 


26. Soviet abstracts: Biology, sec. V, Pharmacology and Toxicology, abstracts 


JPRS 


911. 


102735-—103019, no. 22, 1958. Sept. 30, 1959. [2] p.+a+45 leaves, 4° 
[Translations of those entries in Soviet biology abstracts journal, no. 
22, 1958, which were originally published in Sino-Soviet bloc and in 
Yugoslavia.] & Paper, $1.00 (OTS: 59-13,912). 


(NY) L (series). [Processed.] Y 3.J 66: 11/ (nos. ) 

Mechanism by which children master pronunciation during 2d and 3d 
year, USSR [with bibliography; by G. M. Liyamina]. Aug. 31, 1959. 
[2] p.+21 leaves, 4° a me Voprosy psikhologii (Problems of psychol- 
ogy), v. 4, no. 6, 1958.) @ Paper, 75c. (OTS: 59~-13,797). 

Early changes in bone marrow of irradiated animals, USSR [with bibliog- 
raphy; by A. L. Pozdnyakov]. Sept. 17, 1959. [2] p.+10 leaves, 4° 
iF rom Arkhiv patologii (Archives of pathology), no. 6, Moscow, 1959.] 
® Paper, 50c. (OTS : 59—-13,798). 

Isolation of properdin and some data on its chemical composition, USSR 
[with bibliography: by Ye. N. Voluyskaya, N. V. Cheburkina, V. I. 
Tovarnitskiy]. Sept. 4, 1959. [2] p.+9 leaves, 4° [From Voprosy 
meditsinskoy khimii (Problems of medical chemistry), v. 5, no. 3, 
Moscow, 1959.] Paper, 50c. (OTS : 59-13,805). 

High-frequency tonometer for measuring and recording intraocular pres- 
sure, USSR [with bibliography: by A. P. Nesterov, P. G. Gorbarenko, 
Yu. IT. Sakharov]. Sept. 4, 1959. [2] p.+6 leaves, 4° [From Medit- 
sinskaya promyshlennost’ USSR (Medical industry of USSR), no. 5, 
Moscow, 1959.] © Paper, 50c. (OTS : 59-13,810). 

Methodology of studying role of physical stress under conditions of irradia- 
tion of animals, USSR [with bibliography; by K. V. Ivanov and others]. 
Sept. 1, 1959. [2] p.+5 leaves, 4° [From Meditsinskaya radiologiya 
(Medical radiology), v. 4, no. 5, Moscow, 1959.] Paper, 50c. (OTS: 
59-13,815). 
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16607 


16608 
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965. 
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Coefficients of mass transformation on horizontal perforated plates at 
various gas speeds, USSR [with bibliography ; by I. N. Kuz’minykh and 
others]. Aug. 25, 1959. [2] p.+12 leaves, 4° [From Khim. prom. 
am industry), no. 2, Mar. 1954.] Paper, 50c. (OTS: 59- 

Kinetics of crystallization processes of solutions and melts, USSR; [by 
A. K. Skryabin]. Aug. 31,1959. [2] p.+19 leaves, 4° [From Zhurnal 
fizicheskoy khimii (Journal of physical chemistry), no. 4, Apr. 1957.) 
’ Paper, 50c. (OTS : 59—13,830). 

Early ulfillment of 7-year plan, USSR; [by D. Ku. Skalaban, I. I. Pak- 
homov]. Aug. 25, 1959. [2] p.+4 leaves, 4° [From Meditsinskaya 
promyshlennost’ SSSR (Medical industry USSR), no. 6, Moscow.] 
® Paper, 50c. (OTS : 59-—13,834). 

Experimental confirmation of theory of crystal growth and _ relation 
between equilibrium forms and forms of growth, USSR [with bibliogra- 
phy; by V. I. Danilov, V. I. Malkin]. Sept. 4, 1959. [2] p.+18 leaves, 
4° [From Zhurnal fizicheskoy khimii (Journal of physical chemistry), 
no. 10, Oct. 1954.] Paper, 50c. (OTS : 59-18,835). 

Resistance of ornithosis-psittacosis virus to action of physicochemical 
agents, USSR [with bibliography ; by V. M. Bolotovskiy]. Sept. 2, 1959. 
[2] p.+7 leaves, 4° [From Voprosy virusologii (Problems of virology), 
no. 1, Moscow, 1959.] © Paper, 50c. (OTS: 59-13,836). 

A. A. Zavarzin and N. G. Khlopin’s theories of tissue evolution and prob- 
lem of their creative synthesis, USSR [with bibliography; by A. A. 
Braun, V. P. Mikhailov]. Aug. 28,1959. [2] p.+17 leaves, 4° [From 
Arkhiv anatomii, gistologii, i embriologii (Archives of anatomy, histology, 
and embryology), v. 35, no. 3, 1958.] ® Paper, 50c. (OTS : 59—13,838). 

Philosophical problems in theory of material basis of heredity, USSR; [by 
D. F. Petrov]. Sept. 1, 1959. [2] p.+23 leaves, 4° [From Voprosy 
filosofii (Problems of philosophy), no. 7, 1958.] Paper, Tic. (OTS: 
59-13,848). 

Long-range prognoses of weather for Arctic and method by which they 
are compiled, USSR; [by A. Girs]. Sept. 1, 1959. [2] p.+10 leaves, il. 
4° [From Morskey flot (Sea fleet), no. 3, Moscow, 1959.] & Paper, 50c. 
(OTS : 59-13,850). 

Pathways of development and further tasks of medical science in Uzbekistan 
(prospective plan for medical science development in Uzbekistan), USSR, 
[by E. I. Atakhanov]. Sept. 3, 1959. [2] p.+10 leaves, 4° [From 
Vestnik Akademii Meditsinskikh Nauk SSSR (Herald of Academy of 
Medical Sciences USSR), v. 14, no. 6, Moscow, 1959.) Paper, 50c. 
(OTS : 59-13,850). 

Decisions of 21st Congress of CPSU and problems of morphology, USSR. 
Sept. 8, 1959. [2] p.+7 leaves, 4° [From Arkhiv anatomii, gistologii 
i embriologii (Archives of Anatomy, histology, and embryology), v. 36, 
no. 5, Moscow/Leningrad, 1959.] Paper, 50c. (OTS: 59-13,857). 

Statistical data on ambulatory, poly-clinic, and hospital aid in urban and 
rural medical establishments of USSR, USSR. Sept. 8, 1959. [2] p.+ 
13 leaves, 4° [From Sovetskoye zdravookhraneniye (Soviet public 
health), v. 18, no. 7, Moscow, 1959.] # Paper, 50c. (OTS : 59-13,585). 

Prospects for development of equipment for high-frequency electrotherapy, 
USSR; [by A. R. Livenson]. Sept. 8, 1959. [2] ay | leaves, 4° 
[From Meditsinskaya promyshlennost’ SSSR (Medical industry of 
USSR), no. 6, Moscow, June 1959.] # Paper, 50c. (OTS : 59-13,859). 

Materialist theory of reflection and theory of development of living matter, 
USSR; [by O. V. Lapshin]. Sept. 8, 1959. [2] p.+17 leaves, 4° 
{From Voprosy filosofii (Problems of philosophy), no. 4, 1958.] Paper, 
50c. (OTS : 59-18,860). 

Status of medico-sanitary service of children in Azerbaydzhan SSR and 
immediate problems of organs of public health; [by F. M. Velikov]. 
Sept. 10, 1959. [2] p.+10 leaves, 4° [From Azerbaydzhanskiy 
meditsinskiy zhurnal (Azerbaydzhan medical journal), no. 5, Baku, 
1959.] # Paper, 50c. (OTS : 59-13,862). 

Spontaneous formation centers of crystallization in undercooled melt in 
ultrasonic field, USSR [with bibliography ; by A. P. Kapustin]. Sept. 10, 
1959. [2] p.+4 leaves, 4° [From Uchenyye zapiski (Scientific notes), 
Moscow State Pedagogical Institute imeni V. I. Lenin, v. 88, Moscow, 
1954.] # Paper, 50c. (OTS: 59-13,866). 

Theses of proceedings of annual scientific sessions, Mar. 23-26, 1959 (all- 
Union institute of experimental endocrinology), USSR. Sept. 21, 1959. 

2]+68 p. 4° [From Tezisy dokladov na godichnoy nauchnoy sessii, 
ar. 23-26, 1959.] © Paper, $1.75 (OTS : 59-13,868). 

Medical service in mass attack, USSR. Sept. 8, 1959. [2]+222 p. 4° 
From Organizatsiya meditsinskogo obespecheniya pri massovykh 
porazheniyakh nasoleniya, Kiev, 1957.) @Paper, $3.50 (OTS: 
59-13,869). 

Repetition in process of development, USSR; [by I. I. Gritsenko]. Sept. 
4, 1959. [2] p.+19 leaves, 4° [From SS aed filosofii (Problems of 
philosophy), no. 8,1958.] & Paper, 50c. (OTS : 59—13,870). 
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16615 . Methodological problems in com erat genetics, USSR; [by N. I. 
Nuzhdin}]. Sept. 14, 1959. [2] +33 leaves, 4° [From Voprosy 
Siem of akhecwey), 0. * 1958.) Paper, $1.00 (OTS: 

16616 . Determinism and teleology, USSR; [by I. T. Frolov]. [2] p.+23 leaves, 
4° [From Voprosy filosofii (Problems of philosophy), no. 2, 1958.] 
® Paper, 75c. (OTS : 59—13,872). 

16617 ° a ra ogy roblems in contemporary genetics USSR; [by N. V. Turbin]. 

4 ye 1959. [2]+34 p. 4° [From Voprosy filosofii (Problems of 
Slseophy), no. 2,1958.] # Paper, $1.00 (OTS: 59—13,873). 
16618 4A Morphological’ basis of locative and ultrasonic abilities of bat, USSR [with 
ibliography; by V. P. Zvorykin]. Sept. 15, 1959. [2] p.+18 leaves, 
4° [From Arkhiv anatomii, gistologii i embriologii (Archives of 
anatomy, histology and embryology ), v. 36, no. 5, Moscow/Leningrad, 
1959.) Paper, 50c. (OTS: 59-1 13,875). 

16619 . Influences from splanchnic nerve on secretory cuaateone § of adrenal glands 
in newborn animals, USSR [with bibliography; by O. A. Mikhaleva]. 
Sept. 17, 1959. [2] p.-+7 leaves, 4° [From Materialy po evolyut- 
sionnoy fiziologii (Material on evolutionary physiology), no. 1, 1956.) 
# Paper, 50c. (OTS : 59-13,877). 

16620 81. Vasomotor influences from cephalic portion of vagosympathetic trunk 
severed in neck region in newborn animals (puppies), USSR [with bibli- 
ography; by O. A. Mikhaleva]. Sept. 17, 1959. [2] p.+15 leaves 4° 

rom Materialy po evolyutsionnoy fiziologii (Material on evolutionary 
physiology), no. 1, 1956. ph 50c. (OTS: 59—13,878). 

16621 . Mechanisms producing inhibitory influences on cario-vascual [vascular] 
activity in animals (puppies) during their ontogenetic development, 
USSR [with bibliography ; by O. A. Mikhaleva]. Sept. 17, 1959. [2] 
p.+11 leaves, il. 4° [From Materialy po evolyutsionnoy fiziologii 
(Material on evolutionary physiology), no. 1, 1956.] Paper, 50c. 
(OTS : 59-13,879). 

16622 . Role of cerebellum in development of functions of skeletal muscles in 
ontogenesis, USSR [with bibliography; by A. T. Khudorozheva]. [2] 
p.+23 leaves, 4° [From Materialy po evolyutsionnoy fiziologii (Material 
+3, — physiology), no. 1, 1956.] %& Paper, Tbe. (OTS: 59- 

) 

16623 4 Histochemistry of brain phosphatase in rabbits Garing ontogenesis [with 

es aphy ; by V. I. Krasil’nikova.] Sept. 17, 195 [2] p.+6 leaves, 
rom Arkhiv anatomii, gistologii, i nid we er! {Archieves of 
tors: Bi ret iM and embryology), vol. 35, no. 8, 1958.] & Paper, 50c. 

16624 . Local acoustical method for measuring air temperature, USSR (transla- 
tion) [with bibliography; by M. I. Mordukhovich]. Sept. 25, 1959. 
{2] p.+14 leaves, 4° [From Izvestiya Akademii Nauk SSSR, Seriya 
geofisicheskhya (News of Academy of Sciences USSR, Geophy sical series), 
no. 3,1959.] Paper, 50c. (OTS : 59-13,886). 

16625 . Review of book public health in Turkmen SSR, by M. G. Berdyklychev, 
veer translation ; by P. P. Radkin]. Sept. 23, 1959. [2] p.+5 leaves, 

{From Sovetskoye zdravookhraneniye (Soviet health, vy. 17, no. 12, 
1958" ] © Paper, 50c. 

16626 987. Plenary session of USSR Committee on study of rheumatism and diseases 
of joints and means of combatting them (translation), USSR; [by M. G. 
Astapenko]. Sept. 22, 1959. [2] p.+8 leaves, 4° [From Terapevti 
cheskiy arkhiv ( herapeutic archives), v. 31, no. 7, Moscow, July 1959.) 
+ Paper, 50c. (OTS : 59-13,889). 

Status and prospects for development of ong in USSR, translation ; 
[by M. V. Khomutov]. Sept. 22, 1959. [2] p.+17 leaves, 4° [From 
Aptechnoye delo (Pharmaceutical affairs), v. 8 abe 3, Moscow, 1959.] 
© Paper, 50c. (OTS : 59-13,890 

16628 . Ontogenetic changes in reflex Pesetaiaiiees of renal function, USSR [with 
ae tPern: by K. A. Nikolenko]. Sept. 21, 1959. [2] p.+15 leaves, 

‘rom Materialy B° O87 1 * Pave fiziologii (Material on ev olu- 


skiy oe Chloe). no. 1957.] Paper, 50c. (OTS: 59-13,893). 
iku, 16629 . Important task for troops (eenslation). USSR. Sept. 24, 1959. [2] 
.+9 leaves, 4° [From Voyennyy vestnik (Military herald), no. 6, 

> in foscow, June 1959.] & Paper, 50c. (OTS : 59—13,897). 
10, 16630 . Tank company in attack (translation), USSR [articles]. Sept. 24, 1959. 
es), ({2] p.+15 leaves, 4° [From Voyennyy vestnik (Military herald), no. 6, 
OW, Moscow, June 1959.}] & Paper, 50c. (OTS: 59-13,898). 

16631 . Pathological anatomy of experimental plague in camels, USSR, (transla- 
‘all- tion) [with bibliography ; by V. N. Lobanov (Saratov)]. Sept. 24, 1959. 
D59. [2] Pits Lg tow 4° {From Arkhiv patologii (Archives of pathology), 
ssii, v. 21, 7, Moscow, 1959.) # Paper, 50c. (OTS: 59-13,899). 


Depth psychology and psychiatry, USSR [with bibliography, by V. M. 
Morozov]; translation. Sept. 28, 1959. [2] p.+21 leaves, 4° [From 
Zhurnal nevropatologii i psikhiatrii (Journal of neuropatology and psy- 
chiatry), v. 58, no. 11, 1958.] & Paper, 75c. (OTS: 59-13,901). 
16633 . Status of surgical service and tasks of merges in USSR, translation ; 
[by V. I. Struchkov]. Sept. 30, 1959. [2] p.+11 leaves, 4° [From 
Sovetskoye zaravookhraneniye (Soviet public health), v. 18, no. 7, 
Moscow, 1959.] © Paper, 50¢c. (OTS : 59-13,905). 
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JPRS (NY) L (series)—Continued 
10038. Dissertation for degrees in science and engineering defended at USSR higher 

educational institutions (Knizhnaya letopis’, nos. 47-50, 1957). Sept. 

30,1959. [2] p.+34 leaves, 4° Paper, $1.00 (OTS: 59-138,915). 


JUDGE ADVOCATE GENERAL (Air Foree), Defense Dept. 







a 


[4]+16 p. il. oblong 24° 7 
D 302.2: L 41 





Military law careers in Air Force. [1959.] 


@ Item 428 
JUSTICE DEPARTMENT 


Annual report of Office of Administrative Procedure, unit of Office of Legal 
Counsel, 1958. [1959.] ix+128 p. ~ @ Item 716-B 
L.C. eard 58-60516 J 1.29: 958 
Opinion of Attorney General of United States [volume 41, Opinion]. 
74. Migrant farm labor, Wagner-Peyser act, July 2, 1959. [1959.] 14p. * Pa- 
per, 10c. J1.5/a:41/74 
4th report of Attorney General on competition in synthetic rubber industry, 
July 1, 1959. [1959.] cover title, i+59 p. il. * Paper, 40c. @ Item 
719-A 
L.C. card 56-61215 














J 1.26 : 958 









LABOR DEPARTMENT 


Address by Secretary of Labor James P. Mitchell, at dinner honoring 
Granite City on being chosen as one of all-American cities, Granite City, 
lL, Feb. 21, 1959. [1959.] 9 leaves, 4° [Processed.] + 

L 1.13: M 69/21 









Background to labor-management reform legislation 1954-59. [1959.] 11 


p. 4° [Processed.] 7 
L.C. card L59-52 L1.2:L11/18 
Challenge Khrushchev presents, address by George C. Lodge, Assistant 
Secretary of Labor, International Affairs, at lst Labor Day parade spon- 
sored by Suffolk County District Council of Carpenters, local no. 1483 







*atchogue, Long Island, N.Y., Sept. 7, 1959. [1959.] 9 leaves, 4’ 
(USDL-2912.) [Processed.] 7 L 1.13: L 82/2 






Farm labor, local and national interest, address by Assistant Secretary of 
Labor Newell Brown before Texas Citrus and Vegetable Growers and 
Shippers Convention, Dallas, Tex., Sept. 14, 1959. [1959.] 10 leaves, 4° 
[Processed.] 7 L 1.13: B 81/6 


[This entry number not used. ] 

Picketing and boycott aspects of labor reform, address by Under Secretary 
of Labor James T. O’Connell, before 15th annual National Convention 
of AMVETS, Grand Rapids, Mich., Aug. 29, 1959. [1959.] 7 leaves, 4° 
(USDL-2904.) [Processed.] 7 L 1.13: Oc 5/11 


Picketing and boycott aspects of labor reform, address by Under Secretary 
of Labor James T. O’Connell before Atlanta Kiwanis Club, Atlanta, Ga., 
Sept. 1, 1959. [1959.] 8 leaves, 4° (USDL-2908.) [Processed.] 7+ 

L1.18: Oe 5/12 


[Pursuit of happiness], address by Deputy Under Secretary of Labor 
Millard Cass, Tri-Cities Central Labor Union Labor Day celebration, 
Florence, Ala., Sept. 7,1959. [1959.]  [1]+6 leaves, 4° (USDL-2918.) 
{[Processed. Includes summary of address. ] L 1.13: C 27/5 


Skills, manpower, and American future, address by Under Secretary of 
Labor James T. O’Connell before National Convention of Disabled Amer- 
ican Veterans, Miami Beach, Fla., Aug. 19, 1959. 6 leaves, 4° (USDI- 
2894; [S-60-142].) [Processed.] 7 L 1.30: Oc 5/10 
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LABOR STANDARDS BUREAU, Labor Dept. 


16650 Address by Arthur W. Motley, director, Bureau of Labor Standards, De- 
partment of Labor, before International Association of Governmental 
Labor Officials, Kennebunkport, Maine, Sept. 11, 1959. [1959.] 10 
leaves, 4° [Processed.] 7 L 16.15: M 86 


Bulletins. © Item 763 L 16.3 : (nos. ) 
16651 177 (rev.). Labor offices in United States and Canada. June 1959. iv+52 p. 


L.C. card L36-143 
Self-training unit on child-labor laws for youth placement workers 
[with list of related publications; prepared by Miriam Fuhrman]. 
{1959.] [4]+18 p. oblong 32° * Paper, 15c. 
L.C. card L59—-50 
203. Wage payment and wage collection, State legislation and administra- 
tion; [prepared by Lloyd W. Larson]. June 1959. v+43 p. il. 
* Paper, 25c. 
L.C. ecard L59-41 


16654 Memo to employers [with list of references]. [1959.] 


16652 202. 
16653 


[6] p. narrow 8° + 
L16.2: M51 


16655 Minutes, annual meeting, President’s Committee on Employment of the 
Physically Handicapped, May 7 and 8, 1959, Washington, D.C. [1959.] 
cover title, [1] +vii+74 p.il.4° 7+ © Item 766-C 

L.C. card L49-14 L 16.44/2: M 66/959 


LABOR STATISTICS BUREAU, Labor Dept. 


BLS report. 7 
16656 146. Work injuries and injury rates in sawmills and planing mills; [Prepared 
by Frank S. McElroy and George R. McCormack]. July 1959. cover 
title, ii+33 p. il. 4° 
L.C. ecard L59-48 L 2.71: 146 


Bulletins. © Item 768 

16657 1240-21. Occupational wage survey: Lawrence, 
Paul V. Mulkern]. Sept. 1959. iii+32 p. oblong 8° 
as H. doc. 447, pt. 21, 85th Cong., 2d sess.] * Paper, 25c. 
L.C. card 49-125 

Earnings in wholesale trade [distribution of nonsupervisory workers in 
selected wholesale trade industries by straight-time hourly earnings ; 
prepared in Bureau's Division of Wages and Industrial Relations]. 
June 1958. vi+383 p. il. 4° [Also issued as H. doc. 137, 86th Cong. 
1st sess.] * a? 30¢. 


L.C. ecard L 59-47 

16659 57. Wholesale prices and price indexes, 1958; [prepared by Helen F. Hald]. 
July 1959. vii+310 p. il. 4° [Also issued as H. doc. 175, 86th Cong., 
Ist sess. Document and Congress notation appear in error on title 
page of this edition.] * Paper, $1.50. 

C. card L 22-229 

16660 258. Analysis of work stoppages, 
Loretto R. Nolan]. July 1959. v+36 p. il. 
H. doc. 176, 86th Cong., 1st sess.] * Paper, 30c. 
L.C. card L 42-198 

16661 259. Pension plans under collective bargaining : 
requirements for early retirement, pt. Involuntary retirement pro- 
visions, late 1958; [prepared by W Kd W. Kolodrubetz and Harry 
L. Levin]. July 1959. vi+29 p. il. 4° [Also issued as H. doc. 177, 
86th Cong., 1st sess. Document and Congress notation appear in 

error on cover of this edition.] * Paper, 25c. 

L.C. card L 59-46 


L 2.3: (nos. ) 


Mass., May 1959; [prepared by 
[Also issued 


16658 


1958; [prepared by James Herlihy and 
4° [Also issued as 


: pt. 1, Vesting provisions and 


16662 European union research and engineering services; [by] Everett M. Kas- 
salow. [1959.]  p. 757-760, 4° [Processed. First of 2 articles entitled 
Two European trade union seminars, which title appears at beginning 
of article. From Monthly labor review, July 1959.] L 2.6/a: Eu 74/2 

16663 Foreign labor information: Labor in Argentina [with bibliography; pre- 
pared by Lorraine O’G. Jones]. June 1959. cover title, [4]+22+[8] 
p. il.4° [Processed. Text on p. 2 of cover.] 
L.C. ecard L 56-153 L 2.72: Ar 3/959 
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16665 


16666 


16667 


16668 


16669 


16670 


16672 


16673 


16674 


16675 


16676 


16677 


GOVERNMENT PUBLICATIONS 


Foreign labor information: Labor in Thailand; [prepared by Alice W. 
Shurcliff]. June 1959. cover title, ii-+-29 p. 4° [Processed. Text on 


p. 2 of cover. ] 
L.C. card L 56-153 L 2.72: T 32/959 


Monthly labor review reprint. 7 
2316. Technical note: Relative importance of CPI components, Dec. 1958. 
[1959.] 776-779, 4° [From Monthly labor review, July _1959.] 
L 2.6/a : 2316 
Notes on economic situation of Negroes in United States. Revised Aug. 


1959. [1959.] [5]+48p.4° [Processed.] 
L.C. card L 58-28 L 2.2: N 81/2/959 


Purchasing power of consumer dollar in United States cities, 1913 forward 
(1947-49=$1.00). [1959.] 3 p. oblong 8° [Processed.] * L2.2: P97 


Report on training, fiscal year 1959. [1959.] 9 p. 4° [Processed.] 7 
L 2.2: T 68/3 


Union-security provisions in agreements, 1954, [by] Rose Theodore. 
[1955.] [10] p. il. 4° L 2.2: Un 33/7 
Work injuries to school lunchroom personnel, preliminary report on study 
by Bureau of Labor Statistics of Department of Labor presented to 
annual convention of American School Food Service Association, San 
Francisco, Calif., Aug. 12, 13, 1959; by George R. McCormack. [1959.] 
18+-[1] p. il. 4° [Processed.] 7 L 2.26: M 18/2 


LAND MANAGEMENT BUREAU, Interior Dept. 


Department of Interior grazing decisions, 1936-1958 [in cases arising under 
Taylor grazing act of 1934, as amended, and Federal Range Code for 
Grazing Districts; compiled by Dent D. Dalby]. 1959. xii+752 p. 
* Cloth, $3.00. © Special Offer 
L.C. card 59-62479 I 53.15 : 936-58 

Effects of wild fires on forest environment of Alaska, remarks by Jesse M. 
Honeywell, area administrator, Juneau, Alaska, Bureau of Land Man- 
agement, Department of Interior, before joint conference of American 
Forestry Association and Pennsylvania Forestry Association, Bedford, 
Pa., Oct. 18, 1959. [1959.] 5 leaves, 4° (Information Service.) 
[Processed.] 7 I 53.15: H 75 


Homesteading past and present. [1959.] 20 p. il. narrow 8° * Paper, 
15c. @ Item 631 
L.C. card 59-62477 1 53.2: H 75/2 
Orders affecting public lands in Alaska as of June 30, 1958. [1959.]  iii+ 
148+-[20] p. [The last 20 pages left blank to be used for additional 
data.] * Paper, 45c. 
L.C. card 59-64007 I 53.11: Al 1s/supp. 


LIBRARY OF CONGRESS 


Charles Fenderich, lithographer of American statesmen, catalog of his 
work; by Alice Lee Parker and Milton Kaplan. Washington, 1959. 
[2]+ii+64 p. 1 pl. 15 p. of pl. 4° Prints and Photographs Division. 
Reference Department.) [Processed. Another illustration on p. 1 of 
eover.] + Office of Secretary. 

L.C. card 59-60089 LC 25.2: F 31 


East Germany, selected bibliography ; compiled by Fritz T. Epstein. 1959. 
vii+55 p.4° [Processed.] 7 Office of Secretary. 
L.C. card 59-60084 LC 35.2: G 31 


Newspapers on microfilm [list] : Supplement 1 to 3d edition. Washington, 
1959. iv+37p.4° + Paper, $1.00. @ Item 823-A 
L.C. card 5383-60042 LC 18.2: N 47/2/957/supp. 1 
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16678 Nigerian official publications, 1869-1959, guide; compiled by Helen F. 
Conover. Washington, 1959. xii+153 p. 4° (Reference Department, 
General Reference and Bibliography Division.) [Processed.] 7 Office 
of Secretary. 

L.C. card 59-60079 LC 2.2: N 56 


MARINE CORPS (Navy), Defense Dept. 


16679 Check every month, Marine Reserve retirement plan. [1959.] cover 
title, [10] p. il. oblong 12° ([NAVMC 6513.]) [Text and other illus- 
trations on p. 1-4 of cover.] }~ @ Item 383 D 214.2: R31 


16680 Marine Corps manual: v. 1 [Personnel and general administration]. Change 
37; Sept. 1959. [1959.] [102] p. 4° [Issued in looseleaf form.] tf 
@ Item 384 M 209.9 : 949/v. 1/ch. 37 


MEDICINE AND SURGERY BUREAD (Navy), Defense Dept. 


16681 94th annual report of surgeon general, Navy, chief, Bureau of Medicine and 
Surgery, to Secretary of Navy, relative to statistics of diseases and 
injuries in Navy, calendar year, 1958. [1959.] xii+224 p. il 
({NAVMED P-5027.])  ¢ @ Item 388 
L.C. card 33—26817 D 206.11 : 958 


MILITARY HISTORY, OFFICE OF CHIEF OF (Army), Defense Dept. 


16682 United States Army in World War II: War in the Pacific [v. 8], Cartwheel, 
reduction of Rabaul [with bibliography note] ; by John Miller, jr. 1959. 
xvi+418 p. il. 4 maps (one is in pocket) large 8° *Cloth, $5.25. 
@ Item 345 
L.C. card 59-60004 D 114.7: P11/v.8 


MILITARY SEA TRANSPORTATION SERVICE (Navy), Defense Dept. 


Norr.—The Military Sea Transportation Service provides sea transportation for 
personnel and cargo of the Department of Defense (excluding that transported by 
units of the fleet) and as authorized or directed for other Government agencies of 
the United States subject to policies and priorities issued by the Joint Chiefs of 
Staff. It was officially established on October 1, 1949. 

United States Navy’s Military Sea Transportation Service, service to servy- 
ices. [1959.] cover title, [2]+34p.il.4° f @ Special offer 
D 216.2: M 59 
MINES BUREAU, Interior Dept. 


Abrasive materials; by Henry P. Chandler and Gertrude E. Tucker. 
([1959.] [2]+17 p. il. [Preprint from Minerals yearbook, 1958, v. 1.] 
* Paper, 10c. I 28.37/a: Ab 84/958 


Aluminum; by R. August Heindl, C. I. Wampler, and Mary E. Trought. 
[1959.] [2]+24 p. [Preprint from Minerals yearbook, 1958, v. 1.] 
* Paper, 15c. I 28.37/a : Al 82/958 


16686 Antimony; by H. M. Callaway and Edith E. den Hartog. [1959.] [2]+8 
p. [Preprint from Minerals yearbook, 1958, v.1.] * Paper, 10c. 
I 28.37/a: An 87/958 
16687 Clays; by Taber De Polo and Betty Ann Brett. [1959.] [2]+25 p. il. 
[Preprint from Minerals yearbook, 1958, v. 1.] * Paper, 15c. 
I 28.37/a : C 579/958 


16688 Coke and coal chemicals; by J. A. De Carlo, T. W. Hunter and Maxine M. 
Otero. [1959.] [2]+66p.il. [Preprint from Minerals yearbook, 1958, 
v. 2.] * Paper, 20c. I 28.37/a: C 669/2/958 
16689 Copper; by A. D. McMahon and Gertrude N. Greenspoon. [1959.] [2]-+50 


p.il. [Preprint from Minerals yearbook, 1958, v.1.] * Paper, 20c. 
I 28.37/a: C 793/958 
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GOVERNMENT PUBLICATIONS 


16690 Crude petroleum and petroleum products; by James G. Kirby, Walter G. 
Messner and Gladys Hilton. [1959.] [2]+125 P il. [Preprint from 
Minerals yearbook, 1958, v.2.] * Paper, 35c. I 28.37/a: P 448/3/958 

16691 Employment and injuries in fuel industries; by John C. Machisak 
[1959.] [2]+5 p. [Preprint from Minerals yearbook, 1958, v. 2.] 
* Paper, 5c. I 28.37/a: F 952/2/958 


16692 Ferroalloys; by H. Austin Tucker and Hilda V. Heidrich. [1959.] [2]+ 
10 p. [Preprint from Minerals yearbook, 1958, v. 1.] * Paper, 10c. 
I 28.37/a: F 417/958 


[Health and safety statistics] H.S.S. (series). (Mineral Industry sur- 

veys.) [Processed.] {Mines Bureau, Pittsburgh, Pa. 
477. Awards in National tice Association safety competition of 199? 5 {prepared 
by Elizabeth K. Elsner]. [Sept. 18, 1959.] 10 p. 4° 28.26 : 477 


Information circulars. I 28.27 : (nos. ) 
16694 7898. Sulfur in California and Nevada [with bibliography] ; by George C. Bran- 
ner. [1959.] EE aa 50 p.il.4° * Paper, 35c. 
L.C. card Int 59-10 
16695 7899. Injury experience in ‘iaution industry, 1957, analysis of safety factors and 
related employment data; by John C. Machisak, Nell B. Bradley, and 
Nina L. Jones. 1959. vi+16 p. 4° * Paper, 20c. @ Item 637-—A 
L.C. card Int 59-93 
16696 . Injury experience in metal and nonmetal industries, 1955: by John C. 
Machisak [and others]. 1959. iv+48 p. 4° * Paper, 30c. @ Item 


6 ony 
L.C. card 1838-35245 rev. 

16697 7 . Electrie-power-distribution system, potash mine and refinery, Duval Sul- 
phur & Potash COMpARY, Carisbad, N. Mex.; by J. Howard Bird and 
A. Z. Dimitroff. 1959. [3]4+27 p. il. 4° [Processed.] + Mines Bu- 
reau, Pittsburgh, Pa. 
L.C. card Int 59-120 

16698 . Bibliography of reports containing analyses of crude oils by Bureau of 
Mines routine method; by O. C. Blade. 1959. iii+181 p. 4° * Paper, 
$1.00 @ Item 637-A 
L.C. eard 59-64046 

16699 )27. Injury experience in quarrying industry, 1955 and 1956; by John C., 
Machisak, Naomi W. Kearney, and Zelda 8. Glidden. 1959. iv+77 p. 4¢ 
* Paper, 45¢c. © ~— 637-A 
L.C. card 1838-35364 

7931. Firefighting facilities at coal mines compared with those at other industria) 

plants; by R. W. Stahl. 1959. [3]4+12 p. il. 4° [Processed.] 
7 Mines Bureau, ph eanengh. Pa. 
L.C. card 59— 6404 

16701 . Control of fires in saictibe coal deposits in Western United States, including 
Alaska, 1948-58; by T. R. Jolley and H. W. Russell. 1959. [2]+ii+ 
22 p. il, 4°. [(P rocessed. ] + Mines Bureau, Pittsburgh, Pa. 
L.C. card 59-64048 

16702 7933. Strontium, materials survey {with bibliography] ; by Albert E. Schreck and 
+ org C. Arundale. 1959. viii+45 p. il. fo * Paper, 35c. © Item 


6: 


~A 

L C. card 59-64049 
16703 Iron and steel; by James ©. O. Harris. [1959.] [2]+32 p. il. [Preprint 
from Miner als yearbook, 1958, v.1.] * Paper, 15e. 1I28.37/a: Ir 6/5/958 
16704 Tron oxide pigments; by John W. Hartwell and Betty Ann Brett. [1959.] 
[2]+8 p. il. [Preprint from Minerals yearbook, 1958, v. 1.] * Paper, 
10. I 28.37/a : Ir 6/6/958 
Manganese; by Gilbert L. DeHuff and Teresa Fratta. [1959.] [2]+26 p. 


il. [Preprint from Minerals yearbook, 1958, v. 1.] * Paper, 15c. 
I 28.37/a : M 313/958 


16706 Mineral industry of Arizona; by William H. Kerns, Frank J. Kelly and 
D. H. Mullen. [1959.] [2]+24 p. il. [Preprint from Minerals year- 

book, 1958, v. 3.] * Paper, 15c. I 28.37/a 2: Ar 41/958 

JT Mineral industry of Hawaii and Pacific-Island possessions; by L. E. Davis 
and R. Y. Ashizawa. [1959.] [2]+4 p. [Preprint from Minerals 
yearbook, 1958, v. 3.]. * Paper, 5c. I 28.37/a 2: H 31/958 
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16708 Mineral industry of Massachusetts; by Robert W. Metcalf and James R. 
Kerr. [1959.] [2]+9 p. il. [Preprint from Minerals yearbook, 1958, 
v. 3.] * Paper, 10c. I 28.87/a 2: M 38/958 
16709 Mineral industry of South Carolina ; by Lawrence E. Shirley and Laurence 
L. Smith. [1959.] [2]+10 p. il. [Preprint from Minerals yearbook, 
1958, v. 3.] * Paper, 10c. I 28.37/a 2: So 8¢/958 
Mineral market report MMS (series). (Mineral industry surveys.) 
[Processed.] 7 Mines Bureau, Pittsburgh, Pa. I 28.28 : (nos. ) 
16710 2935. [Portland and other hydraulic cements in 1958, errata]. [1959.] [2] 
p. 4° [Processed.] f 
16711 2953. Fire clay production decreased in 1958; [prepared by Taber de Polo and 
Betty Ann Brett]. [July 1959.] 3+[2] p. 4° [Includes supplement 
entitled Development of super refractories emphasized in new Mines 
Bureau research program. } 
16712 2965. Salt in 1958; [prepared by Robert T. MacMillan and James M. Foley]. 
[Sept. 1, 1959.] 7 p. 4° 
16713 973. Consumption of industrial explosives in 1958; [prepared by Virginia E. 
Wrenn and Elizabeth K. Elsner). [Sept. 18, 1959.] 12 p. 4° 
16714 - Dimension stone output increases in 1958; [prepared by Wallace W. Key 
and Nan C,. Jensen.] [Sept. 17, 1959.] 4 p. 4° 
16715 2978. Roofing granule production expands in 1958; 4. by Wallace W. Key 
and Nan C, Jensen]. [Sept.17,1959.] 1p. 4° 
16716 Peat; by Eugene T. Sheridan and Virginia C. Berte. [1959.] [2]-+-17 p. 
il. [Preprint from Minerals yearbook, 1958, v. 1.] * Paper, 10e. 
I 28.37/a: P 329/958 
Platinum-group metals; by J. P. Ryan and Kathleen M. McBreen. [1959.] 
[2]+13 p. il. [Preprint from Minerals yearbook, 1958, v. 1.] * Paper, 
10e. I 28.37/a: P 696/958 
16718 Pumice and pumicite; by L. M. Otis and James M. Foley. [1959.] [2]+ 
6 p. il. [Preprint from Minerals yearbook, 1958, v. 1.] * Paper, 5c. 
I 28.37/a: P 968/958 
Report of investigations. I 28.23 : (nos. } 
16719 5478. Rotating model oil reservoir for simulating gas-cycling operations ; by Alton 
B. Cook, R. H. Coulter, jr., and G. B. Spencer. 1959. [3]+14 p. il. 4° 
{The work upon which this report is based was done under cooperative 
agreement between Bureau of Mines and Oklahoma.] * Paper, 20c. 
@ Item 637-—A 
L.C. card Int 59-102 
16720 5493. Tin placer and lode investigations, Ear Mountain area, Seward Peninsula, 
Alaska [with bibliography]; by John J. Mulligan. 1959. [2]+iii+53 
. il. 4° [Processed.] 
4C, ecard Int 59-116 
16721 5 . Solution techniques in fluorescent X-ray spectrography [with list of selected 
references] ; by William J. Campbell, Melvin Leon, and John W. Thatcher. 
1959. [2]+ii+24 p.il.4° [Processed. ] 
L.C. ecard Int 59-113 
. Fatty and resin acids as collectors for iron oxides [with bibliography] ; by 
S. R. B. Cooke and Walter Nummela. 1959. [2]+ii+24 p. il. 4° 
[Processed.] + Mines Bureau, Pittsburgh, Pa. 
L.C. card Int 59-114 
. ae hafnium separation; by William A. Stickney. 1959. [3]+22 
. il. 4° [Processed.] + Mines Bureau, Pittsburgh, Pa. 
Lc. ecard Int 59-117 
. Fluorescent X-ray spectrographic probe-design and applications; by John 
W. Thatcher and William J. Campbell. 1959. [2]+ii+23 p. il. 4° 
[Processed.] ‘¢ Mines Bureau, Pittsburgh, Pa. 
L.C. card Int 59-118 
. Treating oxidized and mixed oxide-sulfide copper ores by segregation “ed 
ess [with bibliography) i ; by Carl Rampacek, W. A. McKinney, and P. 
Waddleton. 1959. 2}+ii+28 p. il. 4° [Processed.] + Mines ho 
reau, Pittsburgh, Pa. 
L.C. card Int 59-121 
. Low-temperature heat capacities of copper cogsttes (with summary of 
entropies at 298.15° K. of spinel minerals) ; by E. G. King and Zz. Bs 
Kelley. 1959. [3]+6 p. il. 4° [ Processed. ] + Mines Bureau, Pitts 
burgh, Pa. 
L.C, card Int 59-115 
. Bureau of Mines synthetic liquid fuels program, 1944-55: pt. 1, Oil from 
coal [with bibliographies] ; by Bureau of Mines bituminois ‘coal staff. 
195 19. [4] +306 p. il.,4° * Paper, $1.50. @ Item 637—A 
L.C. eard Int 59-109 
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16730 


16731 


16732 


167383 


16734 


GOVERNMENT PUBLICATIONS 


Report of investigations—Continued 
5507. = ylant operation of gas- 13)" oil-shale retort; by Victor Kalcevic and 
D. Lankford. 1959. [2]+ii+34 p. il. 4° [Processed.] ‘t+ Mines 
Bureau, Pittsburgh, Pa. 
L.C. eard Int 59-122 
5508. Operation of dithionate-process pilot plant for leaching manganese ore 
from Maggie Canyon deposit, Artillery Mountains region, Mohave County, 
Ariz.; by Carl Rampacek, H. C. Fuller, and J. B. Clemmer. 1959. [2] 
+iii+54 p. il. 4° [Processed.] + Mines Bureau, Pittsburgh, Pa. 
L.C, card Int 59-123 
5511. Reservoir-oil characteristics, Aneth oa San Juan County, Utah tye 
pratt rd by R. F. Zaffarano, C . Q. Cupps, and J. Fry. 1959. [2] 
iii+51 |. il. 4° [Processed. ] + Mines Bureau, Pittsburgh, Pa. 
5512. Titaniow minerals in heavy gan4 epee of Assateague Island, Md. [with 
selected bibliogra Gy bos H W. V. Kuster. 1959. {3] +22 p. il. 4° 
{ Processed. ] ines buscen, Pittsburgh, Pa. 
5518. Exploration of lend. zine deposits in Ross Basin: Lake Como area, San Juan 
ounty, Colo.; by John H. Hild and C. Rose. 1959. [2]+ii+54 p. 
ii. 2 maps in pocket, 4° [Processed.] f line Bureau, Pittsburgh, Pa. 


Salt; by R. T. MacMillan and James M. Foley. [Preprint from Minerals 
yearbook, 1958, v. 1.] * Paper, 10c. I 28.37/a: Sa 37/958 


Secondary metals, nonferrous; by Archie J. McDermid. [1959.] [2]+4 
p. il. [Preprint from Minerals yearbook, 1958, v.1.] * Paper, 5c. 
I 28.37/a: Se 24/958 


5 Sulfur and pyrites; by Leonard P. Larson and James M. Foley. [1959.] 


16726 


16739 


16740 


16741 


16742 


[2]+20 p. il. [Preprint from Minerals yearbook, 1958, v. 1.]  * Paper, 
15e. I 28.37/a : Su 5/958 


Tungsten ; by R. W. Holliday and Mary J. Burke. [1959.] [2]+12 p. il. 
[Preprint from Minerals yearbook, 1958, v. 1.) * Paper, 10c. 
I 28.37/a: T 834/958 


Vermiculite; by L. M. Otis and Nan ©. Jensen. [1959.] [2]+5p. [Pre- 
print from Minerals yearbook, 1958 v. 1.] * Paper, 5e. 

I 28.37/a: V 592/958 

Water; by R.T. MacMillan. [1959.]+7p. [Preprint from Minerals year- 

book, 1958, v.1.] * Paper, 10c. I 28.37/a: W 29/958 


MINT BUREAU, Treasury Dept. 


Domestic coin manufactured by mints of United States since organization 
to inelude year 1958. 1959. [1]+41p. [Also in report of director of 
Mint for fiscal year 1959.] * Paper, 20c. 

L.C. card 36-26170 T 28.1/a: C 666/2/958 


MISSISSIPPI RIVER COMMISSION (Army), Defense Dept. 


Notice [concerning topographic quadrangle maps within alluvial valley of 
lower Mississippi River, edition 1958]. July 1959. 2 p. 4° [Proc- 
essed.] + Mississippi River Commission, Vicksburg, Miss. 

D 103.302 : M 69i1/958/notice -3 


MISSOURI BASIN INTER-AGENCY COMMITTEE 


Minutes of 108th meeting of Missouri Basin Inter-Agency Committee, Aug. 
13, 1959, Helena, Mont; [prepared by E. F. Hower]. [1959.] 19+ 
[48] p. 4° [Processed.] t 
L.C. card 57-83283 Y 3.M69 : 2 M66/959-4 


[This entry number not used.] 


NATIONAL AERONAUTICS AND SPACE ADMINISTRATION 


NACA report (1958). (National Adwisory Committee for Aeronautics. ) 
@ Item 1070 
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16743 1372. Method of computing transient temperature of thick walls from arbitrary 
variation of adiabatic-wall temperature and heat-transfer coefficient 
{with list of references]; by P. R. Hill. [1959.] cover title, ii+21 p. 
il. 4° [Supersedes NACA technical note 4105, 1957.] * Paper, 25c. 
L.C. card 59-62411 Y 3.N 21/5: 5/1372 


NACA research memorandum RM (series). (National Advisory Com- 
mittee for Aeronautics.) [Processed.] 1 Y3.N 21/5: 15/(letter-nos.) 


16744 <A52E23. Effects of simulated skin wrinkles of wing surface on aerodynamic 
characteristics of 2 wing-body combinations employing wings of low 
aspect ratio at subsonic and supersonic speeds [with list of refer- 
ences]; by John C. Heitmeyer and Willard G. Smith. Washington, 
Aug. 5, 1952. cover title, 283+ [4] p. fl. 4° [No longer confidential. 
Classification changed Sept. 1, 1959.] 

16745 A52J06. Correlation of predicted and experimental lateral oscillation charac- 
teristics for several airplanes [with list of references] ; by Donovan 
R. Heinle and Walter E. McNeill. Washington, Dec. 15, 1952. 
cover title, 33 p.+[2] leaves, il. 4° [No longer confidential. 
Classification changed Sept. 1, 1959.] 

A53H10. Flight study of effects on tracking performance of changes in lateral- 
oscillatory characteristics of fighter airplane [with list of refer- 
ences] ; by Walter E. McNeill, Fred J. Drinkwater III, and Rudolph 
D. Van Dyke, jr. Washington, Oct. 9,1953. cover title, 32 p.+ [3 
leaves, il. 4° [No longer confidential. Classification chang 
Sept. 1, 1959.] 

A54B08. Effect of lip shape on nose-inlet installation at Mach numbers from 
0 to 1.5 and method for optimizing engine-inlet combinations [with 
list of references] ; by Emmet A. Mossman and Warren E. Anderson. 
Washington, May 7, 1954. cover title, 48 p.+[2] leaves, il. 4° 
[No longer confidential. Classification changed Sept. 1, 1959.) 

A54C04. Experimental investigation of aerodynamic characteristics of ballistic- 
type missile [with list of references] ; by Stanford E. Neice. Wash- 
ington, Apr. 23, 1954. cover title, 21 p.+[2] leaves, 4° [No 

os longer confidential. Classification changed July 22, 1959. 

16749 A55D12. Controls for supersonic missiles | with list of references] ; by George 
E. Kaattari, William A. Hill, jr., and Jack N. Nielsen. Washing- 
ton, May 27, 1955. cover title, 10 p.+2 leaves, il. 4° [No longer 

1 confidential. Classification changed July 22, 1959.] 

16750 A55E02. Theoretical and experimental investigation of effect of yaw on heat 
transfer to circular cylinders in hypersonic flow [with list of ref- 
erences] ; by A. J. Eggers, jr., C. Frederick Hansen, and Bernard 
E. Cunningham. Washington, —_ 25, 1955. cover title, 79 p.+ 
[3] leaves, il. 4° [No longer confidential. Classification changed 

" Sept. 1, 1959.] 

AS55SE26. Some aspects of design of spears boost-glide aircraft [with list of 
references] ; by Alvin Seiff and H. Julian Allen. Washington, Aug. 
15, 1955. cover title, 50 p.+([2] leaves, il. 4° [No longer confi- 
dential. Classification changed Sept. 1, 1959.] 

A55F21a. Discussion of methods for reducing aerodynamic heating in supersonic 
flight [with list of references]; by A. J. Eggers, jr. Washington, 
Sept. 1, 1955. cover title, 16 p.+[2] leaves, il. 4° [No longer 
confidential. Classification changed Sept. 1, 1959.] 

Preliminary experimental investigation of variable-area, variable- 
internal-contraction air inlet at Mach numbers between 1.42 and 
2.44 [with list of references] ; by Richard Scherrer and Forrest E. 
Gowen. Washington, Sept. 7, 1955. cover title, 25 p.+[2] leaves, 
1959.) [No longer confidential. Classification changed Sept. 1, 

16754 ASSKO1. Flight evaluation of wing-shroud-blowing boundary-layer control sys- 
tem_ applied to flaps of F9F-4 antes [with list of references] ; 
by L. Stewart Rolls and Robert C. Innis. Washington, Feb. 14, 
1956. cover title, 42 p.+ [2] leaves, il. 4° [No longer confidential. 
Classification changed Sept. 1, 1959.] 

16755 A56C06. Change with mass-flow ratio of cowl pressure drag of normal-shock 
inlets at supersonic speeds [with list of references] : by Wallace F. 
Davis and Forrest E. Gowen. Washington, June 22, 1956. cover 
title, 33 p.+-[2] leaves, il. 4° [No longer confidential. Classifica- 
41st July 22, 1959. Errata sheet, 1 p. 4°, was issued Oct. 

A57C25. Investigation of boundary-layer transition on flat-faced bodies of revo- 
lution at high su ersonic speeds [with list of references] ; by Thomas 
N. Canning and Simon C. Sommer. Washington, June 7, 1957. 
cover title, 30 p.+[2] leaves, il. 4° [No longer confidential. 
Classification changed July 22, 1959.] 

A57D30. Comparison of carrier approach speeds as determined from flight tests 
and from pilot-operated simulator studies [with one reference] ; 
by Maurice D. White and Fred J. Drinkwater III. Washington, 
June 19, 1957. cover title, 42 p.+[3] leaves, il. 4° [No longer 
confidential. Classification changed July 22, 1959.] 
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16768 
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A5TEO2. 


A57E15. 


A57E24. 


A5TFO6b. 


A57H19a. 


A57126. 


A571L10. 


E50F28. 


E51C15. 


E51E03. 


E52E13. 


E53D07. 


E53F10. 


E53128. 


Effects at subsonic speeds of wing fences and tail on longitudinal 
characteristics of 63° swept-wing and fuselage combination [with 
list of references]; by Donald A. Buell and Carl D. Kolbe. Wash- 
ington, July 2, 1957. cover title, 38 p.+[2] leaves, il. 4° [No 
longer confidential. Classification changed Sept. 1, 1959.] 

Some properties of wing and half-body arrangements at supersonic 
speeds [with list of references] ; by Eugene Migotsky and Gaynor 
J. Adams. Washington, July 22, 1957. cover title, 19 p.+{[2] 
ease, (. 4° [No longer confidential. Classification changed Sept. 

, 1959. 

Investigation of axially symmetric flow over steps at transonic speeds 
with comparisons of estimated and experimental drag results [with 
list of references] ; by George H. Holdaway and Minor R. Wallace, 
jr. Washington, July 22, 1957. cover title, 48 p.+ [2] leaves, il. 
4° [No longer confidential. Classification changed Sept. 1, 1959.] 

Effects of wing-tip droop on longitudinal characteristics of 2 highly 
swept wing-body combinations at Mach numbers from 0.6 to 1.4 
[with list of references]; by Earl D. Knechtel and George Lee. 
Washington, Aug. 30, 1957. cover title, 25 p.+[3] leaves, il. 4° 
[No longer confidential. Classification changed Sept. 1, 1959.] 

Transonic investigation of effects of semisubmerged-store cavities and 
of slots on zero-lift drag of body of revolution [with list of refer- 
enecs!; by George H. Holdaway, Minor R. Wallace, jr., and Elaine 
W. Hatfield. Washington, Oct. 28, 1957. cover title, 31 p.+[3] 
— ‘ 4 [No longer confidential. Classification changed Sept. 

, 1959. 

Experimental investigation of simulation of atmospheric entry of bal- 
listiec missiles [with list of references] ; by Stanford E. Neice, James 
A. Carson, and Bernard E. Cunningham. Washington, Dec. 12, 
1957. cover title, 32 p.+[3] leaves, il. 4° [No longer confiden- 
tial. Classification changed July 22, 1959. One of the illustrations 
is colored. ] 

Flight study of longitudinal-control-system dynamic characteristics 
by use of variable-control-system airplane [with list of references] : 
by Nerman M. McFadden, Frank A. Pauli, and Donovan R. Heinle. 
Washington, Mar. 8, 1958. cover title. 32 p.+[3] leaves, il. 4° 
{No longer confidential. Classification changed Sept. 1. 1959.] 

Altitude performance characteristics of turbojet-engine tail-pipe burner 
with variable-area exhaust nozzle using several fuel systems and 
flame holders [with list of references]; by LaVern A. Johnson and 
Carl L. Meyer. Washington, Dec. 29, 1950. cover title, 54+ [2] 
p. il. 4° [No longer confidential. Classification changed Sept. 1, 


Altitude-wind-tunnel investigation of performance characteristics of 
J47D protoype (RX1-1) turbojet engine with variable-area exhaust 
nozzle [with list of references] ; by E. William Conrad and John EF. 
McAulay. Washington, Sept. 5, 1951. cover title, 68 p.+[2] 
oo 108e 4° [No longer confidential. Classification changed July 

Altitude investigation of 16 flame-holder and fuel-system configura- 
tions in tail-pipe burner [with list of references]: by Ralph E. 
Grey, H. G. Krull, and A. F. Sargent. Washington, Dec. 12, 1951. 
cover title, 79+ [4] p. il. 4° [No longer confidential. Classifica- 
tion changed Sept. 1, 1959.1] 

Influence of canard-type control surface on flow field in vicinity of 
symmetrical fuselage at Mach numbers 1.8 and 2.0 [with list of ref- 
erences] ; by George A. Wise and Murray Dryer. Washington, July 
16, 1952. cover title, 26+ [4] p. il. 4° [No longer confidential. 
Classification changed Sept. 1, 1959. ] 

Survey of some preliminary investigations of supersonic diffusers at 
high Mach numbers [with list of references]: by Edgar M. Cort- 
right, jr., and James F. Connors. Washington, July 10, 1952. 
cover title, 18+ [4] p. il. 4° [No longer confidential. Classifica- 
tion changed Sept. 1, 1959.] 

Investigation at Mach number of 1.90 of diverter-type boundary-layer 
removal system for scoop inlet [with list of references]: by Fred 
D. Kochendorfer. Washington. June 8, 1958. cover title, 18+ 
[4] p. il. 4° [No longer confidential. Classification changed July 
22, 1959.] 

Altitude evaluation of several afterburner design variables on J47— 
GE-17 turbojet engine [with list of references]: by Willis M. 
Braithwaite, Curtis L. Walker and Joseph N. Sivo. Washington, 
Oct. 23, 1953. cover title, 55+[4] p. il. 4° [No longer confiden- 
tial. Classification changed Sept. 1, 1959. Errata no. 1, 1 p. 
oblong 32°, tipped in preceding page 1.] 

Performance of separation nose inlets at Mach number 5.5 [with list 
of references] ; by Rudolph C. Haefeli and Harry Bernstein. Wash- 
ington, Dec. 1, 1953. cover title, 28+ [4] p. il. 4° [No longer 
confidential. Classification changed Sept. 1, 1959.] 
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E54C25. 


16776 B54D02. 


£h54D05. 


E54E12. 


16779 E54E13. 


16780 L54E20. 


E54F 04. 


E54F 08, 


154 F 24a. 


E55C04. 


E55C25a. 


E55E20a. 


16788 E55E25. 


NoveMBER 1959 


Angle-of-attack supersonic performance of configuration consisting 
of ramp-type scoop inlet located either on top or bottom of body 
of revolution [with list of references]; by Emil J. Kremzier and 
Robert C. Campbell. Washington, May 13, 1954. cover title, 18 
p.+[3] leaves, il. 4° [No longer confidential. Classification 
changed July 22, 1959.) 

Performance of wedge-type boundary layer diverters for side inlets at 
supersonic speeds [with list of references]; by Robert C. Campbell 
and Emil J. Kremzier. Washington, May 13, 1954. cover title, 
16+ [6] p. il. 4° [No longer confidential. Classification changed 
July 22, 1959.] 

Effect of immersed surface in combustion zone on efficiency and sta- 
bility of 5-inch-diameter ram-jet combustor [with list of references] ; 
by Thaine W. Reynolds and Donald W. Male. Washington, June 
21, 1954. cover title, 35 p.+[2] leaves, il. 4° [No longer confi- 
dential. Classification changed July 22, 1959.] 

Effect of nozzle contour on drag of parabolic afterbodies [with list of 
references]; by Donald J. Vargo and Gerald W. Englert. Wash- 
ington, June 21, 1954. cover title, 25 p.+ [2] leaves, il. 4° [No 
longer confidential. Classification changed July 22, 1959.] 

Analytical investigation of off-design performance of transonic tur- 
bine [with list of references] ; by Warren J. Whitney and Warner L. 
Stewart. Washington, May 28, 1954. cover title, 22+4 p. il. 4° 
[No longer confidential. Classification changed July 22, 1959.) 

Compatibility of pentaborane with materials used for seals, gaskets, 
and construction [with list of references]; by Samuel Kaye and 
Frank V. Sordyl. Washington, July 19, 1954. cover title, 16 p.+ 
[2] leaves, il. 4° [No longer confidential. Classification changed 
Sept. 1, 1959. ] 

Effect of unequal air-flow distribution from twin inlet ducts on per- 
formance of axial-flow turbojet engine; by Curtis L. Walker, Joseph 
N. Sivo, and Emmert T. Jansen. Washington, Aug. 3, 1954. cover 
title, 46 p.+[3] leaves, il. 4° [No longer confidential. Classifica- 
tion changed Sept. 1, 1959.) 

Effect of wedge-type boundary-layer diverters on performance of half- 
conical side inlets at Mach number 2.96 [with list of references] ; by 
Harry W. Johnson and Thomas G. Piercy. Washington, Aug. 2, 
1954. cover title, 31 p.+[2] leaves, il. 4° [No longer confiden- 
tial. Classification changed Sept. 1, 1959.] 

Acceleration of high-pressure-ratio single-spool turbojet engine as 
determined from component performance characteristics: 3, Effect 
of turbine stator adjustment [with list of references] ; by Harold 
E. Rohlik and John J. Rebeske. Washington, Aug. 2, 1954. cover 
title, 48 p.+[2] leaves, il. 4° [No longer confidential. Classifica- 
tion changed Sept. 1, 1959. ] 

Characteristics of flow about axially symmetric isentropic spikes for 
nose inlets at Mach number 3.85 [with list of references] ; by James 
F. Connors and Richard R. Woollett. Washington, Aug. 19, 1954. 
cover title, 53 p.+[38] leaves, il. 4° [No longer confidential. 
Classification changed Sept. 1, 1959.] 

Effect of design over-all compressor pressure ratio division on 2-spool 
turbojet-engine performance and geometry [with list of references] ; 
by James F. Dugan, jr. Washington, Sept. 7, 1954. cover title, 
41 p.+[2] leaves, il. 4° [No longer confidential. Classification 
changed Sept. 1, 1959.] 

Effect of rotor leading-edge sweepback on performance of transonic 
turbine [with list of references] ; by Warner L. Stewart and Robert 
Y. Wong. Washington, Apr. 29, 1955. cover title, 14 p.+ [2] 
leaves, il. 4° [No longer confidential. Classification changed July 
22, 1959.) 

Effect of annular inlet baffles on rotating stall, blade vibration, and 
performance of axial-flow compressor in turbojet engine [with list 
of references}; by Donald F. Johnson, André J. Meyer, jr., and 
Morgan P. Hanson. Washington, Oct. 4.1955. cover title, 18 p.+ 
[2] leaves, il. 4° [No longer confidential. Classification changed 
July 22, 1959.] 

[This entry number not used.] 

Preliminary analysis of performance of turbojet engines used as pumps 
for boundary-layer control [with list of references] ; by E. William 
Conrad. Washington, Aug. 16,1955. cover title, 21 p.+[2] leaves, 
il. 4° [No longer confidential. Classification changed Sept. 1, 
1959.] 

Stall and flame-out resulting from firing of armament [with lst of 
references] ; by J. Howard Childs [and others]. Washington, Aug. 
5, 1955. cover title, 21 p.+[2] leaves, il. 4° [No longer confiden- 
tial. Classification changed Sept. 1, 1959.] 
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E55F29. 


E56A 24. 


E56D23a. 


E56E10. 


K56F05. 


E56H14. 


E56K06. 


E57D05. 


E57E14. 


H56E02. 


H57E 15a. 


H57H12. 


H58B24, 


L9K25. 


GOVERNMENT PouBIICATIONS 


Performance characteristics of axisymmetric 2-cone and isentropic 
nose inlets at Mach number 1.90 [with list of references]; by 
James F. Connors and Rudolph C. Meyer. Washington, Sept. 7, 
1955. cover title, aay 14) il. 4° [No longer confidential. Clas- 
sification changed Sept. 1, 1 59. ] 

Design of 2 transpiration- -cooled strut-supported turbine rotor blades 
[with list of references] ; by Ernst I. Prasse, John N. B. Livingood, 
and Patrick L. Donoughe. DS vashington, Apr. 25, 1956. cover title, 
34 p.+[3] leaves, il. 4° [No longer confidential. Classification 
changed Sept. 1, 1959. ] 

Variable-geometry annular cascade-type-inlet at Mach numbers of 1.9 
ae 8.05 [with one reference] ; by James F. Connors and Rudolph 
C. Meyer. Washington, July "24, 1956. cover title, 15 p.+[2] 
ary 4° [No longer confidential. Classification changed July 

Boundary- -layer ——S. hh upersonic speeds [with list of refer- 
ences] ; by George M. Washington, Aug. 3, 1956. cover title, 
35 p.+{2] leaves, il. may [No longer confidential. Classification 
changed Sept. 1, 1959.] 

Use of subsonic diffuser Mach number as supersonic-inlet control 
parameter [with list of references]; by Paul P. Whalen and Fred 
A. Wilcox. Washington, Sept. 14, 1956. cover title, 17 p.+[2] 
gn ' 4° [No longer confidential. Classification changed Sept. 

Investigation of 2-stage air-cooled turbine suitable for flight at Mach 
number of 2.5:1, Velocity-diagram study [with list of references] ; 
by James W. Miser and Warner L. Stewart. Washington, Oct. 2 
1956. cover title, 25 p.+[2] ay ty il. 4° [No longer confiden- 
tial. Classification changed Sept. 1, 1959.] 

Investigation of 2-stage air-cooled turbine suitable for flight at Mach 
number of 2.5: 2, Blade design [with list of references] ; by James 
W. Miser and Warner L. Stewart. Washington, Jan. 22, 1957. 
cover title, 37 p.+[2] leaves, il. 4° [No ar confidential. Clas- 
sification changed Sept. 1, 1959.] N 21/5: 15/E 56 K 06 

Theoretical analysis of one-stage windmills for reducing flow distor- 
tion [with list of references] ; by Robert E. English and Peggy L. 
Yohner. Washington, June 12, 1957. cover title, 32 p.+[2] 
leaves, * 4° [No longer confidential. Classification changed July 
22, 1959 

Analysis of limitations imposed on one-spool ducted-fan-engine designs 
by compressors and turbines at flight Mach numbers of 0, 0.6, and 
08 [with list of references]; by Richard H. Gavicchi. "Washing- 
ton, July 18, 1957. cover title, 47 p.+ [3] leaves, il. 4° [No longer 
confidential. Classification changed Sept. 1, 1959.) 


(This entry number not used.] 

Flight investigation of pentaborane fuel in rocket boosted 9.75-inch- 
diameter ramjet engine with convergent-divergent exhaust nozzle 
{with list of stot mad by OH Disher. Washington, Sept. 
17, 1957. cover title, 24 p.+ [2] leaves, il. 4° [No longer con- 
fidential. Classification changed Sept. 1, 1959.) 

Lift and drag of Bell X—5 research aitelane in 45° sweptback con- 
figuration at transonic speeds [with list of references]; by Jack 
Nugent. Washington, July 11, 1956. cover title, 23 p.+[2] leaves, 
1959. [No longer confidential. Classification changed Sept. 1, 
1 

Effects of wing-mounted external stores on lift and drag of Douglas 

D-—558-II research airplane at transonic yee tr, 4 {with list of refer- 
ences]; by Jack Nugent. Washington, J 1957. cover title, 
30 p.+ [2] leaves, il. 4° [No longer cbuiidéatial Classification 
chakend Sept. 1, 1959.] 

Effects of wing-mounted external stores on longitudinal and lateral 
handling qualities of Douglas D-—558-II research airplane [with 
list of references] ; by Jack Fischel, Robert W. Darville, and Donald 
Reisert. Washington, Oct. 28, 1957. cover title, 49+ [8] p. il. 4° 
{No longer confidential. Classification changed Sept. 1, 1959.] 

Flight investigation of aerodynamic forces on wing-mounted external- 
store installation on Douglas D-558-II research airplane [with list 
of references] ; by Clinton T, Johnson. Washington, May 138, 1958. 
cover title, 42 p.+ [2] leaves, il. 4° [No longer confidential. Clas- 
sification changed Sept. 1, 1959.] 

Experimental investigation of various external-store configurations on 
model of tailless airplane with sweptback wing [with list of refer- 
ences] ; by H. Norman Silvers and Kenneth P. Spreemann. Wash- 
ington, Jan. 19, 1950. cover title, 64+ [6] p. il. 4° [No longer 
confidential. Classification changed Sept. 1, 1959.] 
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L55E13a. 


L55E18b. 
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Investigation of supersonic aircraft configuration having tapered wing 
with circular-are sections and 40° sweepback, pressure-distribution 
measurements of interference effect of wing on fuselage at Mach 
numbers of 1.40 and 1.59 [with list of reference] ; by John P. Gap- 

nski and James W. Clark. Washington, July 17, 1952. cover 
title, 23 p.+[2] leaves, il. 4° [No longer confidential. Classifica- 
tion changed Sept. 1, 1959.] 

Summary of data on division of loads for various wing-fuselage com- 
binations [with list of references]; by Clarence L. Gillis. Wash- 
ington, June 8, 1953. cover title, 14 p.+[2] leaves, il. 4° [No 
longer confidential. Classification changed Sept. 1, 1959.] 

Discussion of 3-dimensional oscillating air forces based on wind- 
tunnel measurements [with list of references]; by Sherman A. 
Clevenson, Summer A. Leadbetter and Weimer J. Tuovilla. Wash- 
ington, June 30, 1953. cover title, 10 p.+[3] leaves, il. 4° [No 
longer confidential. Classification changed Sept. 1, 1959.] 

Brief ny teenie gee are of Navy seaplane design equipped 
with hydro-ski; by Lloyd J. Fisher and Edward L. Hoffman. Wash- 
ington, Sept. 1, 1953. cover title, 27 p.+[2] leaves, il. 4° [No 
longer confidential. Classification changed Sept. 1, 1959.] 

Static longitudinal and lateral stability and control characteristics 
of model of 35° swept-wing airplane at Mach number of 1.41 [with 
one reference]; by Edward B. Polazzo and M. Leroy Spearman. 
Washington, May 26, 1955. cover title, 30 p.-+-[3] leaves, il. 4° 
[No longer confidential. Classification changed Sept. 1, 1959.] 

Flight investigation of supersonic area rule for straight wing-body 
configuration at Mach numbers between 0.8 and 1.5 [with list 
of references] ; by Sherwood Hoffman, Austin L. Wolff, and Maxime 

. Faget. Washington, Apr. 29, 1955. cover title, 35+ [4] p. il. 
4° [No longer confidential. Classification changed July 22, 1959.] 

Experimental investigation of zero-lift wave drag of 7 pairs of delta 
wings with constant and varying thickness ratios at Mach numbers 
of 1.62, 1.98, and 2.41 [with list of references] ; by Arthur Hender- 
son, jr. Washington, June 3, 1955. cover title, 44+ [4] p. il. 4° 
(No longer confidential. Classification changed July 22, 1959.] 

Experimental static aerodynamic forces and moments at low speed on 
missile model during simulated launching from 25-percent-semi-span 
and wing-tip locations of 45° sweptback wing-fuselage combination 
{with list of references]; by William J. Alford, jr.. H. Norman 
Silvers, and Thomas J. King, jr. Washington, May 25, 1955. 
cover title, 35 p.+[3] leaves, il. 4° [No longer confidential. 
Classification changed Sept. 1, 1959. ] 

Investigation at supersonic speeds of effect of varying maximum-thick- 
ness position upon aerodynamic characteristics of series of 3%4- 

reent-thick delta wings [with list of references]; by James N. 

ueller. Washington, Aug. 9, 1955. cover title, 182 p.+ [2] 
leaves, il. 4° [No longer confidential. Classification changed July 
22, 1959.] 

Investigation at supersonic speeds of external-drag effects and pump- 
ing characteristics of short ejector [with list of references] ; 
by Eugene S. Love and Robert M. O’Donnell. Washington, June 14, 
1955. cover title, 49 p.+[3] leaves, il. 4° [No longer confidential. 
Classification changed July 22, 1959.] 

Investigation at high subsonic speeds of effects of horizontal-tail 
height on aerodynamic and loading characteristics in sideslip on 45° 
sweptback, untapered tail assembly as determined from force tests 
and integrated vertical-tail span loadings [with list of references] ; 
by Harleth G. Wiley and William C. Moseley, jr. Washington, 
June 28, 1955. cover title, 60+[6] p. il. 4° [No longer confi- 
dential. Classification changed Sept. 1, 1959.] 

Study of means for rationalizing airplane design loads [with list of 
references] ; by John P. Mayer and Harold A. Hamer. Washington, 
June 27, 1955. cover title, 14 p.+[2] leaves, ii. 4° [No longer 
confidential. Classification changed July 22, 1959.] 

Experimental and theoretical studies of panel flutter at Mach numbers 
1.2 to 3.0 [with list of references] ; by Maurice A. Sylvester, Her- 
bert C. Nelson, and Herbert J. Cunningham. Washington, July 19, 
1955. cover title, 11 p.+[2] leaves, il. 4° [No longer confidential. 
Classification changed Sept. 1, 1959.] 

Study of service-imposed maneuvers of four jet fighter airplanes in 
relation to their handling qualities and calculated dynamic char- 
acteristics [with list of references] ; by John P. Mayer and Harold 
A. Hamer. Washington, Aug. 15, 1955. cover title, 49+[8] p. 
1059.) [No longer confidential. Classification changed Sept. 1, 

Drag investigation of swept-wing fighter-airplane model incorporating 
2 drag-rise-reducing fuselage revisions [with list of references]; by 
Charles F. Whitcomb and Edwin E. Lee, jr. Washington, July 19, 
1955. cover title, 28+[4] p. il. 4° [No longer confidential. 
Classification changed July 22, 1959.] 
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16819 L55F06a. Investigation at transonic speeds of hinge-moment characteristics of 
1-scale model of X—1E aileron [with list of references] ; by Wil- 
liam C. Moseley, jr. Washington, Aug. 5, 1955. cover title, 22 
p.+{[{2] leaves, il. 4° [No longer confidential. Classification 
changed Sept. 1, 1959.] 

L55F30. Longitudinal aerodynamic characteristics at transonic speeds of com- 
plete model with unswept wing and sweptback horizontal tail at 2 
vertical locations [with list of references]; by Gerald Hieser and 
Louis Kudlacik. Washington, Sept. 1, 1955. cover title, 26 p.+ 
[2] leaves, il. 4° [No longer confidential. Classification changed 
Sept. 1, 1959. Errata, dated Sept. 1, 1955, 1 p. oblong 24°, was 
issued also. ] 

16821 L55112. Lift, drag, and longitudinal stability at Mach numbers from 1.4 to 2.3 
of rocket-powered model having 52.5° sweptback wing of aspect 
ratio 3 and in-line tail surfaces [with list of references] ; by Warren 
Gillespie, jr. Washington, Dec. 15, 1955. cover title, 29+ [4] p. 
il. 4° [No longer confidential. Classification changed July 22, 


1959. ] 

16822 L55J19. Limited hydrodynamic investigation of 145-size model of modified nose- 
inlet multijet water-based aircraft [with list of references] ; by 
Robert E. McKann and Claude W. Coffee. Washington, Feb. 3, 
1956. cover title, 17 p.+[2] leaves, il. 4° [No longer confidential. 

i Classification changed July 22, 1959.] 
Ld56A08. Investigation of effects of body camber and body indentation on 
longitudinal characteristics of 60° delta-wing-body combination at 
Mach number of 1.61 [with list of references] ; by John R. Sevier, 
jr. Washington, Apr. 20, 1956. cover title, 20+ [4] p. il. 4° [No 
longer confidential. Classification changed July 22, 1959.] 

16824 L56B27. Supersonic-area-rule design and rocket-propelled flight investigation 
of zero-lift straight-wing-body-nacelle configuration between Mach 
numbers 0.8 and 1.53 [with list of references] ; by Sherwood Hoff- 
man. Washington, Apr. 26, 1956. cover title, 27+ [6] p. il. 4¢ 
{No longer confidential. Classification changed July 22, 1959.] 

L56C28. Transonic-wind-tunnel investigation of effects of lip bluntness and 
shape on drag and pressure recovery of normal-shock nose inlet 
in body of revolution [with list of references] ; by Walter B. Olstad. 
Washington, July 13, 1956. cover title, 44 p.+[2] leaves, il. 4° 
[No longer confidential. Classification changed July 22, 1959.] 

L56C28a. Investigation of hydrodynamic characteristics of dynamic model of 
transonie seaplane design having planing-tail hull [with list of 
references]: by Archibald E. Morse, jr., David R. Woodward and 
Ulysse J. Blanchard. Washington, June 19, 1956. cover title, 28 
p.+[2] leaves. il 4° [No longer confidential. Classification 
changed July 22, 1959.) 

L56D04. Statie longitudinal stability and control characteristics of model of 
45° swept-wing fighter airplane at Mach numbers of 1.41, 1.61, and 
2.01 [with list of references] ; by Cornelius Driver and Gerald V. 
Foster. Washington, July 11, 1956. cover title, 20 p.+[2] leaves. 
a 81 {No longer confidential. Classification changed Sept. 1, 
1959. 

16828 L56D05. Static lateral stability and control characteristics of model of 45° 
swept-wing fighter airplane with various vertical tails at Mach 
numbers of 1.41, 1.61, and 2.01 [with list of references]: by M. 
Leroy Spearman and Ross B. Robinson. Washington, June 19, 
1956. cover title, 49+ [6] p. il. 4 [No longer confidential. Clas- 
sification changed July 22, 1959.] 

16829 L56D10. Longitudinal stability characteristics of ~—— infrared homing mis- 
sile configuration at Mach numbers of 0.7 to 1.4 [with list of 
references] ; by Clarence A. Brown, jr. Washington, June 12, 1956. 
cover title, 28 p.+[2] leaves, il. 4° [No longer confidential. Clas- 
sification changed July 22, 1959.] 

L56D11. Some examples of applications of transonic and supersonic area rules 
to prediction of wave drag [with list of references] ; by Robert L 
Nelson and Clement J. Welsh. Washington, Mar. 20, 1957. cover 
title, 46+ [4] p. il. 4° [No longer confidential. Classification 
changed July 22, 1959.] 

16831 L56D1ila. Transonic investigation at lifting conditions of streamline contouring 
in sweptback-wing-fuselage juncture in combination with transonic 
area rule [with list of references] ; by William E. Palmer, Robert 
R. Howell, and Albert L. Braslow. Washington, July 20, 1956. 
cover title, 34+ [4] p. il. 4° [No longer confidential Classification 
changed July 22, 1959.] 

E56D12. Stability of supersonic inlets at Mach 1.91 with air injection and 
suction [with list of references]; by K. Kowalski and Thomas G. 
Piercy. Washington, June 28,1956. cover title, 35 p.+[2] leaves. 
il. 4° [No longer confidential. Classification changed July 22. 
1959. 
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16836 


16837 


16839 


16840 


16842 


16843 


16845 


L56D23. 


L56E04. 


L56E09. 


L56F 11a. 


L56F 12. 


L56F 14a. 


L56F 15a. 


L56F20. 


L56G1 2a. 


L56J309. 


L57CO08. 


L57C13. 


NovEMBER 1959 


Flight and analytical study of methods for reducing automatic-inter- 
ceptor tracking errors caused by target maneuvers [with list of 
references]; by Charles W. Mathews, Donald C. Cheatham, and 
Howard C. Kyle. Washington, Sept. 28, 1956. cover title, 51 
p.+{[2] leaves, il. 4° [No longer confidential. Classification 


changed July 22, 1959. 

Comparison of minimum drag of 2 versions of modified delta-wing 
fighter as obtained from flight tests of rocket-boosted models and 
equivalent bodies between Mach numbers of 0.80 and 1.64 [with 
list of references] ; by Earl C. Hastings, jr., and Grady L. Mitcham. 
Washington, Sept. 24, 1956. cover title, 24+[6] p. il. 4° [No 
longer confidential. Classification changed Sept. 1, 1959.] 

Experimental investigation of effect of boundary-layer transition on 
average heat transfer to yawed cylinder in supersonic flow [with 
list of references]; by Ivan E. Beckwith and James J. Gallagher. 
Washington, July 13, 1956. cover title, 38 p.+[3] leaves, il. 4° 
{No longer confidential. Classification changed Sept. 1, 1959.] 

Aerodynamic heating of wing as determined from free-flight rocket- 
model test to Mach number 3.64 [with list of references]; by 
Andrew G. Swanson and Charles B. Rumsey. Washington, Sept. 
11, 1956. cover title, 33 p.+[2] leaves, il. 4° [No longer con- 
fidential. Classification changed Sept. 1, 1959.] 

Investigation at transonic speeds of loading over 45° sweptback wing 
having aspect ratio of 3, taper ratio of 0.2, and NACA 65A004 air- 
foil sections [with list of references] ; by Jack F. Runckel and Edwin 
E. Lee, jr. Washington, Oct. 8, 1956. cover title, [3] leaves+ 93+ 
{4] p. il. 4° [No longer confidential. Classification changed 
Sept. 1, 1959.] 

Flutter investigation at low speed of 40° sweptback wing with pylon- 
mounted stores, tested as semispan cantilever wing and as full- 
span wing on towed airplane model [with list of references]; by 
Albert P. Martina. Washington, Sept. 7, 1956. cover title, 33+ 
4] p. il. 4° [No longer confidential. Classification changed Sept. 
1, 1959.] 

Effects of external stores on static longitudinal and lateral aerody- 
namic characteristics of model of 45° swept-wing fighter airplane 
at Mach numbers of 1.61 and 2.01 [with list of references]; by 
Gerald V. Foster and Cornelius Driver. Washington, Aug. 23, 1956. 
cover title, 38 p.+ [2] leaves, il. 4° [No longer confidential. 
Classification changed Sept. 1, 1959.] 

Wind-tunnel investigation of effect of aspect ratio and chordwise 
location on effectiveness of plain spoilers on thin untapered wings 
at transonie speeds [with list of references]; by Alexander D. 
Hammond. Washington, Sept. 26, 1956. cover title, 61 p.+[2] 
leaves, il. 4° [No longer confidential. Classification changed 
Sept. 1, 1959.] 

Effects of 2 leading-edge modifications on aerodynamic characteristics 
of thin low-aspect-ratio delta wing at transonic speeds [with list 
of references]: by John P. Mugler, jr. Washington, Oct. 12, 1956. 
cover title, 88 p.+[2] leaves, il. 4° [No longer confidential. 
Classification changed July 22, 1959.] 

Exploratory materials and missile-nose-shape tests in 4,000° F. super- 
sonic air jet [with list of references] ; by Paul E. Purser and Russell 
N. Hopko. Washington, Dec. 13, 1956. cover title, 11 p.+[3] 
leaves, il. 4° [No longer confidential. Classification changed 
Sept. 1, 1959.] 

Flight investigation to determine effectiveness of Mach number 1.0, 
1.2, and 1.41 fuselage indentations for reducing pressure drag of 
45° sweptback wing configuration at transonic and low supersonic 
speeds [with list of references]; by Willard S. Blanchard, jr., and 
Sherwood Hoffman. Washington, May 16, 1957. cover title, 24+ 
[4] p. il. 4° {No longer confidential. Classification changed July 
22, 1959.) 

Experimental study at high subsonic speeds of several tail configura- 
tions on model having 45° sweptback wing [with list of references] ; 
by William C. Sleeman, jr. Washington, Apr. 17, 1957. cover 
title, 53 p.+[3] leaves, il. 4° [No longer confidential. Classifica- 
tion changed July 22, 1959.] 

Free-flight investigation to determine some effects of tail damping 
and wing-tail interference on rolling effectiveness of ailerons and 
spoiler on modified-delta wing at Mach numbers from 0.6 to 1.5 
[with list of references] ; by Roland D. English. Washington, May 
10, 1957. cover title, 283+ [4] p. il. 4° [No longer confidential. 
Classification changed July 22, 1959.] 

Wind-tunnel investigation of low-amplitude damping in yaw and 
directional stability of fuselage-tail configuration at Mach numbers 
up to 1.10 [with list of references] ; by William E. Palmer. Wash- 
ington, May 16, 1957. cover title, 14 p.+[2] leaves, il. 4° [No 
longer confidential. Classification changed July 22, 1959.] 
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16851 
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16856 
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L57C19. 


L57C20. 


L57C21. 


L57D04a. 


L57D12. 


L57D18e. 


L57D19¢e. 


L57D25. 


L57D29. 


L57E10. 


L57E16. 


L57E24. 


L57F04. 


L57F05. 


L57F13. 


GovERNMENT PUBLICATIONS 


Investigation at Mach numbers to 1.04 of blade-loading characteristics 
of 2 full-scale 3-blade supersonic propellers differing in blade- 
section camber [with list of references] ; y Leland B. Salters, jr. 
Washington, Sept. 12, 1957. cover title, 46 p.+[2] leaves, il. 4 
LNo longer confidential. Classification changed July 22, 1959.] 

Results of investigation at high subsonic speeds to determine lateral- 
control and hinge-moment characteristics of spoiler-slot-deflector 
configuration on 35° sweptback wing [with list of references] ; by 
Alexander D. Hammond and Albert E. Brown. Washington, June 5, 
1957. cover title, 80 p.+[3] leaves, il. 4° [No longer confidential. 
Classification changed July 22, 1959.] 

Free-flight performance of rotating-vane-spoiler roll control system 
with low actuating forces [with list of references]; by Eugene D. 
Schult. Washington, May 10, 1957. cover title, 18 p.+[2] leaves, 
uf [No longer confidential, Classification changed July 22, 

Measurements of heat transfer and boundary-layer transition on 8- 
inch-diameter hemisphere-cylinder in free flight for Mach number 
range of 2.00 to 3.88 [with list of references] ; by Benjamine J. 
Garland and Leo T. Chauvin. Washington, Apr. 18, 1957. cover 
title, gay! p. il. 4° [No longer cor fidential. Classification 
changed July 22, 1959.] 

Transonic loads characteristics of 3-percent-thick 60° delta-wing-body 
combination [with list of references]; by John M. Swihart and 
Willard BE. Foss, jr. Washington, May 28, 1957. cover title, 127+ 
$81 1b} 4° [No longer confidential. Classification changed July 


Preliminary results from free-flight investigation of boundary-layer 
transition and heat transfer on highly polished 8-inch diameter 
hemisphere-cylinder at Mach numbers up to 3 and Reynolds numbers 
based on length of 1 foot up to 17.7 x 10° [with list of eg 
by James R. Hall, Katherine C. Speegle, and Robert O. Piland. 
Washington, May 16, 1957. cover title, art {4} p. il. 4° [No 
longer confidential, Classification changed July 22, 1959.] 

Heat transfer to bodies at angles of attack (erith list of references] ; by 
William V. Feller. Washington, June 19, 1957. cover title, 8 p.+ 
[2] leaves, il. 4° [No longer confidential. Classification changed 
July 22, 1959.] 

Use of wind tunnels to predict flight buffet loads [with list of refer- 
ences] ; by Don D. Davis, jr., and Wilber B. Huston. Washington, 
June 10, 1957. cover title, 11 p.+[3] leaves, il. 4° [No longer 
confidential. Classification changed July 22, 1959.] 

Effects of wing inboard plan-form modifications on lift, drag, and 
longitudinal stability at Mach numbers 1.0 to 2.3 of rocket-propelled 
free-flight model with 52.5° sweptback wing of aspect ratio 3 [with 
list of references]; by Allen B. Henning. Washington, June 19, 
1957. cover title, 24+ (4) P. fl. 4° [No longer confidential. 
Classification changed July 22, 1959.] 

a nyse es investigation bf effects of moderate sideslip on flow 

elds near 45° swept-wing-fuselage combination at low speed [with 
list of references] ; by William J. Alford, jr., and Thomas J. King, 
= Washington, July 12, 1957. cover title, 88+ [4] iF il. 4° [No 
onger confidential. Classification changed Sept. 1, 1959.] 

Investigation at transonic speeds of effects of inlet-lip sweep on 
internal-flow characteristics of semielliptical air inlet with inlet-lip 
stagger of 30° [with list of references] ; by Charles D. Trescot, jr. 
Washington, July 23, 1957. cover title, p.+[2] leaves, il. 4 
{No longer confidential. Classification changed Sept. 1, 1959.) 

Exploratory tests of behavior of several materials in supersonic air jet 
at 4,000° F. [with list of references] ; by Russell N. Hopko and Otto 
F. Trout, jr. Washington, July 29, 1957. cover title, 13 p.+[2] 
eee a 4° [No longer confidential. Classification changed Sept. 

Rocket-model investigation of hinge moments on trailing-edge control 
on 52.5° swept wing between Mach numbers of 0.70 and 1.80 [with 
list of references}; by C. William Martz. Washington, Aug. 12, 
1957. cover title, 35 p.-++ [2] leaves, il. 4° [No longer confidential. 
Classification changed Sept. 1, 1959.] 

Two-dimensional airfoil characteristics of four NACA 6A-series air- 
foils at transonic Mach numbers up to 1.25 [with list of references] ; 
by Charles L. Ladson. Washington, Aug. 6, 1957. cover title, 
46 p.+[2] leaves, il. 4° {No longer confidential. Classification 
changed July 22, 1959.] 

Flight investigation of factors affecting choice of minimum approach 

speed for carrier-type landings of setae jet fighter airplane 

[with list of references] ; 4 Lindsay J. Lina, Garland J. Morris, 

and Robert A. Champine. ashington, Sept. 30, 1957. cover title, 

56 p.+[3] leaves, il. 4° [No longer confidential. Classification 

changed Sept. 1, 1959.] 
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Brief analog investigation of inertia coupling in rolling maneuvers of 
airplane con ration using variable-incidence wing as longitudinal 
Solel Bis ist of references] ; by Clarence L. Gillis. Washington, 
Aug. 6, 1957. cover title, 2 *p. +12] leaves, il. 4° [No longer 
confidential. Classification changed Sept. 1, 1959.] 

Hydrodynamic investigation of model of su ersonic multijet water- 
based aircraft with “2 a een. rom step [with list of 
references] ; ae Ulpee Blanchard. ashington, Aug. 23, 1957. 
cover title, p.+ [2] sae il. 4° [No longer confidential. 
Classification changed Sept. 1, 1959.] 

Flutter and divergence of rectangular wings of very low aspect ratio 
{with one reference] ; by Robert W. Fralich, John M. Hedgepeth, 
and W. J. Tuovila. ‘Washington, June 28, 1957. cover title, 15 
p.+ [3] ante il. 4° [No longer confidential. Classification 
changed Sept. 1, 1959.] 

L57G18. Effect of conical and flat sting-mounted windshields on zero-lift drag 
of flare-stabilized bluff body at Mach numbers from 0.6 to 1.15 [with 
list of references] ; by Willard S. Blanchard, jr. Washington, Sept. 
12, 1957. cover title, 8 p.+[2] leaves, il. 4° [No longer confiden- 
tial. Classification changed Sept. 1, 1959. ] 


NASA memorandums. [Processed.] NAS 1.10: (nos.) 
4-15-59A. kat -pressure recovery and drag characteristics of several auxiliary 
wil fighter airplane [with list of references]; by Maurice D. 

phe te and Robert C. Innis. Washington, May 1959. cover title, 


o2 + + {3} leaves, a [No longer confidential. Classification 


12-—-10-58A,. Fient Sg oe Ssticitaba to determine lateral oscillatory damping accept- 
= for oamegone in landing approach [with list of references] ; 
i Walter E. McNeill and Richard F. Vomaske. Washington, 
eb. 1959. cover title, 33 p.+ [2] leaves, il. 4° [No longer confi- 
ential. Classification changed Sept. 1, 1959. 
12-—21-58L. rine investigation of low-speed handling qualities of tailless delta- 
inlets at transonic speeds [with list of references]; by John 8S. 
Dennard. Washington, Mar. 1959. cover title, 58 p.+[3] eM 
il. 4° [No longer confidential. Classification changed Sept. 1, 


1959. 

12-27-58A. Effect of lower surface spoilers on transonic trim change of wind- 
tunnel model of fighter airplane having modified delta wing [with 
one a roger he Robert C. Robinson. Washington, Feb. 1959. 
cover title, 50 p.+[3] leaves, il. 4° [No longer confidential. 
Classification Cidmaod ept. 1, 1959.] 


NASA technical notes. [Processed.] NAS 1.14: D-(nos.) 


D-8. Laminar skin-friction and heat-transfer parameters for flat plate at 
capernrate 2 speeds in terms of free-stream flow ener {with list of 
references] ; by James F. Schmidt. Sept. 1959. cover title, 57 p.+ 

[2] leaves, il. 4° Paper, $1.50. 

D-11. Measured and predicted section wave drag coefficients at Mach number or 
1.6 for delta. wing with 2 airfoil sections Nags list of references] ; 
Frederick C. Grant. Sept. 1959. cover title, 41 p.+[2] leaves, il. y' 
# Paper, $1.25. 

Consideration of some aerodynamic characteristics during he of and 

landing of jet airplanes [with list of references] ; by John M. Riebe. 
t. 1959. cover title, 11 p.+ [2] leaves, il.4° % Paper, 50c. 
usatordaenti of ground-reaction forces and vertical accelerations at 
center of gravity of anspert air 1 yy taxiing over obstacles [with list 
of per eeg  E , by. ames M ay. Sept. 1959. cover title, 27 p.+ 
[2] leaves, il. 4° Paper, 75e 
Experimental weruine erformance of single-stage annular air ejector 
oo list of references] ; by Robert R. Howell. Oct. 1959. cover title, 
5 p.+ [2] leaves, il. 4° ‘e Paper, $1.00. 
——— wind-tunnel tests of an airplane model with an unswept, 
t-ratio-10 wing, four a liers, and blowing flaps [with list of 
wa erences]; by James A. rg and V. Robert Page. Sept. 1959. 
cover title, $9 p.+ [2] leaves, il. 4° Paper, $1.00. 

Moving it simulator investigation of minimum tolerable longitudinal 
maneuvering stability [with list of references]; by B. Porter Brown 
and Harold I. Johnson. Sept. 1959. cover title, 46 p.+ [2] leaves, il. 
4° © Paper, $1.25. 

stare er of VGH and V-G data obtained from piston-engine transport 

age for 1947 to 1958 [with list of references]; by Walter G. 
ker and Martin R. Copp. Sept. 1959. cover title, 41 p.+[3] 
leaves, fl.4° & Paper, $1.25. 

Dynamic model investigation of effect of sharp-edge vertical gust on blade 
ae flapping Nbr and bending moments of arene rotor [with 
ist of Sy ag peek y John Locke McCart my George W. Brooks, and 
Lg ey #100 Maglie Sept. 1959. cover title, 39 p.+ [3] leaves, il. 4° 

aper, $1.0 
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NASA technical notes—Continued 

16878 D-82. Limited flight and wind-tunnel investigation of paddle spoilers as lateral 
controls [with list of references]; by Robert G. Mungall, Harold I. 
Johnson, and William L. Alford. Sept. 1959. cover title, 20 p.+ [2] 
leaves, il.4° & Paper, 50c. 

16879 . Free fall and evaporation of JP—4 jet fuel droplets in quiet atmosphere 
{with list of references] ; by Herman H. Lowell. Sept. 1959. cover 
title, 28 p.+ [2] leaves, il. 4° Paper, 75c. 

16880 —34. Airplane and engine responses to abrupt throttle steps as determined from 
flight tests of 8 jet-propelled airplanes [with list of references] ; by 
Maurice D. White and Bernard A. Schlaff. Sept. 1959. cover title, 
39 p.+[8] leaves, il. 4° & Paper, $1.00. 

Analysis of acceleration, airspeed, and gust-velocity data from 4-engine 
turboprop transport operating over eastern United States [with list of 
references]; by Martin R. Copp and Mary W. Fetner. Sept. 1959. 
cover title, 21 p.+ [2] leaves, il. 4° & Paper, 75c. 

Effects of body and fin deflections on aerodynamic characteristics in pitch 
of 0.065-scale model of 4-stage rocket configuration at Mach numbers 
1.41 and 1.82; by Ross B. Robinson. Sept. 1959. cover title, 33 p.+ 
[2] leaves, il.4° & Paper, $1.00. 

16883 . Effect of chordwise heat conduction on torsional stiffness of diamond- 

shaped wing subjected to constant heat input [with list of references] ; 

by Robert G. Thomson and J. Lyell Sanders, jr. Sept. 1959. cover 
title, 34 p.+ [2] leaves, il. 4° & Paper, $1.00. 

16884 . Effects of water-landing impact on orbital capsule from standpoint of 
occupant protection [with list of references] ; by Howard G. Hatch, jr. 
Sept. 1959. cover title, 18+-[4] p.il.4° & Paper, 50c. 

16885 . Approximate analysis of unsteady vaporization near stagnation point 
of blunt bodies [with list of references]; by Leonard Roberts. Sept. 
1959. cover title,31+ [1] p. il. 4° % Paper, $1.00. 

16886 3. Evaluation of linearized vortex theory as applied to single and multiple 
rotors hovering in and out of ground effect [with list of references] ; 
by Harry H. Heyson. Sept. 1959. cover title, 60 p.+[38] leaves, il. 
4° & Paper, $1.50. 

16887 . Dynamic analysis of simple reentry maneuver for lifting satellite [with 
list of references] ; by Frederick C. Grant. Sept. 1959. cover title, 35 
p.+[2] leaves, il.4° & Paper, $1.00. 

16888 . Ground measurements of shock-wave noise from airplanes in level flight 
at Mach numbers to 1.4 and at altitudes to 45,000 feet [with list of 
references] ; by Domenie J. Maglieri, Harvey H. Hubbard, and Donald 
$i Lansing. Sept. 1959. cover title, 38 p.+[2] leaves, il. 4° & Paper, 

1.00. 


16889 . Some aspects of air-helium simulation and hypersonic approximations 
[with list of references] ; by Eugene S. Love, Arthur Henderson, jr., 
and Mitchel H. Bertram. Oct. 1959. cover title, 1i+84 p.+[2] leaves, 
il.4° Paper, $2.25. 

16890 . Wind-tunnel investigation of aerodynamic characteristics of model rep- 
resentative of supersonic fighter-class airplane with external-flow jet- 
augmented flap in low-speed flight [with list of references] ; by William 
A. Newsom, jr. Sept. 1959. cover title, 84 p.+[3] leaves, il. 4° 
’ Paper, $2.25. 

Rate of fatigue-crack propagation for 2 aluminum alloys under com- 
pletely reversed loading [with list of references]; by Walter Illg and 
Arthur J. McEvily, jr. Oct. 1959. cover title, 19 p.+-[2] leaves, il. 4° 
? Paper, 50c. 

16892 —54. Shock-tube heat-transfer measurements on inner surface of cylinder 
(simulating flat plate) for stagnation-temperature range 4,100° to 
8,300° R [with list of references]; by Jim J. Jones. Sept. 1959. 
cover title, 18 p.+[2] leaves, il. 4° Paper, 50c. 

16898 . Investigation to determine conditions under which downwash from 
VTOL aircraft will start surface erosion from various types of terrain 
[with list of references]; by Richard E. Kuhn. Sept. 1959. cover 
title, 43 p.+ [2] leaves, il. 4° & Paper, $1.25. 

16894 . Field experiments on treatment of fluorine spills with water or soda ash 
[with list of references] ; by R. James Rollbuhler, George R. Kinney, 
and Lorenz C. Leopold. Sept. 1959. cover title, 14 p.+[3] leaves, 
il. 4° & Paper, 50c. 

Propellant vaporization as criterion for rocket-engine design, experi- 
mental effect of chamber diameter on liquid oxygen-heptane perform- 
ance [with list of references]; by Marcus F, Heidmann. Sept. 1959. 
cover title, 22+ [4] p. il. 4° & Paper, 75c. 

16896 . Analysis of effects of rocket-engine design parameters on regenerative- 
cooling capabilities of several propellents [with list of references] ; by 
Arthur N. Curren, Harold G. Price, jr., and Howard W. Douglass. 
Sept. 1959. cover title, 47 p.+[2] leaves, il. 4° Price, $1.25. 

16897 . Gravity torque on orbiting vehicle [with list of references]; by Brian 
F. Doolin. cover title, 45+ [1] p. il. 4° Paper, $1.25. 
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16898 


16899 


16900 


16901 


16903 


16904 


16905 


16906 


16907 


16908 


16909 


16910 


16911 


16912 


169138 


16914 


16915 


16916 


16918 


D—95. 


D--97. 


D-100, 


NovempBer 1959 


Approximate method for calculating surface pressures on curved profile 
blunt plates in hypersonic flow [with list of references] ; by Marcus O. 
Creager. Sept. 1959. cover title, 27 p.+[2] leaves, il. 4° & Paper, 


75e. 

Full-scale wind-tunnel investigation of effects of target-type thrust re- 
verser on low-speed aerodynamic characteristics of single-engine jet air- 
pane [with list of references] ; by William H. Tolhurst, jr.. Mark W. 

elly, and Richard K, Greif. Sept. 1959. cover title, 42-+[6] p. 
il.4° Paper, $1.25. 

Comparison of calculated and measured stall boundaries of helicopter 
rotor at advance ratios from 0.3 to 0.4 [with list of references]; by 
John L. McCloud III and George B. McCullough. Sept. 1959. cover 
title, 28 p.+ [2] leaves, il. 4° & Paper, 75c. 

Ductile ceramics: 1, Factors affecting plasticity of sodium chloride, 
lithium fluoride, and magnesium oxide single crystals [with list of 
references] ; by Carl A. Stearns, Ann E. Pack, and Robert A. Lad. Oct. 
1959. cover title, 43+ [6] p. il. 4° & Paper, $1.25 

Ductile ceramics: 2, Introductory study of ductility in poly-crystalline 
sodium chloride and magnesium oxide [with list of references]; by 
Charles E. May, Hubert H. Grimes, and Robert A. Lad. Oct. 1959. 
cover title, 22 p.+ [2] leaves, il. 4° & Paper, 75c. 

Unsteady stagnation-point heat transfer [with list of references]; by 
EK. M. Sparrow. Oct. 1959. cover title, 26 p.+[2] leaves, il. 4° 
® Paper, 75c. 

High-temperature tensile properties of wrought sintered tungsten [with 
one reference] ; by Paul F. Sikora and Robert W. Hall. Sept. 1959. 
cover title, 16 p.+[2] leaves, il. 4° % Paper, 50c. 

Mixing of wakes in turbulent shear flow [with list of references]; vy 
Salamon Eskinazi. Sept. 1959. cover title, 53 p.+[2] leaves, il. 4° 
® Paper, $1.00 

Dispersion of jettisoned JP—4 jet fuel by atmospheric turbulence, evapora- 
tion, and varying rates of fall of fuel droplets [with list of references] ; 
by Herman H. Lowell. Oct. 1959. cover title, 25 p.+ [2] leaves, il. 4° 
* Paper, 75c. 

Methods of calculating fundamental solutions of wave equation, with 
tables [with list of references] ; by William A. Mersman. Oct. 1959. 
cover title, 129+ [1] p. 4° & Paper, $2.75. 

Measured and theoretical flow fields behind rectangular and triangular 
wing up to high angles of attack at Mach number of 2.46 [with list of 
references] ; by Frank J. Centolanzi. Sept. 1959. cover title, 77 p.+ 
[2] leaves, il. 4° & Paper, $2.00 

Theoreticai analysis of creep collapse of columns [with list of reference] ; 
by Floyd R. Schlechte. Sept. 1959. cover title, 46+ [4] p. il 4° 
# Paper, $1.25 

Note on calculation of helicopter performance at high tip-speed ratios 
{with list of references]: by Alfred Eessow. Sept. 1959. cover title, 
13 p.+ [2] leaves, il. 4° %& Paper, 50c. 

Analysis of incremental horizontal-tail loads measured on swept-wing 
bomber airplane in sideslip maneuvers [with list of references]: by 
William A. McGowan. Oct. 1959. cover title, 34 p.+[3] leaves, il. 4° 
# Paper, $1.00 


. Rough-water ditching investigation of model of jet transport with landing 


gear extended and with various ditching aids [with one reference] ; by 
William C. Thompson. Oct. 1959. cover title, 33+ [4] p. il. 4° Pa 
per, $1.00 


. Flight investigation of centrally located rigid force control stick used 


with electronic control systems in fighter airplane [with list of refer 
ences]; by Walter R. Russell and William L. Alford. Sept. 1959. 
cover title, 30 p.+ [3] leaves, il. 4° & Paper, 75c. 


. Effects of creep stress on particulate aluminum-copper alloys [with list 


of references] ; by E. E. Underwood and G. K. Manning. Sept. 1959. 
cover title, 62 p.+[2] leaves, il. 4° & Paper, $1.75. 


. Fatigue strengths of aircraft materials: Axial-load fatigue tests on edge- 


notched sheet specimens of 2024—T3 and 7075—-T6 aluminum alloys 
and of SAE 4130 steel with notch radii of 0.004 and 0.070 inch [with 
list of references]; by H. J. Grover, W. S. Hyler, and L. R. Jackson. 
Sept. 1959. cover title, 25 p.+[3] leaves, il. 4° # Paper, 75c. 


. Experimental investigation of pressure fluctuations on flat plate and 


cylinder in slipstream of hovering rotor [with list of references]; by 
John W. McKee. Sept. 1959. cover title, 15 p.+[2] leaves, il. 4° 
® Paper, 50c. 


. Thermal-stress fatigue cracking of turbine buckets operated at 1700° F 


in turbojet engine with frequent starts and stops [with list of refer- 
ences]; by R. A. Signorelli, J. R. Johnston, and J. W. Weeton. Oct. 
1959. cover title, 16 p.+[2] leaves, il. 4° & Paper, 50c. 


. General method for automatic computation of equilibrium compositions 


and theoretical rocket performance of propellants [with list of refer- 
ences] ; by Sanford Gordon, Frank J. Zeleznik, and Vearl N. Huff. Oct. 
1959. cover title, iii+161+ [4] p. il. 4° @ Paper, $3.00. 
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NASA technical notes—Continued 
16919  D-135. Full-scale wind-tunnel tests of low-aspect-ratio, straight-wing airplane 
with blowing boundary-layer control on > and trailing-edge 
flaps [with list of references] ; by Mark W. Kelly, William H. Tol- 
hurst, if and Ralph L. Maki. ept. 1959. cover title, 24 p.+[2] 
leaves, il. 4° # Paper, 75c. 
50. Approximate solutions to optimum climbing trajectory for rocket-powered 
aircraft [with list of references}; by we iele and James O. 
Cappellari, jr. Sept. 1959. cover title, 56 p.+[2] leaves, il. 4° 
# Paper, $1.50. 
. Combined operations with and without afterburning for minimum fuel 
consumption in level flight; by Angelo Miele and Carlos R. Cavoti. 
Sept. 1959. cover title, 22 p.+[2] leaves, il. 4° 4 Paper, 75c. 
. Approximate solutions to optimum flight trajectories for turbojet-powered 
aircraft [with list of references] ; by Angelo Miele and James O. Cap- 
er jr. Sept. 1959. cover title, 33 p.+ [2] leaves, il. 4° % Paper, 


. Braking and landing tests on some new types of airplane landing mats 

and membranes [with list of references]; by Sidney A. Batterson. 
Oct. 1959. cover title, 41 p.+[2] leaves, il. 4° # Paper, $1.25. 

16924 . Minimal maneuvers of high-performance aircraft plane [with list of ref- 
erences] ; by pngse Miele. Sept. 1959. cover title, 37 p.+[2] leaves, 
4° Paper, $1.00. 

16925 . Experimental pressure distributions over blunt -2- and 3-dimensional 
bodies having similar cross sections at Mach number of 4.95 [with 
list of references] ; by Jerome D. Julius. Sept. 1959. cover title, 13 
p.+[2] leaves, il. 4° © Paper, 50c. 

16926 . Handbook of structural stability: pt. 7, Strength of thin-wing construc- 
tion [with list of references] ; by George Gerard and Herbert Becker. 
Sept. 1959. cover title, ii+83 p.+ [3] leaves, il. 4° # Paper, $2.25. 

16927 . Handbook of structural stability: Supplement to pt. 3, Buckling of 
curved plates and shell [with list of references]; by George Gerard. 
Sept. 1959. cover title, 23 p.+[3] leaves, il. 4° # Paper, 75c. 

16928 . Investigations of creep behavior of structural joints under cyclic loads 
and temperatures [with list of references] ; by Leonard Mordfin, Nixon 
Halsey, and Gary E. Greene. Oct. 1959. cover title, 37 p.+([3] 
leaves, il. 4° & Paper, $1.00. 

16929 . Evolution of amplified waves leading to transition in boundary layer with 
zero pressure gradient [with list of references] ; Py P. 8. Klebanoff and 
iS 3 Tidstrom. Sept. 1959. cover title, 67+[6] p. il. 4° & Paper, 


16930 Remarks by T. Keith Glennan, administrator, National Aeronautics and 
Space Administration, before Economic Club of Detroit, Detroit, Mich., 

Sept. 28, 1959. [1959.] 14 leaves, 4° [Processed.] f+ 
NAS 1.11: G 48/12 


16931 [United States and Russian satellites, lunar probes and space probes 1957- 
58-59, official statistics] addendum. [1959.] [11] leaves, oblong 8° 
[Processed. Accompanied by transmittal letter, listing corrections for 
earlier lists, dated Sept. 25, 1959, 1 p. 4°] + NAS 1.2: Sa 8/add. 


NATIONAL ARCHIVES AND RECORDS SERVICE, 
General Services Administration 


Preliminary inventories. [Processed.] f GS 4.10: (nos.) 
16932 116. Preliminary inventory of records of district court for southern district of 
New York (record group 21) ; es by Henry T. Ulasek and Marion 
Johnson. Washington, 1959. v-+68 p. il. 4° ([National Archives pub- 
lication 60-3. ]) 
L.C. card A 59-9677 
19633 117. Preliminary inventory of records of Commission on Renovation of Executive 
Mansion (record group 220) ; compiled by Bess Glenn, with introduction by 
Herbert C. Dixon. Washington, 1959. v+9 p. 4° ([National Archives 
publication ey 
L.C. card A 59-9744 
16934 118. ee. inventory of records of Farmers Home Administration (record 
group 96]; compiled by Stanley W. Brown and Virgil E. pam. Wash- 
ington, 1959. vi+62 p. il. 4° ({National Archives publication 60—6.]) 
{Includes list of bibliographies and readings on Farmers Home Adminis- 
tration and its predecessors. ] 
L.C. ecard A59-—9821 
119. Preliminary inventory of records of Information Department of Office of 
Price Administration (record group 188); compiled by Betty R. Bucher. 
Washington, 1959. v+53 p. 4° ([{National Archives publication 60-7.]) 
L.C. card A59-—9822 
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Territorial papers of United States; compiled and edited by Clarence 


Edwin Carter. @ Item 571 
16936 v.24. Territory of Florida 1828-1834. 1959. [1]+v+11438 p. 6 maps, large 8° 
( {Publication heyy ]) [A processed Erratum, 1 p. oblong 48°, was issued 
also.] * Cloth 8. 00. 
L.C. card 35-26191 GS 4.13 : 24 


NATIONAL BUREAU OF STANDARDS, Commerce Dept. 


Circular. 

16937 601. Recorder survey, recording surfaces and marking methods; [by] George 
Keinath. Sept. 1, 1959. iv-+41p. il. 4° * Paper, 30c. @ Item 242 
L.C. card 59-62245 C 13.4: 601 


16988 Journal of research of National Bureau of Standards [with lists of refer- 
ences], v. 60, Jan. to June 1958, Research papers 2815 to 2876. [1958.] 


vii+621 p.il.4° * Cloth, $6.00 
L.C. card 28-26613 C 13.22/2: 60 


16989 —— y, 61, July to Dec. 1958, Research papers 2877 to 2920. [1959.] 


vii+518 p. il. 4° * Cloth, $5.25. 
L.C. card 28-26613 C 138.22/2: 61 


Miscellaneous publication. 
16940 227. Hydraulic research in United States, 1959 (including contributions from 
Canadian laboratories) ; edited by Helen K. Middleton. Oct. 1, 1959. 
My pee $5 4° ~ Paper, $1.25 @ Item 247 
L.C. card 34-332 C 13.10: 227 


NBS Monograph. ® Item 247-A 
1. Energy dissipation by fast electrons [with list of references; by] L. V. Spencer. 
t. 10,1959. ii+70p.il.4° * Paper, 45c. 
L.C. card 59-62412 C 138.44:1 


Technical note. 
16942 16. Some suptiontions of statistical sampling methods to outgoing letter mail 
characteristics [with list of references ; by] Norman C. Severo [and others]. 
July 1959. xiii+1-2a+3-129 p. il. 4° [Processed. The work described 
in this report was sponsored by Office of Research and Engineering, Post 
ops ” eiieammaan Text on p. 2 and 3 of cover.] © Paper, $2.75 (PB 
L.C. card 59-62478 C 13.46: 16 


NATIONAL GUARD BUREAU, Defense Dept. 


[1959.] 12p.il.4° f ® Item 356 

D12.2:N21g 

(NGB-300M- 
D 12.2: 8o5 


16941 


16943 National Guard is your business. 


16944 Your son and his military obligation. [1959.] [8] p. il. 4° 
1/60). + @ Item 356 


NATIONAL INSTITUTES OF HEALTH, Health, Education, and 
Welfare Dept. 


16945 Current reading list, pamphlets, reprints, and reports on mental health. 
Revised July 1959. [1959.] [2]+5p.4 (National Institute of Mental 
Health.) * @ Item 506-A FS 2.22/13: M 52 


16946 Highlights of research progress in allergy and infectious diseases, 1958, 
items of interest on research studies conducted and supported by Na- 
tional Institute of Allergy and Infectious Diseases; prepared by Na- 
tional Institute of Allergy and Infectious Diseases. [1959.] vi+68 p. 
([Public Health Service publication 694].) * Paper, 30c. @ Item 507-K 
L.C. card 59-62496 FS 2.22/17 : 958 

16947 Public Health Service grants and awards, by National Institutes of Health, 
fiscal year 1959: pt. 2, Training grants, research fellowships, and 
traineeships. [1959.] x+119 p. ([Public Health Service publication 
701, pt. 2] ; Division of Research Grants.) * Paper, 40c. @ Item 507—D 
L.C. card 48-22777 FS 2.22/7 : 959/pt.2 
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16948 


16949 


16951 


16952 


16953 


16954 


16955 


16956 


16957 


16958 


16959 


16960 


16961 


GOVERNMENT PUBLICATIONS 


Reference guide (series). 
1. Mental health for parent and child, selected reading list. met § July 1959. 
[1959.] [1]+8 p. 4° + @ Item 507-1 FS 2.22/4:1/2 


NATIONAL INVENTORS COUNCIL, Commerce Dept. 


[Inventions wanted by Armed Forces] problems cancelled. Sept. 1959. 


1 p. 4° [Processed.] 7 C 82.8 : 959/notice 


NATIONAL LABOR RELATIONS BOARD 


Decisions and orders of National Labor Relations Board, v. 121, July 1- 
Oct. 31, 1958. 1959. xvi+1673 p. * Cloth $5.25. @ Item 826 
L.C. card 3837-26136 LR 1.8: 121 


Labor issues before Supreme Court [address] by John H. Fanning, member, 
National Labor Relations Board at Loyola University, School of Law, 
New Orleans, La., Oct. 20, 1959. [1959.] [1]+11 p. 4° [Processed.] 7 

LR 1.7: F 21/5 


New Taft-Hartley amendments, preliminary look by John H. Fanning 
member, National Labor Relations Board, before New Orleans chapter, 
Federal Bar Association, New Orleans, La., Oct. 19, 1959. [1959.] 
[1]+12 p. 4° [Processed.] 7 LR 1.7: F 21/4 


NATIONAL MUSEUM, Smithsonian Institution 


Proceedings of National Museum. 
3419. Description and classification of final instar larvae of Ichneumonidae (in- 
secta, Hymenoptera) [with list of references]; by J. R. T. Short. 


1959. v. 110, cover title, p. 391-511, il. ¢ @ Item 922 
SI 3.6 : 110/3419 


NATIONAL OFFICE OF VITAL STATISTICS, Health, 
fduecation, and Welfare Dept. 


Vital statistics of United States, 1957. 

v.1. Introduction and text tables, tables for Alaska, Hawaii, Puerto Rico, and 
Virgin Islands, marriage, divorce, natality, fetal mortality and infant 
mortality data. 1959. xii+Cxxxix+396 p. il. 4° [Prepared under su- 
poh ne of Halbert L. Dunn, chief.] * Cloth, $4.50. @ Item 510 
4C, card 40—26272 FS 2.112 : 957/v.1 


Vital statistics, special reports. + ® Item 508—-C 
v. 49, nos. 1-62. Death rates for selected causes by age, color, and sex, United 
States and each State, 1949-51 [title page and contents]. 
Sept. 1959. iv p. 4° (Public Health Service.) 
FS 2.109 : 49/t.p.& cont. 


—— Life tables for 1949-51. + © Item 508-C FS 2.109 : (v.nos.& nos. ) 
v.41, no0.5. Method of constructing 1949-51 national, divisional, and state life 
tables [with list of references; prepared by Monroe G. Sirken and 


Mortimer Spiegelman]. July 31,1959. [1]-+151—-197 p. 4° 
FS 2.109 : 41/5 


—— National summaries. * ® Item 508-C FS 2.109 : 50/ (nos. ) 
vy. 50, no. 10. Accident fatalities, United States and each State, 1957. Aug. 14, 
1959. [1] +219-—250 p. 4° 
v. 50, no. 13. Maternal mortality, United States and each State, and Alaska, 
Hawaii, Puerto Rico, and Virgin Islands (U.S.), 1957. Aug. 27, 
1959. [1]+3820—-329 p. 4° 
,. 50, no. 14. Infant mortality, United States and each State, and Alaska, Hawaii, 
Faerie Rico, and Virgin Islands (U.S.), 1957. Aug. 31, 1959. 
[2] +333-349 p. 4° 
. 50, no. 15, Fetal deaths, United States and each State, and Alaska, Hawaii, 
Puerto Rico, and Virgin Islands (U.S.), 1957. Sept. 4, 1959 
{1]+3853-872 p.4° 7 
y. 50, no. 16. Natality, United States and each State, and Alaska, Hawaii, Puerto 
rm = a Islands (U.S.), 1957. Sept. 10, 1959. [1]+ 
374-390 p. 4° 
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16962 v. 50, no. 17. nie by age of mother, live-birth order, and color, United States, 
1957. Sept. 14,1959. [1]+3893-405 p. 4° 


Selected studies. + @ Item 508-C 


16963 v. 47, no. 6. Composite method for estimating postcensal population of small areas 
by age, sex, and color; [by Donald J. Bogue and Beverly Duncan]. 
Aug. 24, 1959. cover title, [1]+161-185 p. il. 4° FS 2.109: 47/6 


NATIONAL PARK SERVICE, Interior Dept. 


Archeological research series. 
16964 4. Archeological excavations at Jamestown, Colonial National Historical Park 
and Jamestown National Historie Site, Va. [with bibliography]; by John L. 
Cotter. 1958 [published 1959.] x-+299 p. il. map in pocket, 4° * Paper, 
$2.75. @ Item 646—-A 
L.C. card 59-62476 I 29.59 : 4 
16965 Katmai National Monument, Alaska. [Revised 1959.] [1959.] [8] p. il. 
* Paper, 5c. © Item 650 I 29.21: K 15/959 


16966 Laws relating to National Park Service, enacted by 85th Congress, 1957-58. 
July 1,1959. cover title, iii+-51 leaves,4° [Processed.] 7 
L.C. card 33—-26864 I 29.46 : L. 44/957-58 


16967 Prince William Forest Park, Va. [1959.] [6] p.il. narrow 8° + @ Item 
651 I 29.6: P 93-959 


16968 Saratoga National Historical Park, N.Y. [Revised 1959.] [1959.] [8] p. 
il. * Paper,5e. @ Item 650 I 29.21: Sa 7/959 


16969 Sequoia and Kings Canyon National Parks, Calif. [Revised 1959.] 
[1959.] [16] p. il. 4° folded into narrow 8° size. * Paper, 15c. @ Item 
651 I 29.6: Se 6/5/959 


NATIONAL SCIENCE FOUNDATION 


16970 National Science Foundation programs for undergraduate research partic- 
ipation, undergraduate research training, 1960-61, announcement and 
suggestions for preparation of proposals. Aug. 1959. [1]-+10 leaves, 
4° @ Item 834—-C NS 1.2: R 31/13 


Reviews of data on research & development. 


16971 15. Research and development sa pat of foundations and health agencies. 
1957. Sept. 1959. 4 p. 4° (NSF-59-55.) + @ Item 834- 
NS ¢ 11:15 


NAVAL PERSONNEL BUREAU, Defense Dept. 


16972 Aerographer’s mate 3 & 2 [with reading list ; joint endeavor of Navy Train- 
ing Publications Center, Memphis, and Training Publications Center, 
Memphis, and Training Division of Bureau of Naval Personnel]. 1959. 
viii+[1]+658 p. il. 12° (Navy training courses; NAVPERS 10363-A.) 


t @ Item 404 
L.C. card 59—64012 D 208.11: Ae 8/2/959 


16973 Electronics administration and supply; [prepared by Navy Training Publi- 
cations Center]. 1959. v+173 p. il. 4° (NAVPERS 10835-A.) ft 
@ Item 404 
L.C. card 59-62415 D 208.11/2: El 2/4 
16974 Look at you in United States Navy. [1959.] [16] p. il. oblong 12° 
({NRAF 17501.]) [Some of the illustrations are colored.] * @ Item 
403 (special offer) D 208.2: N 22/8 


16975 Principles and problems of naval leadership [with bibliography ; prepared 
by Leadership Staff]. 1959. ix+224p.il. (NAVPERS 15924.) * Pa- 
per, $1.00 © Item 404 
L.C. ecard 59-62409 D 208.11/2: L 46 
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GOVERNMENT PUBLICATIONS 


16976 Quartermaster, 1 & C, prepared by [Training Division]. [Original edition 
1949, reprinted with changes 1955, revised 1959.] 1959. ix+[1]+430 
p. il. 2 pl. 12° (Navy training courses; NAVPERS 10151-A.) ¢ 
@ Item 404 
L.C. card 59-64013 D 208.11 : Q 2/2/959 


16977 Submarine recognition manual. [1959.] cover title, [38] p. il. oblong 12° 
(NAVPERS 10011.) [Revised and supersedes Submarine recognition 
manual (OPNAVP 31-102). Text on p. 2 and 3 of cover.] * Paper, 35c. 
@ Item 403-A D 208.6/3: Sul 


16978 United States Navy occupational handbook, manual for civilian guidance 
counselors schools and libraries also employment and youth agencies. 
1959 edition. [1959.] [186] p. il. 4° (NRAF 11501.) [Text on p. 2 
of cover.] + @ Item 403-A 
L.C. card 59-61835 D 208.6/3: Oc 1 
16979 United States Navy uniform regulations, 1959. [1959.] [294] p. il. 4° 
(NAVPERS 15665 (rev-—59).) [Issued with perforations.] * Paper, 
$1.50 @ Item 406 
L.C. card 59-64000 D 208.6: Un 3/959 
16980 Utilities man 1 & C [with reading list; prepared by Navy Training Pub- 
lications Center]. [1951, reprinted with major changes 1959]. ix+ 
(1] +412 p. il. 12° (Navy training courses; NAVPERS 10657-B.) 
~ @ Item 404 
L.C. card 59-62361 D 208.11: Ut 3/2 


NAVAL RESEARCH OFFICE, Defense Dept. 


16981 Engineering Psychology Branch bibliography [1946-59]; compiled by 
Bobbie Hosken. Aug. 1959. cover title, [1]+20 leaves, 4° (Naval 
Research Laboratory.) [Processed.] 7 
L.C. card 59-62495 D 210.13/2: En 3/959 


NRL reports. (Naval Research Laboratory.) [Processed.] 


D 210.8 : (nos. ) 


5245. Chemical-resistant silk a. inks for manufacture of printed circuits 
[with mee ey by] G Rohl far — Jan. 8, 1959. [3]+ 
ii+39 p. il. 4° Paper, $1. 38 (PB 151248). 
5305. Remotely operated avy & test machine for radioactive specimens; [by] 
J. R. Hawthorne and Steele. July 13, 1959. cover title, i+8+ 
{2} p. il. 4° © Paper, 50c. wis 151636). 
5330. — rhe calcula mee by digital computer; [by B. E. Trotter. July 31, 
33. ey ( oe inean title, i+13+-[1] p. il. 4° # Microfilm, $2.40 ; photocopy, 
5333. Electrochemical yo of noble-metal/hydrogen systems : + pt 4, Trans- 
ore of hydrogen and deuterium through oot [with list o references ; 
S. Schuldiner and J. P. Hoare. July 31, 1959. cover title, 1i+36+ 
[2 p. il. 4° & Microfilm $3.00 ; photocopy $6. 30 (PB 140353). 
5335. Tautomerism in phosphorus chemistry : pt. 2, Iodination of sy 
ieee er in n-butyl ee {with list of references; by] R Fox. 
uly 24, 1959. cover em * i+20+ [2] p. il. 4° ? Microfilm, Bed 70; 
photocopy, $4.80 (PB 140391). 
5341. Structure of aluminum-silicon alloys [with list of references; by] R. A. 
Meussner. July 31, 1959. cover title, ii+21+ [2] p. il. 4° % Paper, 
75e. (PB 151760). 
5343. a philosophy for guess systems; [by] P. Waterman, W. Hodgson, 
C. Francis. Aug. 3, 1959. cover title, i+-9+ [2] p. il. 4° % Paper, 
B0e. (PB 151764). 
5346. Solidification of aluminum-silicon eutectic [with list of references; by] 
R. A. Meussner. a 31, 1959. cover title, i+11+ [2] p. il. 4° % Pa- 
per, 50c. (PB 151768). 
5356. Di ~ fields and normal modes in magnetic magnet with list of references ; 
J. I. Kaplan. July 31, 1959. cover title, 1i+6 p.+ [1] leaf, il. 4° 
$1 Microfilm, $1.80 ; photocopy, $1.80 (PB 140820). 
5360. Reactions of organophosphorus acids with ant me ty pt. 1, Base- 
cotevent condensation [with list of references; by] R. B. Fox. July 
1959. cover title, Nga tt p. 4° & Paper, 50e. (PB 151806). 
5363. Marina borer control : Toxicity screening = —. marine 
wood preservatives Pritt list of references; by] T. R. Sweeney and 
Cc. E. Patouillet. Aug. 4, 1959. cover title, 1454 13) p. 4° & Paper, 
50c. (PB 151807). 
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16993 5391. Recent results in plasma physics research ; (by] A. C. Kolb and W. R. 
Faust. Aug. 1959. [13]+ii-+11 p. il. 4° Paper, 75c. (PB 151934). 

16994 Science education program, v. 15, no. 1; 1959-60; [prepared by Science Edu- 
cation staff, Training Branch, Personnel Division, Naval Research 
Laboratory]. [1959.] viii+44 p.il.12° [Semiannual. Text and map 

on p. 2 and 3 of cover.] 7 D 210.18 : 15/1 


16995 Thermoelectricity abstracts; compiled [by Mildred Benton] in Library 
Branch, Technical Information Division. May 1959. viii+104 p. 4° 
(Naval Research Laboratory.) [Processed.] # Price upon application 
(PB 151657). D 210.13/2 : T 34/959 


16996 Thermoelectricity abstracts; compiled [by Mildren Benton] in Library 
Branch, Technical Information Division. Aug. 1959. vii+74 p. 4° 
(Naval Research Laboratory.) [Processed.] # Price upon application 
(PB 151810). D 210.13/2 : T 34/959-2 


16997 Training device guide [revised pages]. Revised Sept. 1, 1959. [1959.] 
ii+[9] p.4° (NAVEXOS P-530-2; U.S. Naval Training Device Center, 
Port Washington, New York.) [Processed. Formerly Special devices 
guide. Issued in loose-leaf form. Includes revision notice.} Tf 
D 210.14/2: Sp 3/rev. pages—3 


NAVY DEPARTMENT, Defense Dept. 


16998 Navy comptroller manual: v. 2 [Accounting classifications], Change 98; 
Sept. 10, 1959. [1959.] 4+ [115] p. 4° (Office of Comptroller.) 
[Processed. Issued in loose-leafform.] tf D 201.6/2 : 2/ch. 98 


16999 —__ y, 3 [Appropriation, cost and property accounting (field)], Change 
102; Sept. 10, 1959. [1959.] 5+ [88] p. il. 4° (Office of Comptroller.) 
[Processed. Issued in loose-leaf form.] tf D 201.6/2 : 3/ch. 102 


17000 —__ y, 4 [Disbursing], chap. 4 [Military pay and accounts], Change 87; 
Sept. 10, 1959. [1959.] 6+ [43] p. il. 4° (Office of Comptroller.) 
[Processed. Issued in loose-leaf form.] { D 201.6/2:4/chap. 4/ch. 87 


17001 ___ y, 4, [Disbursing], Change 95; Sept. 10, 1959. [1959.] [4]+[49] p. 
il.4° (Office of Comptroller.) [Processed. Issued in loose-leaf form. ] 
t D 201.6/2 : 4/ch. 95 


17002 U.S. Navy public information manual, [Oct. 1953], Change 4; Apr. 15, 
1959. [1959.] [5] p. 4° (NAVEXOS P-1035; Office of Information. ) 

[Issued in loose-leaf form.] * Paper, 55c. (including Change 3). 
D 201.6: In 3/ch. 4 


OLD-AGE AND SURVIVORS INSURANCE BUREAU, Health, Education, 
and Welfare Dept. 


OASI (series). @ Item 518—A 


17008 35SP. Su seguro social, beneficios del seguro de vejez, sobrevivientes, e in- 
capacidad bajo la ley del seguro social. [June 1959.] iii+42+[1] p. 
oblong 48° + FS 3.35: 35 SP 


ORDNANCE BUREAU (Navy), Defense Dept. 


NAVORD report. [Processed.] 


17004 5880. Explosive press as research tool in material behavior and forming [with 
list of references] ; by Edward W. LaRocca and John Pearson. China 
Lake, Calif., May 12, 1958. [1]+iv+13 p. il. 4° (Naval Ordnance 
Test Station; NOTS 2019.) % Paper, 50c. (PB 151844). D 215.7: 5880 


*For Sale by Superintendent of Documents 
#For Sale by OTS, Commerce Dept. 
@Sent to Depository Libraries 


Mailing Address for All Agencies Listed Is Washington 25, D.C. 
Unless Otherwise Indicated Page 101 








GOVERNMENT PUBLICATIONS 


ORDNANCE CORPS (Army), Defense Dept. 


Memorandum report MR (series). [Processed.] 


710. Tensile properties of light alloys at low temperatures [with list of refer- 
ences]; prepared by L. M. Smith. Dec. 1958. [4]+-28 Pp. il. 4° (Re- 
search and Development Group, Philadelphia 37, Pa.; FA subproject 
M243, 0CO project TB4—003C, DA project 5B93-82-0038C.) Paper, 
$1.00 (PB 151848). D 105.17/2: 710 


Ordnance Corps manual ORDM (series). [Issued in loose-leaf form.] ? 


8-4. Ammunition supply and preservation: v. 2, Technical instructions pertain- 
ing to conventional ammunition ; May 3, 1954. [Reprinted 1959.] cover 
title, [394] p. il. 4° [Contains all added and revised pages up to and 


including Change 21, June 19, 1959.] @ Item 359-B 
D 105.6/2 : 3-4/v.2/rep. 


Picatinny Arsenal, Dover, N.J.: Technical notes. [Processed.] 


17007 +=21. [Unrestricted abstract of] Adhesives for attaching electric strain gages to 
plastics [with one reference; by H. Sigler and 8. Stirala]. [Oct. 1958.) 
{1]+5 p. 4° ®Paper, 50c. (PB 151845). D 105.12/2 : 21/abstract 


—— Technical report. 

2566. Surface phenomena in solids, literature review; by Cecil G. C. White, 
Samuel Helf. May 1959. [4]+32 p. il. 4° (Feltman Research and 
Engineering Laboratories, Ordnance project TN2—0111 (B), Dept. of 
Army project 599-04-C01.) Paper, $1.00 (PB 151846). 

D 105.12 : 2566 
17009 VCI bibliography and abstracts; by R. L. LeMar. Oct. 16, 1958. ii+ 

[118] p. 4° (Rock Island Arsenal, Rock Island, Ill, report 58-283 

OCO, R and D Branch project Nr. TB5-6010, Department of Army 

project nr. 593-21-055.) & Paper, $2.50 (PB 151766). 

L.C. card 59-62494 D 105.11/2: V 47 


PATENT OFFICE, Commerce Dept. 


Classification bulletins. [Issued in loose-leaf form.] © Item 252 
C 21.3: (nos. ) 
369. Class 305, wheel substitutes for land vehicles, containing classification 
definitions of above class established by Classification Group of Patent 
Office by Classification order 290, Aug. 27, 1959. Revision 1. [1959.] 
[13] p. 4° * Paper, 10e. 
429. Class 162, Paper making and fiber liberation, containing classification 
definitions of above class established by Classification Group of Patent 
Office by Classification order 276, Apr. 17, 1959. [1959.] [66] p. 4° 
* Paper, $1.00. 


POST OFFICE DEPARTMENT 


Address by Postmaster General Arthur E. Summerfield, Ernst Reuter 
stamp ceremony, Washington, D.C., Sept. 29, 1959. [1959.] 3 p. 4° 
(Release no. 230, Information Service.) [Processed.] 7; 

P 1.27: Su6/11 


17013 Address by Arthur E. Summerfield, Postmaster General of United States, 
56th national convention, National League of Postmasters, Memphis, 
Tenn., Oct. 1, 1959. [1959.] 18 leaves, 4° (Information Service; Re- 
lease 243.) [Processed.] 7 P 1.27: Su 6/15 


Address by L. Rohe Walter, special assistant to Postmaster General, at 
dedication of dental health stamp, 100th annual session, American 
Dental Association, New York, N.Y., Sept. 14, 1959. [1959.] 2 leaves, 
4° (Release no. 222; Information Service.) [Processed.] + 

P 1.27: W 17/6 


Address by L. Rohe Walter, special assistant to Postmaster General, 
before American Philatelic Society, Los Angeles, Calif., Sept. 12, 1959. 
[1959.] 7 leaves, 4° (Release no. 219; Information Service.) [Proc- 
essed.] 7 P 1.27: W 17/5 
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17016 [Commemorative stamp poster] : 15-cent international airmail stamp avail- 
able at your local post office, Nov. 21, 1959. 1959. 10.5 x 8 in. 
Nore.—Commemorative stamp posters, which will be issued irregularly, are 
available on a subscription basis from Superintendent of Documents, $1.00 a yr.; 
50c. additional for foreign mailing. P 1.26/2:In8 
17017 Comments by chief postal inspector D. H. Stephens before Sioux City 
Diocesan Council of Catholic Women, Sioux City, Iowa, Oct. 7, 1959. 
[1959.] 7 leaves, 4° (Information Service.) [Processed.] + 
P 1.27: St 4/2 


3 Comments by Postmaster General Arthur E. Summerfield before General 
Federation of Women’s Clubs, Washington, D.C., Sept. 30, 1959. [1959.] 


9 leaves, 4° (Information Service; release 242. ) wis 37 ae 
1.27: Su 6/10 


Comments by Postmaster General Arthur E. Summerfield before Public 
Relations Society of America, Washington, D. ©. Sept. 18, 1959. [1959.] 


10 leaves, 4° (Information Service ; Release 229.) ee pe ; 
1.27: Su 6/14 


17020 Dedication speech by Postmaster General Arthur E. Summerfield at Kings- 
port, Tenn., Oct. 2, 1959. [1959.] 5 leaves, 4° (Information Service; 
release 249.) [Processed.] 7 P 1.27: Su 6/16 
17021 General scheme of California, July 1959. Wagner Printing Company, 
Berkeley, Calif., [1959]. [1]+181 p. narrow 8° (Bureau of Opera- 
tions. ) July 1959. [Processed. Issued in loose-leaf form.] tf 
P 10.6: C 12/4/959 
General scheme of Maryland and District of Columbia, June 1959. June 
1959. [1]+2-3+5-58 p. narrow 8° (Bureau of Operations.) [Issued 
in loose-leaf form.] + P 10.6: M 36/4/959 


+ 


17023 General scheme of Nevada, July 1959. Wagner Printing Company, Berke- 
ley, Calif., [1959]. [1]+30 p. narrow 8° (Bureau of Operations.) 
[Processed. Issued in loose-leaf form.] + P 10.6: N 41/959 


17024 Leadership, and challenge we face, address by Arthur E. Summerfield, 
Postmaster General of United States on occasion of 12th annual fall 
Industrial Relations Conference, Associated Industries of Cleveland, 
Cleveland, Ohio, Oct. 8, 1959. [1959.] 15 leaves, 4° (Information 
Service; release 259.) [Processed.] P 1.27: Su6/17 

17025 Measure of responsibility, address by Rollin D. Barnard, Assistant Post- 
master General to Colorado Association of Real Estate Boards annual 
convention, Colorado Springs, Colo., Oct. 2, 1959. [1959.] 14 leaves, 4° 
(Release no. 248; Information Service.) [Processed.] ¢* P1.27: B25 

Methods handbook M series. 
17026 17. Use and care of revolver; prepared by Bureau of Chief Postal Inspector. 
Sept. 1, 1959. iv+27 p. il. 4° * Paper, 25c. @ Special offer. 
P 24.6/2:17 

17027 Obscenity in mails: how you can stop it, address by Postmaster General 
Arthur E. Summerfield before Women’s City Club of Cleveland, Cleve- 
land, Ohio, Oct. 8, 1959. [1959.] 10 leaves, 4° arate no. 260, In- 
formation Service.) [Processed.] 7 1.27: Su 6/12 

Our responsibilities and America’s future, address by hae E. Summer- 
field, Postmaster General, on occasion of 55th National Convention, Na- 
tional Rural Letter Carriers Association, Aug. 12, 1959. [1959.] 13 


leaves, 4° (Information Service; release 196.) igh 7 
1.27: Su 6/13 


PRESIDENT OF UNITED STATES 


Fitness and future. [1959.] 12 p. narrow 8° (President’s Council on 
Youth Fitness.)  ~ @ Item 851-J Pr 34.8: Y 8/6 
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PUBLIC DOCUMENTS DIVISION, Government Printing Office 


Post Office Department publications available from: Superintendent of 
Documents, Government Printing Office, Washington 25, D.C. [1959.] 


[2] p. f° folded into oblong 48° size. (Processed. ] + @ Item 552 
GP 3.22: P 84/2/959 


Price list PL (series). + @ Item 554 GP 3.9: (nos.) 
15. Geology ; Oct. 1959. 44thedition. [1959.] [2]+29p. 
L.C. card 25-26851 
54. Political arienes. Governsre’, fam District of Columbia; Oct. 1959. 39th 
edition. [1959.] [2]+27 
L.C. card 25-26877 
68. Farm management, foreign agriculture, rural a. agricultural 
marketing ; Oct.1959. 42d edition. [1959.] [2]+22 
L.C. card 26-26174 
70. Census Se. statistics of ee tT mec cian manufacturers ; 
Oct. 195 85th edition. [1959.] [2]+21 
L.C. card 25—26529 
Selected Government publications of interest to veterans. [1959.] [2] 


p.4° + @ Item 552 GP 3.22: V 64/2 


PUBLIC HEALTH SERVICE, Health, Education, and Welfare Dept. 


17036 Addendum to pt. 1, Manual of septic tank practice; Aug. 1, 1959. [1959.] 
5p.il. [Publication 526.) + @ Item 499 
L.C. eard 57-60332 FS 2.6: Se 6/2/addendum 


Algae in water supplies, illustrated manual on identification, significance, 
and control of algae in water supplies [with bibliography ; by] C. Mervin 
Palmer, with introduction by Clarence M. Tarzwell. [1959.] viii+88 
p. il.4° ({Publication 657] ; Bureau of State Services, Division of Water 
Pollution Control, Robert A. Taft Sanitary Engineering Center, Cincin- 
nati, Ohio.) [Illustrations in color by Harold J. Walter.] * Paper, 
$1.00. @ Item 496-A 
L.C. card 59-62294 FS 2.6/2: Al3 


Dental care in group purchase plan, survey of attitudes and utilization at 
St. Louis Labor Health Institute. [Aug. 1959.] vi+68 p. ([Publica- 
tion 684] ; Division of Dental Resources.) tf ©@ Item 485 
L.C. card 59-62499 FS 2.2: D 43/10 


17039 Dental service corporation in public assistance program, report from Wash- 
ington State. [1959.] vi+50p. ([Publication 680.]) + © Item 485 
L.C. card 59-62173 FS 2.2: D 43/9 


Examinations for cervical cancer. [1959.] [8] p. narrow 8° ([Publica- 
tion 707, Cancer Control Program.]) f* @ Item 485 FS 2.2: C0 16/4 


Health information series. © Item 486 FS 2.50: (nos. ) 


15. ae rye [1959.] [4] p. narrow 8° ([Publication 179.]) * Paper, 
$2.00 per 100 ; single copy, 5c. 

41. Malaria. [1959.] [4] p. narrow 8° ({Publication 166.]) * Paper, $2.00 
per 100 ; single copy, 5c. 

82. Hepatitis. [1959.] [4] p. narrow 8° ([Publication 446.]) * Paper, 5c. 


Industrial waste guide to milk processing industry [with Bibliography 
on milk wastes]; prepared by subcommittee on dairy waste of Dairy 
Industry Committee, in cooperation with National Technical Task Com- 
mittee on Industrial Wastes, for Public Health Service. [Revised 1959.] 
[1959.] [2]+22p.il.4° ([{Publication 298]; Bureau of State Services, 
Division of Water Supply and Pollution Control.) [Text on p. 2 of 
cover.] * Paper,20c. © Item 487-—A 
L.C. card 59-62497 FS 2.71: M 59/959 
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17045 National venereal disease control program. [1951, revised 1959.] [1959.] 
cover title, [2]+14 p. il. ([Publication 56; Bureau of State Services, 
Communicable Disease Center, Venereal Disease Branch.]) * Paper, 
15c. © Item 485 
L.C. card 59-64036 FS 2.2: V 55/6/959 


17046 Physicians for a growing America, report of Surgeon General’s Consultant 
Group on Medical Education [with list of references]. Oct. 1959. xiv+ 
95 p. il. 4° ({Publication 709.]) * Paper, 60c. @ Item 485 
L.C. card 59-62451 FS 2.2: P 56/3 


17047 Proceedings, 1959 annual conference, surgeon general, Public Health Serv- 
ice, with State and territorial mental health authorities, Mar. 11-13, 
1959, Washington, D.C. [1959.] v+35 p. 4° ([Publication 705.]) + 
@ Item 494-A 
L.C. card 6-35322 


17048 Proceedings, 1959 biennial conference of State and territorial dental direc- 
tors with Public Health Service and Children’s Bureau, Apr. 21-23, 
Washington, D.C. [1959.] vii+62 p. 4° ([Publication 698.])  [In- 
cludes lists of references.] f @ Item 494—-A 
L.C. card 59-62243 FS 2.83/2 : 959 


Professional nurse traineeships. @ Item 485 FS 2.2: N 93/41/pt.(nos.) 


17049 pt.1. Report of national conference to evaluate 2 years of training grants for 
Behoer SOc. nurses. [1959.] viii+62 p. il. ([Publication 675.]) 


Le peat 5 5.-62364 
17050 pt. 2. Facts about nurse supply and educational needs of nurses based on data 
compiled for national conference to evaluate 2 years of training grants 
for professional nurses [with list of sources quoted from or cited in 
Fm —_ _— book]. [1959.] xi+47 p. il. ({Publication 676.]) 

‘ap 
L.C. can Pao 62364 

Public health bibliography wietes. @ Item 481-A FS 2.21 : (nos. ) 
17051 14. Reading on cancer, annotated bibliography ; prepared by Office of Information 
and Publications, National Cancer Institute. [Revised 1959.] [1959.] 
© sau p. ({Publication 457.], National Institutes of Health.) * Paper, 


i c. card 59-62416 

17052 25. Maternal disorders, related to fetal stress, perinatal death and congenital 
defects, selected references 1952-58; compiled by Elizabeth oenig. 
$1900.) AS i p. ({Publication 669]; National Institutes of Health.) 

‘aper, 

L.C. ral 3562431 

17053 27. Bibliography of perf poreentey 1952-58 ; compiled by Charles Roos and 
Jeannette Bar 2])+iv+83 p. 4° ([Publication 693]; Na- 
tional Library of Medicine eference Division.) [Continues Bibliograph 
of military psychiatry, 1947-52, published by Armed Forces Medical Li- 
brary, 1953. Supersedes References on military psychiatry, 1952-655, is- 
sued by Library, — ] * Paper, 50c. 
L.C. card 54-61664 


Public health monograph. 
59. Public health nursing service to patients [with list of references ; by] Marion 
Ferguson. (1959. vii+52 p. il. 4° ([Publication 685.]) aper, 40c. 


@ Item 500-A 
L.C. card 59-60083 FS 2.62: 59 
17055 Sanitary engineering manpower; [by] Frank A. Butrico, and Israel Light. 
[1959.] [8]+iii+32 p.4° (Bureau of State Services, Division of Engi- 
neering Services; [publication 703].) * Paper, 25c. © Item 458 
L.C. card 59-62401 FS 2.2: Sa 5/3 


17056 Silence isn’t golden when [it masks pre-invasive or early invasive cancer). 


[1959.] [4] p. il. narrow 8° (Cancer control ae + @ Item 
485 $ 2.2: Si3/2 


17057 Speaking of prepaid dental care, [glossary of terms]. frost iv+25 p. 
narrow 8° ([Publication 679]; Division of Dental Resources.) 7 
@ Item 483-D 
L.C. card 59-62209 FS 2.88: D 43 
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17058 Tuberculosis chart series. 1959 edition. [1959.] [80] p. il. oblong 12° 
([Publication 639.] (Bureau of State Services, Division of Special 
Health Services).) * Paper, 25c. @ Item 500-C 
L.C. card 57-6108%3 FS 2.72/2 : 959 










PUBLIC HOUSING ADMINISTRATION, Housing and Home Finance 
Agency 











17059 Trends toward open occupancy in low-rent housing programs of Public 
Housing Administration, no. 8, as of Mar. 31, 1959, based on latest infor- 
mation available by June 1, 1959, restricted to localities which have open 
occupancy policies, operations, or both, with respect to Negroes. [1959.] 
cover title, viii+63 p. oblong 8° (Intergroup Relations Branch.) + 

L.C. card 59-62491 HH 3.8:8 












PUBLIC ROADS BUREAU, Commerce Dept. 





17060 Concepts and applications of engineering economy in highway field [pa- 
per], by Robley Winfrey, presented to Highway Research Board work- 
shop conference on highway economics, Washington, D.C., Sept. 17 and 
18, 1959. [1959.] [2]+26 p. 4° [Processed.] 7 C 37.21: W 72 


17061 Peak rates of runoff in southern Rocky Mountains area of Colorado, Wyo- 
ming, Utah, and New Mexico; by W. D. Potter. Revised edition, Sept. 
1959. [1959.] 8+[6] p.4 pl. 2 maps, 4° [Processed.] + C©37.2: R87 










QUARTERMASTER GENERAL OF ARMY, Defense Dept. 





QMC historical studies series II. 
17062 6. Special rations for Armed Forces [with bibliography]; by Franz A. Koehler. 
1958 [published 1959]. xvii+3877p.il. + @ Item 363—A 

L.C. card 59-62276 D 106.8/2 : 6 







RAILROAD RETIREMENT BOARD 





17063 Railroad retirement acts and railroad unemployment insurance act, as 
amended to May 19,1959. v+101 p. * Paper, 35c. @ Item 860 
L.C. card 45-35547 RR 1.5: R 81/959 






RECLAMATION BUREAU, Interior Dept. 





17064 Trrigation on Western farms; [prepared by L..R. Swarner and others]. 
[July 1959.] cover title, v+-53 p. il. 4° (Agriculture Department, Soil 
Conservation Service, Agriculture information bulletin 199.) * Paper, 
40c. @ Items 660 & 4 
L.C. card Agr 59-322 127.2: Ir 7/9 

17065 Technical record of design and construction: Cachuma Dam, constructed 
1950-53, Cachuma project, Calif. [with selected bibliography]. Denver, 
Colo., July 1959. [7]+ix+172 p. il. 4° [Processed.] +(Price upon 
application), Bureau of Reclamation, Att: Code 841, Denver Federal 
Center, Bldg. 53, Denver 25, Colo. 

L.C. card 59-62244 I 27.2:C 11/4 


Tecolote Tunnel, constructed 1950-56, Cachuma project, Calif. [with 
selected bibliography]. Denver, Colo., Sept. 1959. vi+[117] p. il 4° 
+ (Price upon application), Bureau of Reclamation, Att: Code 841, Den- 


ver Federal Center, Bldg. 53, Denver 25, Colo. ) 
L.C. card 59-62371 I 27.2: T 23/2 
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RENEGOTIATION BOARD 


17067 Renegotiation Board regulations [under Renegotiation act of 1951, amdt. 
13]. [1959.] [42] p. 4° [Includes Foreword. Issued in loose-leaf 
form.] * Paper, $5.00 (including basic regulations and supplements or 
revisions for indefinite period), $1.75 additional for foreign mailing. 
@ Item 308 RnB 1.6/2: 958/amdat. 13 


RURAL DEVELOPMENT PROGRAM COMMITTEE 


beyond high school [with 


as 


17068 Community action to promote education 
bibliography]. Aug.1959. 22p.4° [Processed.] 
L.C. card 59-64044 


RURAL ELECTRIFICATION ADMINISTRATION, Agriculture Dept. 


Y 3.R 88/2: 2 Ed 8 


Telephone engineering and construction manual, section. 

701. Telephone station installation handbook, issue 2; Apr. 1959. [1959.] cover 
title, 12+ [41] p.il.12° *Cardboard, 75c. @ Item 116—A 

A 68.6/4 : 701/2 


17069 


Telephone operations manual, section. 

17070 1862. Telephone plant code and account handbook, class A and B companies, 
issue 2; May 1959. [1959.] cover title, [1]+47 p. 7 pl. narrow 12° 

* Paper, 50c. @ (Special offer) A 68.6/3 : 1862 


SECURITIES AND EXCHANGE COMMISSION 


17071 Investigate before you invest, message for investors from Securities and 


Exchange Commission. [1959.] [8] p. il. narrow 8° + @ Item 904 
SE 1.2: In 8/10 


SHIPS BUREAU (Navy), Defense Dept. 


17072 U.S. Navy diving manual: pt. 1 [General principles of diving]; Jan. 1959. 


[1959.] [8]+viii+[251] p. il 4° (NAVSHIPS 250-538.) [Supple- 
ments Bureau of Ships Diving manual (NAVSHIPS 250-880). Issued 
in loose-leaf form.] * Stiffboard, $2.00 (including 4 pts. with sup- 


plemental material as issued); 50c. additional for foreign mailing. 


@ Item 412-B 
L.C. card 57-61478 D 211.6/2: D 64/pt. 1 


SMALL BUSINESS ADMINISTRATION 

Management aids for small manufacturers. 7 
107. Using deferred compensation in small business [with list of publications for 
further information] ; by W. T. Thach and H. M. Covert jr. Sept. 1959. 
4p.4° @ Item 901-H SBA 1.10: 107 


17073 


[1959.] 4 p. 4° 


17074 Small business Administration publications, July 1959. 
SBA 1.18 : 959-2 


(Form SBA-115F.) +t © Item 901-—N 


Small business bulletin. + © Item 901-K 
12. Statistics and maps for national market analysis (bibliography) ; by Louis D. 
Volpp. June 1959. 11 p. 4° [Originally published by Department of 
Commerce as Business service bulletin 18.] 
L.C. card 59-62418 SBA 1.3:12 


Small marketers aids. * © Item 901-J 

46. Essential personal qualities for small store managers [with list of publica- 
tions for further information] ; by Jerome C. Beam. July 1959. 4 p. 4° 
SBA 1.14: 46 


*For Sale by Superintendent of Documents 
#For Sale by OTS, Commerce Dept. 
@Sent to Depository Libraries 


Mailing Address for All Agencies Listed Is Washington 25, D.C. 
Unless Otherwise Indicated Page 107 








GovERNMENT PUBLICATIONS 


SMITHSONIAN INSTITUTION 


Smithsonian contributions to astrophysics. (Astrophysical Observatory.) 

SI 1.12/2:(nos.) 
in with list of refer- 
14 


17077 ~—svvv«.. 8, no. 6. _Fluid-dynamic mechanism of meteorite pitt 
—67 p. il. 14 pl. 4° 


ences]; by David T. Williams. 1959. [2 
* Pape r, 5c. @ Item 909-B 
L.c. ad 59-62070 

17078  v.3,no.8. Meteor trains [with list of references] ; by Robert F. Hughes. 1959. 
[2] +79—94 p. il.4° * Paper, 20c. e Item 909-B 


SOCIAL SECURITY ADMINISTRATION, Health, Education, 
and Welfare Dept. 


17079 Regulation 1 (as amended), disclosure of official records and information. 
1959. iii+8 p. [Part 401, chap. 3, title 20, Code of Federal regula- 
tions.] t @ Item 520 
L.C. card 37-26866 FS 3.6: 1/6 


SOIL CONSERVATION SERVICE, Agriculture Dept. 


17080 Progress on land use development phase of Missouri River Basin program 
[paper] for presentation by Gladwin Young, deputy administrator, Soil 
Conservation Service, Dept. of Agriculture, at 108th meeting of Missouri 
Basin Inter-Agency Committee, Helena, Mont., Aug. 13, 1959. [1959.] 
7p.4° f A 57. 25: Y¥ 8/12 


Soil survey series 1940. 
17081 22. Tippecanoe County, Ind. [with list of literature cited; by H. P. Ulrich, and 
others]. Jan. 1959. cover title, [2]+117 p. il. 23 p. of pl. and maps, 4° 
[Prepared in cooperation with Purdue University Agricultural ey a 
ment Station. Some of the maps are colored.] * Paper, $1.50. tem 
102 (Rev. 957) 
L.C. card Agr 59-301 A 57.38 : 940/22 


[Technical publication] SCS—TP (series). + A 57.15 : (nos. ) 
17082 134. ee and land, facts about our water problem [with list of literature 
by Ben Osborn. Oct. 1957. (2]+14 p. ; og 


ted] ; 
17083 136. Sedimentation of Lake Barcroft, Fairfax C ounty, ; by John N. Holeman 
and A. F. Geiger. Mar.1959. [2]+12p. il. “Pol elauas 


STATE DEPARTMENT 


17084 American foreign policy, current documents 1956; [compiled by Peter V. 
Curl with assistance of Anna Vukovick]. [1959.] xxxiv+1495 p. 
([Publication 6811; Historical Division, Bureau of Public Affairs.]) 
{Annual collection continuing Decade of American foreign policy, basic 
documents, 1941-49 and American foreign policy, 1950-55, basic docu- 
ments.] * Cloth, $4.75. © Item 875 
L.C. card 59-64042 S 1.71/2: 956 


Department and foreign service series. 
17085 90. News Division of Department of State; by Lincoln White. [1959.] [2]+ 
11 p. narrow 8° ([{Publication 6859; Public Services Division, Bureau of 
Public Affairs.]) [Reprinted from Department of State bulletin, June 22, 
1959.] * Paper,10c. @ Item 863 
L.C. eard SD 59-5 S 1.69 : 90 


Xconomic cooperation series. 
17086 54. Technical cooperation in health, International Cooperation Administration. 
[1959.] [4]+28+[1] p. il. ([Publication 6855; Public Services Divi- 
sion, Bureau of Public Affairs.]) * Paper, 15c. @ Item 868 
L.C. card 59-64040 S 1.65 : 54 


European and British Commonwealth series. @ Item 869 


17087 56. Soviet world outlook, handbook of communist statements; [prepared by 
Bureau of Intelligence and Research]. [3d revision.] [1959.] cover 
title, [4]-+vi+247 p. 4° ({Publication 6836.]) * Paper, $1.25. 

C. card 55-60260 8 1.74: 56 
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Jeneral foreign policy seties. © Item 875 $ 1.71: (hos.) 
17088 138. Reereens, United States foreign policy in new age. [1959.] cover title, 
p. il. 4° ({ Publication 864; Public Services Division, Bureau of 
Dab ic Affairs.]) * Paper, 25c 
L.C. card SD 59-7 
17089 140. Toward better understanding, Vice President Nixon’s visit to Soviet Union 
and Poland, July—Aug. 1959. [1959.] v+50 p. ([Publication 6881.]) 
* Paper, 25e. 
17090 141. President Eisenhower’s European trip, Aug.—Sept. 1959. [1959.] iv+- 
36 p. ({Publication 6888; Public Services Division, Bureau of Public 
Affairs.]) [At head of title on cover is: My most memorable impres- 
sion, the people of Europe have a deep liking for the people of America. ] 
* Paper, 20c. 
L.C. ecard SD 59-9 


Inter-American series. 
17091 56. Fact sheet, mutual security in action, Paraguay. [1959.] [12] p. il. narrow 
se ({ Publication 6843 ; Public Services Division, Bureau of Public Affairs, 
International Cooperation Administration.]) * Paper, 10c. @ Item 877 
L.C. eard 59—-62408 S 1.26 : 56 


International information and cultural series. © Item 878 


17092 66. 21st semiannual report to Congress, international educational exchange pro- 
gram, Jan. 1—June 30, 1958. 1959.] [5]+50 p. il. ({International 
Educational Exchange Service, Bureau of International Cultural Relations ; 
Publication 6830. 3) + @ Item 878 
L.C. card 50-3379 S 1.67 : 66 


International organization and conference series. ® Item 882-B 
S 1.70: (nos. ) 


17093 +=38. United Nations Educational, Scientific and Cultural Organization, UNESCO, 
organization and program. [1959.] [2]+18 p. il. 12° ([Publication 
6849.]) * Paper, 15c. 
L.C. card 59-62267 

17094 . U.S. participation in International Atomic Energy Agency, report by the 
President to Congress for [calendar] year 1958. [1959.] vi+[2]+58 p. 
Stag po peeen 6870.]) [Processed. Also issued as H. doc. 221, 86th Con- 
ress, Ist session. } 
.C. card 59-60935 

17095 8. Foreign ministers meeting, May—Aug. 1959, Geneva. [1959.] xxi+603 p. 
eee se 6882. Historical Division, Bureau of Public Affairs.]) 

aper, $1. 

L.C. card 59-62877 


Near and Middle Eastern series. 
17096 42. Development of resources, key to Iran’s future, by Harry A. Brenn, director, 
U.S. Operations Mission in Iran, International Cooperation Administration. 
[1959. {2]+14 p. narrow 8° ([{Publication 6840; Public Services Divi- 
sion, Bureau of Public Affairs.]) [Address delivered before Iran-America 
Society at Tehran, Iran, May 6, 1959 7 
L.C. card 59-62498 $1.86: 42 


Public Services Division series S. + 
83. Peaceful change, [by] Christian A. Herter, Secretary of State. [1959.] 
{oii 4 p. Ser before United Nations General acne S" New York, 
, Sept. 17, 1959.] 1.106/2 : 83 


Treaties and other international acts series. * Paper, $10.00 a yr. (ap- 
proximately 150 issues), $6.00 additional for foreign mailing; single 
copies vary in price. @ Item 899 S 9.10: (nos. ) 


17098 4202. Universal postal union, convention, final protocol, regulations, airmail 
provisions, between United States and other Governments, Petro g 
Universal Postal eevee of July 11, 1952, signed Ottawa Oct. 3, 1957, 
ratified and bg dg by Postmaster "General of United States Dec. 9, 
1958, approv by President of the United States Feb. 17, 1959; 
[entered into force Ae. 1, 1959). [1959.] tii+310 p. [French and 
English.] * Apes $1.00 
L.C. card 59-6222 

17099 4237. Mutual aid under at 3 of North Atlantic Treaty, costs for maintenance 
of United States forces, agreement between United States and Federal 
Republic of Germany effected by exchanges of notes signed Bonn June 7, 
1957, and extension arrangement effected by exchange of notes dated 
Bonn and Bad Godesberg July 9 and 23, 1958; [entered into force 
May 12,1959]. [1959.] [2]+12 p. [German and English.] * Paper, 


10¢e. 
L.C. card 5989-61818 
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Treaties and other international acts series—-Continued 


17100 4242. 


17102 


Surplus agricultural commodities, agreement between United States and 
Ceylon amending agreement of Mar. 13, 1959, effected by exchange of 
notes signed Colombo May 28, 1959; [entered into force May 28, 1959}. 
[1959.] [2]+3 p. * Paper, 5c. 

L.C. ecard! do! 62387 


. General agreement on tariffs and trade, 2d protocol of rectifications and 


modifications to texts of schedules to agreement of Oct. 3, 1947, between 
United States and other governments, done at Geneva Nov. gs, 1952: 
{entered into force Feb. 2, 1959]. [1959.] iv+52 p. [English and 
French.] * Paper, 20c. 

L.C. card 59-62435 


. Settlement of certain claims under art. 26 of Austrian State treaty, agree- 


ment between United States and Austria, effected by exchange of notes, 
signed at Vienna May 8, 15, and 22, 1959; [entered into force May 22, 
1959]. [1959.] (23 +28 p. [German and English.] * Paper, 15e. 
L.C. ecard 59-6230 


31. Surplus agric sng commodities, cooperative cholera research, agreement 


17104 


between United States and Thailand, amending agreement of Mar. 4, 
1957, effected by exchange of notes signed Bangkok Mar. 12 and Apr. 9, 
1959; [entered into force Apr. 9, 1959]. [1959.] [2]4+3 p. * Paper, 
5 


5e. 
L.C. eard 59-62388 


263. Passport visas, agreement between United States and Colombia, effected 


by exchange of notes signed Bogota June 13 and 26, 1956, and May 22, 
1957, and supplementary agreement effected by exchange of notes signed 
3ogota June 5 and 11, 1957; [entered into force June 21, 1957]. 
[1959.] [2]+10 p. [English and Spanish.] * Paper, 10c. 

L.C. ecard 59—-62305 


3. Economic assistance, educational facilities for primary schools, agreement 


17106 


between United States and Turkey, effected by exchange of notes signed 
Ankara, May 26, 1959; [entered into force May 26, 1959]. [1959.] 
{2]+3 p.* Paper, 5c. 

L.C. card 59-62275 


. Defense, loan of small craft to China, agreement between United States 


and China, effected by exchange of notes signed Taipei July 8, 1959 
{entered into force July 8, 1959]. [1959.] [2]+11 p. [English and 
Chinese.] * Paper, 10c. 

L.C. ecard 59-62386 


3. Atomic energy, cooperation for mutual defense purposes, agreement be- 


17108 


17109 


17110 


tween United States and Federal Republic of Germany signed Bonn May 
5, 1959; [entered into force July 27, 1959]. [1959.] [2]+12 p. 
{English and Dutch.] * Paper, 10c 

L.C. card 59-62306 


. Atomic energy, cooperation for mutual defense purposes, agreement between 


United States and Netherlands signed The Hague May 6, 1959; [entered 
into force July 27, 1959]. [1959.] [2]+6p. * Paper, 5c. 
L.C. card 59-62307 


78. Atomic energy, cooperation for mutual defense purposes, agreement be- 


tween United States and Turkey, effected by exchange of notes, signed 
Ankara, aad 5, 1959; [entered into force July 27, 1959]. [1959.] 
[2}+11 

L.C. cand 59-62274 


. Money orders, agreement between United States and United Arab Republic 


(Egyptian Territory), signed Cairo Oct. 6 and Washington Oct. 31, 1958; 
fentered into force July 1, 1959.] [1959.] [2]+7 p. * Paper, 10c. 
L.C. card 59-62346 


. Double taxation, taxes on income, supplementary convention between 


United States and Belgium, modifying convention of Oct. 28, 1948, as 
modified by supplementary convention of Sept. ¥: 1952, signed Washing- 
ton Aug. 22, 1957 {entered inte force July 10, 1959], with exchange of 
notes signed Washington Apr. 2, 1954, and July 28, 1959. [1959.] 
{21+8p. [EnglishandFrench.] * Paper, 10c. 

L.C. eard 59-62271 


. Establishment of communications unit in Pakistan, agreement between 


United States and Pakistan, effected by exchange of notes, signed Karachi 
July 18, 1959, and minute of understanding and exchange of notes; 
fentered into force July 18, 1959]. [1959.] [2]+16 p. * Paper, 10c. 
L.C. card 59-62889 


32. Weather stations, cooperative program at Guayaquil, agreement between 


United States and Ecuador amending agreement of Apr. 24, 1957, as 
extended, effected by exchange of notes signed Quito June 9 and July 22, 
1959; [entered into force July 22, 1959]. [1959.] [2]+4 p. [Span- 
ish and gown * Paper, 5c 

L.C, ecard 59-6208 


3. Surplus agricultural commodities, agreement between United States and 


United Arab Republic, signed Cairo July 29, 1959 [entered into force 
July 29, 1959], with exchange of notes. [1959.] [2]+7 p. * Paper, 
0 


10¢. 
L.C. card 59-62272 
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. Surplus agricultural commodities, child feeding program, agreement be- 
tween United States and Italy, effected by exchange of notes signed Rome 
July 30, 1959; [entered into force July 30, 1959]. [1959.] [2]+5 p. 
{English and Italian.] * Paper, 25c. 

L.C. card 59-62309 

17116 . Opening of inspection stations at Cordoba Island, agreement between 
United States and Mexico, effected by exchange of notes signed Washing- 
ton July 31 and Aug. 5, 1959; [entered into force Aug. 5,1959]. [1959.] 
{2]+4p. [English and Arabic.] * Paper, 5c. 
L.C. card 59-62273 

. Special economic assistance, transportation of wheat in Yemen, agreement 
between United States and Yemen, effected by exchange of notes signed 
Taiz June 29 and 30, 1959; [entered into force June 30, 1959]. [1959.] 
[2}+4p. [English and Arabic.] * Paper, 5c. 

L.C. card 59—-62390 
287. Air transport services, arrangement between United States and Indonesia, 
effected by exchange of notes dated Djakarta Feb. 2 and Mar. 2, 1959; 
{entered into force Mar. 2, 1959]. [1959.] [2]+4p. * Paper, 5c. 
L.C. card 59-62391 
17119 . Termination of military and economic assistance agreements of Apr. 21, 
1954, July 25, 1955, and May 22, 1957, continued application of certain 
provisions, agreement between United States and Iraq, effected by ex- 
change of notes, dated Baghdad May 30 and July 7, 1959; [entered into 
force July 21, 1959]. [1959.] [2]+6p. [Arabic and English.] * Pa- 
per, 5e. 
L.C. ecard 59-62455 
4291. Atomic energy, cooperation in peaceful application, agreement between 
United States and International Atomic Energy Agency, signed Vienna 
May 11, 1959; [entered into force Aug. 7, 1959]. [1959.] [2]+5 p. 
* Paper, 5c. 
L.C. card 59-62385 
17121 . Atomic energy cooperation for mutual defense purposes, agreement be- 
tween United States and Greece, effected by exchange of notes, signed 
Athens May 6, 1959; [entered into force Aug. 11, 1959]. [1959.] 
{2]+15 p. [English and Greek.] * Paper, 10c. 
L.C. card 59-64009 

. Telecommunications, Voice of America radio relay facilities, agreement be- 
tween United States and Liberia, signed Monrovia Aug. 13, 1959; [en- 
tered into force Aug. 13, 1959]. [1959.] [2]+2 p. * Paper, 5c. 
L.C. card 59-62392 

. Army and Air Force missions to Nicaragua, agreement between United 
States and Nicaragua, amending agreement of Nov. 19, 1953, and Nov. 
19, 1952, as extended, effected by exchange of notes dated Managua 
Mar. 25, and May 22, 1959; [entered into force May 22, 1959]. [1959.] 
{[2]+3p. [English and Spanish.] * Paper, 5c. 

L.C. card 59-—62436 

. Radio communications between amateur stations on behalf of 3d parties, 
arrangement between United States and Mexico, effected by exchange of 
notes, signed Mexico July 31, 1959; [entered into force Aug. 30, 1959]. 
{1959.] [2]+4p. [Englishand Spanish.] * Paper, 5c. 

L.C. ecard 59—62445 

4296. Bahamas long range proving ground, administrative arrangements re- 
garding sites in Ascension Island, agreement between United States and 
United Kingdom of Great Britain and Northern Ireland, effected by 
exchange of notes signed Washington Aug. 24 and 25, 1959; [entered 
into force Aug. 25,1959]. [1959.] [2]+5p. * Paper, 5c. 
L.C. card 59-62456 

. Mutual defense assistance, agreement between United States and Belgium, 
amending annex B of agreement of Jan. 27, 1950, effected by exchange 
of notes signed Brussels Oct. 4 and 15, 1957; [entered into force Oct. 
15, 1957]. [1959.] [2]+4 p. (English and French.) * Paper, 5c. 
L.C. card 59—62457 

. Weather stations cooperative program on Guadeloupe Island, agreement 
between United States and France, supplementing agreement of Mar. 
23, 1956, effected by exchange of notes, signed Paris July 21, and Sept. 
8, 1958. [1959.] [2]+3 p. [English and French.] ‘* Paper, 5c. 
L.C. card 59-62446 

17128 4303. Cooperation, agreement between United States and Liberia, signed Wash- 
ington July 8, 1959; [entered into force July 8, 1959]. [1959.) [2]+ 
2p. * Paper, 5c. 

L.C. card 59-62449 
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SUPPLIES AND ACCOUNTS BUREAU (Navy), Defense Dept. 


17129 Index of specifications and standards (used by) Department of Navy, 
Military index, v. 3, Oct. 1, 1959; revised to Aug. 25, 1959. [1959.] 
{1]+iv+581 p. 4° (NAVSANDA publication 62.) [Semi-annual with 
cumulative monthly supplements in intervening months. Issued with 
perforations.] * Paper, $4.00 (including 2 basic indexes and 5 monthly 
cumulative supplements to each), $1.50 additional for foreign mailing. 
@ Item 415-A 
L.C. card 52-23465 D 212.10: 959-2 


17130 Joint travel regulations, Change 86; Nov. 1, 1959. [1959.] 3-+-[40] p. 4° 
[Processed. Issued in loose-leaf form.] { D 212.6: T 69/ch.86 


17131 Materials handling equipment manitenance, Change 1. July 25, 1959. 
{18] p. il. 4° (NAVSANDA publication 289.) [Issued in loose-leaf 
form.] + @ Item 417 D 212.6: M 41/ch.1 


TARIFF COMMISSION 


17132 Almonds, report to the President on investigation no. 21, under sec. 22 of 
Agricultural adjustment act, as amended. Washington, Sept. 1959. 
cover title, [52] leaves, 4° [Processed.] 7 
L.C. card 57-61866 TC 1.2: Al 6/959 


17133 Mink skins, report on escape-clause investigation no. 79, under sec. 7 of 
Trade agreements extension act of 1951, as amended. Washington, Sept. 
1959. cover title, ii+34 leaves, 4° ([TC 29107.]) [Processed.] Tf 
L.C. card 59-62372 TC 1.2: M 66 


17134 Wools for carpets and papermakers’ felts, report on investigation no. 34 
under sec. 332 of Tariff act of 1930, pursuant to resolution of Committee 
on Finance of Senate. Washington, Sept. 1959. cover title, vi+162 
leaves, il.4° [Processed.] 

L.C. card 59-62373 TC 1.2: W 88/9 


TENNESSEE VALLEY AUTHORITY 


17135 Division of Forestry Relations, [annual report, 1959], summarizes TVA’s 
forestry activities for 1958-59 fiscal year. [1959.] [2]+30 p. il. 4° 
(Report 229-59.) [Processed. Title on cover is: Annual report, 1959, 
Division of Forestry Relations.] 7 
L.C. card 54-61666 Y 3.T 25: 1-4/959-2 

Forestry bulletins. [Division of Forestry Relations.) [Processed.] 7 
Y 3.T 25: 18/ (nos. ) 
17136 71. Forest inventory statistics for Yellow Creek Watenshed in Ee and 
Tennessee. Aug. 1959. cover title, 21+16 p. 4° [Processe Sup- 
plement 1 dated Aug. 1959. 3 leaves, 4° was otned aes 
17137 2. Forest inventory statistics for Meigs County, Tenn. Sept. 1959. cover title, 


bs 
17138 73. Forest inventory statistics for Rhea County, Tenn. Sept. 1959. cover title, 
[2] +16 p. li. 

17139 Indexed nn of Tennessee Valley Authority, cumulative supple- 
ment Jan. 1957—Dec. 1958; compiled by Bernard L. Foy. Knoxville, 
Tenn., Oct. 1, 1959. [2] leaves+89+xxvi p. (Technical Library.) 
[ Processed. ] 
L.C. card 36—26628 Y 3.T 25: 2 B 47/2/supp.957-58 


TRANSPORTATION CORPS (Army), Defense Dept. 


17140 Multifuel-diesel-engine truck, final report; prepared by Joseph T. Gur- 
ganious, Rodney L. Berriker.. July 1959. [4]+iii+34 p. il. 4° 
({ASTIA document AD 214496], project 9-47-16-000, test MT-12, Trans- 
portation Research and Engineering Command, Fort Eustis, Va.) 
[Processed.] + D 117.2: T 76/3 
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17141 


17142 
17143 


17144 
17145 


17146 


17147 


17148 


17149 


17152 
17153 


17154 
17155 
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Preliminary investigation of tropical transportation. [1959.] cover title, 
iii+35 p. li. 4° (Army Transportation Environmental Operations 
Group.) [Processed.] + D 117.2: T 75 

TREASURY DEPARTMENT 


Department circulars. (Fiscal Service, Bureau of Public Debt.) 7+ 


®@ Item 924 T 1.4/2: (nos.) 
653. United ares savings bonds, series E. 5th revision, Sept. 23, 1959. 
{[1959.] 48 p. 4° 


677. Velantacy pay roll savings plan for purchase of United States savings 
bonds, 2d revision, amdt. 4: Oct. 19, 1959. 1959. 1 p. 4° (Fiscal 
Service, Bureau of Accounts.) [Processed.] f 

905. oe States savings bonds, series H. 2d revision. Sept. 23, 1959. 20 


p 

1031. United States of America 5 percent Treasury notes of series B-1964, Gabed 
and oer interest from Oct. 15, 1959, due Aug. 15, 1964. Oct. 6, 195 
2 p. 4° Fiscal Service, Bureau of Public Debt. ) 

Remarks by Fred C. Scribner, jr.. Under Secretary of Treasury, at 42d 
annual convention of Savings Banks Association of Massachusetts, 
Portsmouth, N.H., Sept. 19, 1959. [1959.] 9 p. 4° (A-630.)  [Proe- 
essed.] 7 T 1.31: Ser 3/4 


Remarks by Fred C. Scribner, jr., Under Secretary of Treasury, at 136th 
quarterly meeting of New England Council, Pike, N.H., Sept. 18, 1959. 
[1959.] 6p. 4° (A-632.) [Processed.] T 1.31: Ser 3/38 


Remarks by Julian B. Baird, Under Secretary of Treasury, at annual meet- 
ing of stockholders of Federal Reserve Bank of Boston, Boston, Mass., 
Oct. 15, 1959. [1959.] 10 p. 4° [Processed.] 7+ T1.31:B16/3 


UNITED STATES INFORMATION AGENCY 


United States educational, scientific, and cultural motion pictures and 
filmstrips, selected and available for use abroad: Education section, 
1958, education and productivity. [1959.] xiv+459 p. 4° ft @ Item 
672-B 
L.C. card 59-62310 IA 1.2: M85 


VETERANS ADMINISTRATION 


Information bulletin IB series. ¢ @ Item 986—-A 


5-141. Personnel information bulletin [articles]. Sept. 1959. cover title, 23 
p. il. 4° (Office of Assistant Administrator for Personnel.) [Issued 
with perforations. ] VA 1.22: 5-141 


WEATHER BUREAU, Commerce Dept: 


Circular. @ Item 273 
R. "— aration and use of weather maps at sea, guide for mariners [with selected 
list of reference books]. 4th edition. 1959. vi+121 p. il. 2 maps 4° 
* Paper, $1.25. 
L.C. card 49-46882 C 30.4: R/959 
Climatic summary of United States, supplement for 1931-52, Climatog- 
raphy of United States 11—(nos.). [Supplement to Climatic summary 
of United States (Bulletin W, 1930 edition).] C 30.3/2 : (nos. ) 
80. Oklahoma. [1959.] 64 p. il. oblong 8° Known errors in last print have 
been corrected in this reprint.] * Paper, 35c. 
45. Puerto Rico and United States Virgin Islands. [1959.] 35 p. il. oblong 8° 
* Paper, 25c. @ Item 273—-B 


Climatography of United States 60-nos., Climates of States. @ Item 


273-B C 30.71/38 : (nos. ) 


2. Arizona [with bibliographies; by] Louis R. Jurwitz & Paul C. Kangieser. 
Sept. 1959. 14+ [2] p.il.4° * Paper, 10c. 

11. Illinois [with bibliographies; by] L. A. Joos. Aug. 1959. 16 p. il. 4° 
* Paper, 10c. 
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Climatography of United States 60-nos., Climates of States—Continued 

12. Indiana | with list of references and bil jliography ; by] Lawrence A. Schaal. 
Oct. 1959. 16p.il.4° * Paper, 10c. 

15. Kentucky [with Vist of references and bibliography; by] O. K. Anderson. 
Aug. 1959. 14+[1]p.il.4° * Paper, 10c. 

20. — [with list of references and bibliography; by] A. H. Eichmeier. 

y 1959. 20p.il.4° * Paper, 15c. 

49. lao {with bibliographies; by] C. E. Watson. Sept. 1959. 24 p. il. 4° 

* Paper, 15c. 


Key to meteorological records documentation. @ Item 275-C 


17160 3.031. peas of observational instructions on fog. 1959. 8p. 4° *Pa per, 5e. 
.C. card 59-62345 C 30.66/2 : 3.031 


Key to meteorological records documentation no. 6.11: Decadal census of 


weather stations. 
17161 Colorado. 1959. 1p. 7 p. of maps, 4° * Paper, 5c. @ Item 275—C i 
L.c. ecard 58-61263 C 30.66/3:C 71 


WOMEN’S BUREAU, Labor Dept. 


Bulletins. @ Item 781 L 13.3 : (nos. ) 
17162 157-7 (rev.). Legal status of women in United States: Report for Delaware, as of 
Jan. 1, 1959; [prepared by Laura H. Dale with assistance of Mary Z. 
Bastian]. [1959.] iii+14p. * Paper, 10c. 
L.C. card L 58-27 
17163 157-19. Loge status of women in United States: Report for Maryland as of 
Jan. 1, 1959; [prepared by Laura H. Dale with assistance of Mary Z. 
Bastian). [1959 .] tii+15p. * Paper, 10c. 
L.C. card L 58-27 
17164 157-52. Legal status of women in United States: Report for Hawaii, 50th State, 
as of Jan. 1, 1959; [prepared by Laura H. Dale with assistance of 
Mary Z. Basti: un. 11959. ] iiit+14p.il. * Paper, 20c. 
L.C. card L 58-27 


YARDS AND DOCKS BUREAU (Navy), Defense Dept. 


17165 Study of deep soil stabilization by vertical sand drains [with list of refer- 
ences]; June 1958. [1959.] [247] p. il. oblong large 8° (NOy 88812, 


Moran, Proctor, Mueser & Rutledge, consulting engineers, New York, 
N.Y.) [Supersedes progress report, June 1956.] ® Paper, $6.00 (PB 
151692). D 209.2 : So 3/2 
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Abraham Lincoln Birthplace National 
Historic Site, designating, re- 


"ee wot: 
Abraham Lincoln National Historical 
Park, change name, report_.. 
Abrasives : 
Federal supply schedule 
materials, minerals yearbook chap- 





15827 
15827 





er 

Abstracts, see subjects. 

Academia Sinica, Institute of Ocea- 
nography, Laboratory of Em- 
bryology, research of past 8 
years 

Academy of Sciences, USSR, Institute 
of Oceanography, chemical re- 
a in Far Eastern waters, 

16542 

Acculebaanane data from ee op- 
erating over eastern “ 
analysis 16881 

Accessories (dress), see Clothing. 

Accidents, fatal, United States and 
each State, 1957 

see also Aircraft accidents—Rail- 
road accidents. 

Accounts and accounting: 

flow of funds, savings and invest- 
ment, quarterly presentation__ 16347 

Navy comptroller manual__.. 16998—999 

telephone plant code and account 
handbook 17070 

Acids, see names of acids. 

Acreage allotments, see names of 
products. 

Actions at law: 

proceedings in forma pauperis, in- 
clude aliens— 





16957 


suits against government of Guam, 
amend organic act— 
law 
report 
see also Civil procedure. 
Acts of Congress, see Law. 





Adams County, Colo. : 
property adjacent to Rocky Moun- 
tain Arsenal, quiet title and 
possession— 


1568 
15822, 16104 
Adams Parkway, see President Adams 


reports 


Parkway. 
Additives, color, to food, drugs, and 
cosmetics, amend act, report. 16073 
Addresses, lectures, etc. : 


by— 
Allen, John J., jr_.. 15550, 15552-553 
Baird, Julian B 17148 





Bakke, Os 
Balderston, C. Canby 


Do not order from index; see indicated entry 
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Bulletins, circulars, etc., 
Indea citations are to 


Entry 


Addresses, lectures, etc.—Continued 
by—continued 
Barnard, Rollin D 
Brenn, Harry A- ~~ 
Brown, 
Burk, Marguerite C 
Cass, i 
communist leaders 
Dregge, John W 
Fanning, John H 
Fisk, Bradley 
Floberg, John F 
Glennan, T. i 
Hendrix, William E 
Herter, Christian A 
Hoegh, Leo A 
Honeywell, 
Kearns, Henry 
Lodge George C 
McCormack, George R 
McCoy, Horace 
MacNamara, William S 
Marsden, Howard J 
Metzler, 
Mills, A 
Mitchell, 
Motley, Arthur W 
Mueller, Frederick H 15544-545 
Nash, Bradley 15549, 15551 
O’Connell, Tameo y am ee 16649 
Oechsle, Carl F 15542, 15554 
Pei Li- sheng 
Quesada, E. 
Scribner, Fred C., jr 
Stephens, D. H 


Walter, L. 
Webster, R. Lyle 
Winfrey, 
Young, 
Federal Maritime Board, 
time Administration, series__ 
Adhesives, attaching electric strain 
gages to plastics 
Administrative management: 
civilian career opportunities 
Army Department 
management aids for small manu- 
facturers 
personnel administration, effective 
system for executive branch of 
Government, report 
= information bulletin of 


15390 
17073 


16224 


17150 
public property and records, 
proving in Dept. of Interior 
field offices, workshop, reports, 
16485 
supply management handbook for 
Air Force commanders 15351 
ss Procedure Office, re- 
port, 
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Entry 
Admissions tax, exemptions for ath- 
letic games held for benefit of 
crippled or retarded children, 


in newborn animals, influences 
from splanchnic nerve, USSR 


Vocational education. 
Advanced Research Projects Agency, 
hearings, reports, etc. on outer 
space, compilation 
Advisory Commission on Intergov- 
ernmental Relations : 
establish— 
law 
t 


repor 
Advisory Committee on _ Interna- 
tional Rules of Judicial Pro- 
cedure, extend, 1 
Advisory Committee on Payments to 
Local Governments: 
establish— 
minority views 


report 
Advisory Committee on Weather Con- 
trol, weather modification pro- 
gram, hearing 
Advisory Council on_ International 
Monetary and Fnancial Prob- 
lems, see National Advisory 
Council on International Mon- 
etary and Financial Problems. 
AEC, see Atomic Energy Commission. 
Aerial prospecting, airborne recon- 
naissance project, Ruby Range 
and Sweetwater Basin, Mont. 
Aerodynamics: 
bodies, blunt, with cross sections, 
pressure distributions at Mach 
number of 4.95 
body and fin deflections, effects 
on characteristics in pitch of 
0.065-scale model of 4-stage 
rocket configuration at Mach 
nos. 1.41 and 1.82 
jet airplanes during take-off and 
landing 
semisubmerged store cavities and 
slots on zero-lift drag of body 
of revolution, transonic in- 
vestigation 
wing-mounted external 
stallation on airplane, 
dynamic forces 
see also Heat transfer—Load (me- 
ehanics)—Missiles—Wings 
(aircraft). 
Aerographer, mate 3 & 2, Navy train- 
ing course 
Aeronautical and Space Sciences 
Committee, Senate, report.-- 
Aeronautics: 
civil air 





store 
aero- 


16972 
16082 
amend- 


ment 15335 
civil air regulations amendments_ a 


policy, report, 


fixed communications services, map 15370 
international aviation agreements, 
role of Commerce Dept. in ne- 
gotiation (address) 
international weather schedules, 
AT 15369A 
meteorological servicing of tower 
control area and utilization of 
radar station, Civil Air Fleet 
at Rostov-on-Don, USSR 
what States can do for aviation 
(address) 
see also certain headings begin- 
ning Air. 
AFMDC, see Air Force Missile De- 
velopment Center, Holloman 
Air Force Base, N. Mex. 
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Entry 


Africa: 
central, sending gift packages to_. 16409 
central and western countries, ag- 
ricultural economics, notes... 16395 
north, oriental arts 16453 
west, fats and oils industry : 
Afterbodies, parabolic, effect of noz- 
zle contour on drag 
Afterburners: 
combined operations with and with- 
out afterburning for minimum 
ed consumption in level 


flight i" 
design variables on J47-GH-17 
turbojet engine, altitude eval- 
uation 
Aged: 
and aging in United States, prob- 
lems, expert views summary. 16216 
ong for State surveys on aging... 16476 
Aging, see Aged. 
Agreement on tariffs and trade, see 
General agreement on tariffs 
and trade. 
Agricultural attachés assignment in 
U.S. without change of grade, 


16921 





16771 





report 15819 
Agricultural commodities, see Agri- 
eultural products. 
Agricultural credit, loans for refi- 
nancing under Bankhead-Jones 
farm tenant act, payment au- 
thority, etc., law 
Agricultural economics, see Agricul- 


15697 


ure. 
Agricultural extension work, see 
Agriculture. 
Agricultural implements, see Farm 
implements and machinery. 
Agricultural laborers, see Farm labor. 
Agricultural machinery, see Farm 
implements and machinery. 
Agricultural Marketing ‘Service: 
AMS series -- 15250—255 
poster ~~ 15267 
service and regulatory announce- 
t 15274-275 








Agricultural products: 
acreage history and allotments, 
preserve, hearing 
exports and operation of Public 
law 480, selected data 
farm food products marketing bill. 15250 
marketing activities, publications, 
price list 3 
marketing research reports... 15315-3325 
price supports, use of sec. 32 of 
AAA act funds— 





research programs to expand mar- 
kets, ete., report 

source of motor fuel, bibliography— 

supply and utilization measuring, 
supplement 

surplus commodities 
wit 





agreement 


United Arab Republic. 
surplus’ distribution to needy, 
food stamp plans, hearings__ 
trade development and assistance 
act of 1954— 
agricultural exports and opera- 
tion, selected data 





— contracts, report 
e 


review of barter operations, re- 

port 

8ee also names or classes of prod- 
ucts. 
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Entry 


Agricultural Research and Develop- 
ment Commission, create, re- 
15842 
AgriculGuee’ research scientists, ex- 
amination announcement___.. 15514 
Agricultural Research Service, ARS 
series___ 15279-292 


Agricultural supplies, Federal supply 
. schedule 2 16368 





agriculiaane’ 
act of 1956, amend— 


agriculture handbooks 15300- 
agriculture information bulletins_ 15803- 


balance sheet, 1959 

census, 1959, brief information__-_ 15461 

census publications, price list_._._. 17034 

Communist China, production, 16807 
‘ 


cooperativization, economic data of 
North Vietnam, translations. 16527 
economics of — 
African countries, notes 16395 
7 East European’ countries, 
16396 


extension work of State and county 
agencies, donation of federally- 
owned property presently on 
loan, report 16095 
Foreign Agricultural Service, mis- 
cellaneous FAS—M series 16394-395 
foreign agriculture publications, 
price lis 
foreign nartesitare report 
rei uses, selected refer- 





Soviet, .. faaleding crops, imple- 
ments, etc., selected transla- 
tions 

see also Farmers’ cooperative or- 
ganizations. 

Agriculture and Forestry Committee, 


enate: 
investigations and studies, expens- 


report 16060 
16045, 16050, 16065 


Agriculture Committee, House: 
hearings, etc - 15934-937 


15817-819, 15842, 15850-852, 
15854, 15861. 
Agriculture Department: 
t 15310-313 


marketing research reports...-15315-—325 
miscellaneous publication._ --- 153826 
program aid (PA) series 
publie relations responsibilities of 
Agriculture Dept. administra- 
tors (address) 
regulations under tobacco inspec- 
tion act of 1935 15272 
technical bulletins 15330-334 
Agua Caliente Reservation, see Palm 
Springs Reservation. 
AIB series 15303-3306 
Aiken, aoe D., report on 2d meet- 
ing of Canada-United States 
Wrontreal, Can conference, 
spatreal Canada, June 25-28, 








veiling’ affectiveness, effects of tail 
damping and wing-tail inter- 
ference —_ eth 

X-1E, hinge-movement character- 
istics at transonic speeds, in- 
vestigation 
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Air carriers: 
scheduled helicopter certification 
and operation rules, civil 
aeronautics manual 
scheduled interstate certification 
and operation rules, civil air 


regulations amendments__ 16302-3303 


scheduled operations outside con- 
tinental U.S., certification and 
operation rules, civil air regu- 


lations amendment 16304-3305 


transport services, agreement with 
Indonesia 
use for transportation of mail 
other than air mail, report__- 
Air cnet equipment, 1958, 
facts for industry 
Air defenses, rural localities, USSR- 
Air oS wn gee | annular, ex- 
per Imental operating perform- 


nce 
Air tou, see Flow. 
Air Force: 
careers in military law 
communications - electronics 


17118 
16081 


15470 
16543 


trine, manuals 15345-346 


flight planning document— 


inserts 15355-3356 
revisions 15353-354 


jobs, evaluate qualifications by rat- 
ings at task level 

laboratories, automatic data 
cording devices study 

medical treatment facilities, ad- 
ministration, manual 

mission agreement with Nicaragua 

officers promotion opportunity to 
grade of major, improve— 


law 

supply and/or maintenance, 
Force manuals 

supply system, commanders man- 
agement handbook 

Air Force Department: 

AFMDC technical note 

Air Force manuals 

Air Force pamphlets 

Judge Advocate General, manual_ 

land conveyance to Sacramento 
County, Calif.— 


~ 15359 


15348 
17123 


15347 


Pp 
WADC technical notes 15357-358 
WADC technical reports___. 15359-368 


Air Force installations, see Installa- 
tions EE 
Air Force Medical rvice, seport, 
July 1, 1957—June 30, 1958__ 
ir Force Missile Development Cen- 
ter, Holloman Air Force Base, 
N. Mex., technical note____- 
ir Force missions, see Military 
missions. 
Air Force supplies, see Military sup- 
plies. 
Air helium simulation and hyper- 
sonic approximations 
Air inlets (aircraft) : 
axisymmetric 2-cone and _  isen- 
tropie nose, performance char- 
acteristics 
effects of lip sweep on internal 
flow characteristics of semi- 
elliptical air inlet with inlet- 
lip stagger of 30° at tran- 
sonie speed 
half-conical side inlets, effect of 
wedge-type boundary layer di- 
verters on performance 
lip bluntness and shape effect on 
drag and pressure recovery__- 
moditien nose-inlet, multijet water- 


15369 


15336 


16889 


16789 


16857 


16780 
16825 


based aircraft, hydrodynamic " 


investigation 
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Air inlets (aircraft)—Continued 
normal shock, cowl pressure drag 
at supersonic speeds, change 
with mass-flow ratio 
nose— 
compressive flow about axially 
symmetric isentropic spikes at 
Mach number 3.85 
lip shape effect and method for 
optimizing engine-inlet com- 
binations 
supersonic at Mach number 5.5, 
performance of boundary layer 
separation 
ramp-type scoop, located on top or 
bottom of body of revolution, 
angle-of-attack supersonic per- 
formance of configuration____ 
scoop, boundary layer removal sys- 
tem 


contraction, 
at Mach 
1.42 


variable - internal 
pressure recovery 
numbers between 


2.44 
wedge-type, boundary layer di- 
verters at supersonic speeds__ 
supersonic— 


INDEX 


Entry 


16747 


16773 
16770 


16774 


stability at Mach 1.91 with air 
1683 


injection and suction 
use of subsonic diffuser as con- 
trol parameter 
supersonic diffusers at high Mach 
numbers, preliminary investi- 
Po PORT es eS 
total-pressure recovery and drag of 
auxiliary inlets at transonic 


variable-geometry annular cascade- 
type-inlet at Mach numbers 
1.9 and 3.05 
Air pilots, see Aviators. 
Air pollution : 
control research and technical as- 
sistance, extend act— 


P 
Air power, taming of blue and be- 
yond, Air Force pamphlet____ 


Air raids, defense missiles, briefing, 4 


Air safety, see Safety of life. 
Air speed: 
data from turboprop transport op- 
erating over Eastern U.S. 
analysis 
helicopter performance high 
tip-speed ratios, rotor theory-— 
hinge-movement characteristics of 
X-1E aileron 
minimum approach speed for car- 
rier-type landings of swept- 
wing jet fighter airplane, fac- 
tors affecting 
subsonic— 
lateral control, ete. of spoiler- 
slot-deflector configuration on 
85° sweptback wing 
wing fences and tail on longi- 
tudinal characteristics of 63° 
swept-wing and fuselage com- 
bination 
subsonie and supersonic, wing-body 
combinations employing low 
aspect ratio, effects of simu- 
lated skin wrinkles____----~--_ 
subsonic and transonic, 3-dimen- 
sional oscillating forces based 
on wind-tunnel measurements, 
discussion 
supersonic— 
boundary layer transition 
performance of wedge-type boun- 
dary layer diverters for side 
RTI sce beck carteanass nila tetas onpeteare 
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16867 


16791 


15349 
5967 


16910 
16819 


16758 


16744 


16774 





Air speed—Continued 
supersonic—continued 

properties of wing and half-body 

arrangements 
transonic— 

axially symmetric flow over steps 
with comparisons of estimated 
and experimental drag re- 
sults 

effects of inlet-lip sweep on in- 
ternal-flow characteristics of 
semielliptical air inlet with in- 
let-lip stagger of 30°, investi- 
gation 

lift and drag of Bell X-—5 air- 
plane in 45° swept-back con- 
figuration 

longitudinal aerodynamic char- 
acteristics of model with un- 
swept wing and _ sweptback 
horizontal tail 

steady state aerodynamic load- 
ing characteristics of 45 
sweptback wing 

total-pressure recovery and drag 
characteristics of auxiliary 





Air traffic: 
control, and accident investigation 
(talk) 
control operator, non-radar/radar, 
Air Force, on-the-job training 
package 
management, some abc’s 
Air traffic control-tower operators, 
see Airport-control tower op- 
erators. 
Air Traffic Management Bureau: 
manual 
a? weather schedules, man- 
ua 
Air transportation, see Air carriers— 
Transportation. 
Airborne reconnaissance, 
prospecting. 
Aircraft: 
airworthiness— 
limited category, civil aeronau- 
tics manual 
restricted category, 
nautics manual 
certification, identification, etc.— 
civil aeronautics manual 
civil air regulations amendment— 
civil, ited States, statistical 
8 


see Aerial 


civil aero- 


Un 
tudy 
control— 

lateral, paddle spoilers, flight and 
wind-tunnel investigation____ 
longitudinal, moving-cockpit sim- 
ulator investigation of min- 
imum tolerable stability 
rotating-vane-spoiler roll control 
system with low actuating 
forces, free-flight performance_ 
35° swept-wing airplane 
thrust reversers effect 
trailing-edge, on 52.5° swept-wing, 
rocket-model investigation of 
hinge moments 
nuclear propulsion program— 


reactors, digital start-up control__ 

supplemental type certificates and 
replacement parts, summary-_-— 

turboprop transport operating over 
eastern U.S., analysis of ac- 
celeration, airspeed, and gust- 
velocity data 


Do not order from index; see indicated entry 


16760 


16857 


16800 


16820 


16837 


16867 


15498 


15352 
16309 


15369A 


16281 
16296 


16310 


16878 


16875 


16849 
16809 
16899 


16858 


15748 
15749 


15618 
16078 
15414 


16311 
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Aircraft—Continued 
VTOL, downwash from hovering 
take-off-and-landing starts sur- 
face erosion of terrain 
see also Airplanes.—Fighter 
lanes—H elicopters— 
‘ower plants—Propellers— 
Seaplanes. 
Aircraft accidents : 
investigation and air traffic control 
(address) 
investigation reports 


investigations, an exacting science 
(address) 
Aircraft engines, see Engines (air- 
craft) 
Aircraft materials, see Materials (air- 


Aireraft repair stations certificates, 
civil aeronautics manual 
Airfoils, 2-dimensional characteris- 
tics of NACA 6A-series at 
transonie Mach numbers to 


see also Wings (aircraft). 
Airmen: 
agency certificates, civil aeronau- 
tics manual 
physical standards, medical certifi- 
eates, civil air regulations 
amendment. 
Airplanes: 
airworthiness 
normal, utility, and acrobatic 
categories, civil aeronautics 
manual 
ar yg categories— 
1 aeronautics manual 
ore Pad regulations amend- 


Bell x5, "5° sweptback configura- 
tion, lift and drag at transonic 
speeds 

Guia loads, means of rationaliz- 


ng 
Douglas D-558-II research— 
aerodynamic forces on _ wing- 
mounted external-store instal- 
lation 
effects of wing-mounted external 
stores on lift and drag 
effects of wing-mounted external 
stores on longitudinal and lat- 
eral handling qualities 
equipped to vary longitudinal-con- 
trol system, flight study of dy- 
namie response characteristics 
over wide range 
flare-stabilized bluff body, zero-lift 
drag, effect of conical and flat 
sting-mounted windshields_-_-_ 
flight — loads, wind tunnels to 
predict 
hypersonic, boost-glide, design as- 
s 


Pp 

in level flight at Mach numbers to 
and altitudes to 45,000 

feet, ground measurements of 

shock-wave noise 

aerodynamic characteristics 

during take-off and landing-- 

jet-propelled, responses to abrupt 
throttle steps as determined 
from flight tests 

jet transport, rough-water ditching 
investigation 

landing mats and membranes, 
breaking and landing tests__ 

lateral oscillation characteristics, 
correlation 

model with unswept, aspect-ratio- 
10-wing, 4 propellers, and 
blowing flaps, wind-tunnel 


jet, 
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Entry 


16893 


“ 
15500—504 


15499 


16282 
16283 
16297 


16800 


16815 


16803 


16801 


16802 


16764 


16864 
16854 
16751 


16888 
16871 


16880 
16912 
16923 





Airplanes—Continued 

piston-engine, summary of VGH 
and V-G data, 1947-58 

ramp-type scoop inlet on top or 
bottom, supersonic perform- 
ae ete oti ages eens 

rocket-powered— 

optimum climbing trajectory, ap- 
proximate solutions 
sweptback wing and inline tail 

gg lift, drag, longitudi- 
na 

supersonic configuration having 
tapered wing with circular-are 
sections and 40° sweep-back, 
interference effect of wing on 
fuselage 

Swept-wing bomber in_ sideslip, 
analysis of incremental hori- 
zoutal-tail loads 

tailless, with sweptback wing, in- 
vestigation of external-store 
configurations 

transport, taxiing over obstacles, 
measurements of ground reac- 
tion forces and vertical accel- 
erations at center of gravity 

turbine-powered, oxygen-system re- 
quirements, civil air regula- 
tions amendment 

turbojet-powered, optimum flight 
trajectories, approximate solu- 


vertical, minimal maneuvers 
high-performance aircraft. __~ 
wing-fuselage combinations— 
longitudinal characteristics 
subsonie speeds, _ effects 
wing fences and tail 
steady-state aerodynamic loading 
characteristics at transonic 


at 
of 


see also Drag (aircraft)—Fighter 
planes—Lift (aircraft)—Sea- 
planes—Stability of aircraft. 
Airport-control tower operators, air 
traffic control operator, non- 
radar/radar, Air Force on-the- 
job training package 
Airport surveillance radar, 
traffic. 
Airports: 
discretionary funds alloted 
Federal act, include 
and Hawaii— 


see Air 


under 
Alaska 


Federal-aid program, policies and 
programming standards 
see also Air traffic—also names of 
airports—also names of places 
where located. 
Airpower, see Air power. 
Airspeed, see Air speed. 
Airworthiness, see Aircraft—Air- 
planes—Gliders (aircraft)— 
Rotorcraft. 
Alaska: 
central waters, shrim 
tions, July—-Aug. 1958 
climate 
coal land leasing, increase acreage 
limitation, 
construction materials, 
tions (series) 
fetal deaths, 1957, national sum- 
te tall 99a eal Tit BBP 2 i 
fires in inactive coal deposits, con- 
trol 
fishery management and research, 
1958, progress report 
forest aio ecological effects (re- 


explora- 


investiga- 


Entry 


16876 
16773 
16920 


16821 


16805 
16911 


16804 


16872 
16304 


16922 
16924 


16758 


16837 


15352 


15660 
15809 


16306 


16373 
17159 


15628 
16456 
16960 
16701 
16388 
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INDEX 


Entry 


Alaska—Continued 
include in distribution of discre- 
tionary funds under Federal 
airport act— 
law 


Pp 

infant mortality, 1957 

interstate highway 
study, 1 

land and water resources develop- 
eer commission to study, 


mptuenas mortality, 1957 
mineral lands for homesteaders, 
quitclaim oil and gas rights, 
hearing_ 
mineral resources (series) 
Mount Katmai area, geology 
a ners national 


principal aaniede facilities, map__ 
public lands, orders affecting. 
Alaska Coastal Airlines, accident... 15500 
Alaska, Rivers, Ports, and Drainage 
Basins, United States Study 
Commission on Development 
of, see United States Study 
Commission on Development of 
Rivers, Ports, and Drainage 
Basins of Alaska, and inter- 
vening areas. 
Albacore, see Tuna fish. 
Albania, statistical yearbook, 1958, 
translation and glossary 
Alcohol, production, bibliography__._ 15288 
see also Butyl alcohol. 
Alcoholic beverages, see Liquors. 
Alder, red, cubic volume tables 
Alexandria, La., National Fire Be- 
havior Training School, 1959 ‘ 





Alford, Dale, right to seat in House, 
investigation, report— 
Algae: 
content in water supplies, identifi- 
— significance, 
ual 17037 
eittidehen in Communist China... 16551 
Algeria, sending gift packages to_._.. 16399 
Aliens: 
admission to U.S., waive immigra- 
tion and nationality act pro- 
visions 15601, 16031 
court proceedings in forma pau- 
la peris, permit— 
. nee 





deportation suspension 
employees of U.S. exclude from 
gross income for tax purposes 
amount paid by U.S., report__ 15821 
entry 15562, 16034 
exclusion 15561, 160382 
permanent residence and deporta- 
i 15602, 160383 


tion 
relatives of U.S. citizens, etc., per- 
, manent residence, grant— 
aw 


Allergy, research progress, 
highlights 
light, tensile properties at 
low temperatures 
see also names of metals, etc. 
Alma, Ga., aircraft accident 15503 
Almonds, Tariff Commission report__ 17132 
Altimeters, pressure activated, sensi- 
tive type, technical standard 
order 
Altitude, evaluation of several after- 
burner design variables on 
J47-GE-17 turbojet engine. 16771 


Alloys, 


16312 
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Aluminum: 
alloys— 
axial-load fatigue tests 
copper, effects of creep stress on 
particulate 
electrode welds, military stand- 
ar ies 2Oa4T 
fatigue-crack propagation under 
completely reversed loading. 16891 
fatigue damage, early detection 
by ultrasonics 
silicon, structure 
minerals yearbook chapter. 
silicon eutectic, solidification 
uranium, diffusional bonding, prog- 
ress report 
American Education Week Nov. 8- 
14, 1959, facts, resources etc., 
to emphasize lifelong learn- 











ing 

American International Institute for 
Protection of Childhood, see 
Inter-American Children’s In- 
stitute. 

American nationals, repatriation, 
emergency assistance, report. 

— S cssemaue Inter-American 


16075 
17091 





Amino a alpha- amidases and mic- 
robe acylases, effect of anti- 
biotices, USSR study 

Ammunition, supply and preserva- 
tion, technical instructions, 
procedures, ete., manual 

Ammunition Depot, Hingham, see 
Naval Ammunition Depot, 
Hingham. 

Amortization, see Mortgages. 

Analog computers, see WBlectronic 
computers. 

Analysis, see names of substances 
analyzed. 

Aneth oil field, San Juan County, 
Utah, reservoir-oil character- 
istics on eaige 

Animal products, carload waybill 
statistics, 1958 

Animals: 

carload waybill statistics, 1958__. 16493 
husbandry, radioisotopes uses, list 

of references 15419 
irradiated, early changes in bone 

marrow, USSR study 
physiology, Soviet abstracts_16587, 16590 
see also Diseases of animals—Live- 

stock. 

Annuities: 

Foreign Service, increase, report. 16102 
Lighthouse Service former em- 
ployees, increase— 


16541 





15725 
16171 





report... 
see also Civil service pensions. 
Antarctic regions: 
Coast Guard cutters for icebreak- 
ing, construct and equip— 





gue cere drilling in ice 
Antibiotics, amino acid alpha-ami- 
dases and microbe acylases, ef- 
fect on, USSR study 
Anti. 58 waterborne 


anatoraie laws, see Trusts (indus- 
trial) 
Apache Indians: 
use of judgment funds— 


16109 





Apparel, see Clothing. 
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Entry 
Apples, wholesale and retail move- 
ment, weekly changes, meas- 
uring 
Appropriations : 
supplemental, 1960— 
hearings 
law 
proposals 
reports 15931, 16167 
see also Government offices—also’ 
subjects, or names of depart- 
ments, ete., for which appro- 
priations are made. 
Appropriations Committee, House: 
bearings 


15319 





--- 16188 














15938 


repor 15898 
Apnnematieas Committee, Senate: 
hearings, etc means oT 
report neshaiian 
Aqua Caliente Reservation, see are * 
Springs Reservation. 
Arab Republic, United, see United 
Arab Republic. 
Archeology 

archeological research series 

excavations at Colonial National 
Historical Park and James- 
town National Historical Site, 
Jamestown, Va 

Arctic regions : 
Coast Guard cutters for icebreak- 
ing, construct and equip— 
hearings_ 
report 
temperature effect of “drilling well, 
dissipation, 

weather prognoses, long 
method of compilation, USSR_ 

Argentina : 
establishing business 
labor in 

Arizona : 

climate. 

electric rate book 

minerals industry, minerals year- 
book chapter 

Arkansas: 

Army and Navy General Hospital 
at Hot a ign National Park, 
conveyance, law 

Southwest, small woodlot owners 

Arkansas Post National Memorial, 

establish, report 

Arlington, Oreg. : 
land conveyance to— 
































Arlington County, Va.: 
memorial for Richard B. Byrd, Na- 
tional Geographic Society to 
erect— 
law 
report 
Armed Forces: 
inventions wanted, problems can- 
celled, 
maintenance in Germany, 
agreement 
procurement, competition require- 
ments, hearings. 
procurement procedures, amend- 
ments of 1959, hearings____ 
procurement regulations 








costs, 


serviceman FHA home-buying in- 
formation 

special rations 

status of forces, NATO treaty, 
criminal jurisdiction opera- 
tion, 

U.S. fighting man’s code 

USSR, important tasks for troops 
under CPSU seven year plan_ 
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Entry 

Armed Forces—Continued 
see also Reserve components of 

Armed Forces 
Armed Forces Information and Ddu- 
cation Office, DOD pamphlet_. 15372 

Armed services, see Armed Forces. 

Armed Services Committee, House: 
committee prints 15939-940 
reports 15782 

Armed Services Committee, Senate: 9-198 


hearings, ete 1619 

reports.__ 16000, 16123-—125, 16185, 16187 

rmy: 

deployed forces, 1st line of defense, 
pamphlet 153 

—— capone legal service, ned 


ordered 








eibiner “personnel 


Southern European task force, 
helpful hints, pamphlet 
mission agreement with Nicaragua_ 
personnel reporting for duty in 
Washington and vicinity, in- 
formation guide 
—— legal service —, 





rocedure 
evelopment, contrac- 


procurement 

research and 
tors guide 

service schools, courses offered, 
catalog changes 15378-3883 

tabulating equipment and Army 
medical statistics 


Army ao Navy General Hospital, 
Hot Springs, Ark., conveyance 
to Arkansas, law. 

Army Department: 

appropriations, i960— 
civil functions— 
hearings 


lew ith R 9105) 

veto (H.R. 7509) 

veto (H.R. 9105) 
civilian career opportunities 
field manua 
pamphlets 
technical manual 

Army missions, see Military missions. 

Army Transportation Environmental 
Operations Group, tropical 
transportation, investigation. 17141 

ARPA, see Advance Research Projects 
Agency. 

ARS orientalis, arts of Islam and the 
East 

ARS. pettetunc. cc costes 15279-292 

Art: 

oriental, Islam and the East. 16453 
works, liberalize tariff laws, report. 15825 

Artillery Mountains, manganese ore, 
Maggie Canyon deposit, leach- 
ing by dithionate-process pilot 
plant 16729 

Arts and crafts, oriental, Islam and 
the East 16453 

Ascension Island, Bahamas long 

range proving grounds, agree- 

ment with Great Britain 
agricultural machinery and 
equipment survey 

also East (Far East)—WHast 

(Middle East)—East (Near 

Hast). 

Aspect ratio, see Wings (aircraft). 
Assateague Island, titanium minerals 
in heavy sand deposits 
Assets and liabilities, see Banks and 

banking—Property. 


17125 
Asia, 


see 


15457 
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Assistant secretaries, see for depart- 
mental assistant secretaries, 
names of departments or 
names of secretaries. 

Associations, see names of associa- 
tions—also subject with which 
association has to do. 

Astronautics, scientific research in 
Defense Dept., report 

a Smithsonian —o boreces 

ATEOG, ‘obo Army Transportation En 
vironmental Operations re 

Atheism, —— tran 
tions 15, 16505. 526, 16535 

Athletics, games held for benefit of 
crippled or retarded children, 
fount from admissions tax, 
lav 15684 

Atlantic "States, Middle, fisheries, 

1958, annual summary 
Atlas, see Missiles. 
Atlases: 
copyrighted, Jan.—June 1959 16233 
national, of United States, list... 16468 

ATM manual 15369A 

Atmosphere, turbulence, evaporation, 
and varying rates of fall of 
fuel droplets 

Atmospheric temperature: 

free fall and evaporation of JP-4 
jet fuel droplets 
measuring, local acoustical method, 
USSR study 
Atomic energy : 
act of 1954, amend— 





15665, 15737 
SN | 15879-880, 16114-115 
cooperation for mutual defense 
purposes, agreement with— 
Federal Republic of Germany. 17107 


Netherlands 


cooperation in peaceful application, 
agreement with International 
Atomic Energy Agency 

dissipation by fast electrons, cal- 
culations and tabulations__._. 16941 

Federal- panto relationships, hear- 


ng 
fission ‘saaaante decay energy, lit- 
erature search 
industrial installations, 
radiation hazards and work- 
men’s compensation, hearings, 
summary-analysis 
nuclear levels and metastable 
states in decay of Yb—-169___ 15403 
regulatory jurisdiction, coopera- 
tion with States— 
law 5737 
reports 15880, ieli4 
uranium and thorium, current and 
long-term availability for de- 
velopment 
Atomic Energy Agency, International, 
see International Atomic En- 
ergy Agency. 
Atomie Energy Commission : 
advisory committee members, 
serve without regard to con- 
flict-of-interest statutes— 


15665 
15879, 16115 
amend 


15430 


reports 
agreements for services, 
atomic energy act— 
aa ag 16115 
research reports 
price list 
Atomic Energy Joint Committee: 
hearings, ete 
co 


15748-7751 
15879-880, 16114-115 
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Entry 


Atomic warfare: 
biological and environmental ef- 
fects— 
hearings, excerpt 
hearings, print Ddditional copies, 
report 
medical service in mass attack, 
USSR 


Atomic weapons, see Weapons. 

Attachés, see Agricultural attachés. 

Attorney General, see Justice Depart- 
ment. 

Attorneys, see Lawyers. 

Austria, claims settlement under in- 
dependence restoration treaty, 
agreement 

Automatic data reduction 

Automobiles, excise tax, transfer por- 
tion to highway trust fund, 
report 

Aviation, see Aeronautics. 

Aviators: 

pilot proficiency checks, ae never 

— oa regulations amend- 
16303, 16305 

ite pa nee te for space age 
(address) 16307 

Awards (incentive), see Rewards 
(prizes, ete.). 

Azerbaydzhan Soviet Socialist Repub- 
lie, medico-sanitary service for 
children, status, etc 


B 


Background, United States foreign 
policy in new age 

Bacteria and bacteriology, cells, bac- 
terial connection between bio- 
chemical processes and struc- 
tural elements, USSR study___ 16556 

Bacteriological warfare, see Biologi- 
eal warfare. 

Bacteriology, see Bacteria and bac- 
teriology. 

Baffles (mechanics) : 

annular inlet effect on stall, etce., 
of axial-flow compressor in tur- 
bojet engine 

memes op Sonparation, agreement 
wit 

Bahama Islands, long range proving 
ground, Ascension Island sites, 
administrative arrangements 
agreement with Great Britain. 17125 

Bakeries, see Kitchens. 

Balance of power, shifting balance of 
world forces, selection from 
statements, etc., of Nikita 8S. 
Khrushchev 1599 

Balance sheets, see Finance. 

Ballistic missiles, see Missiles. 

Baltic Sea, sailing directions, 


17088 


area, 


Bands (music) : 
Metropolitan Police, retirement 
compensation for director— 


Bane, Frank, report on needs for phy- 
sicians for growing America__ 17046 


Bankhead-Jones farm tenant act, see 
Agricultural credit. 
Banking and Currency Committee, 


House, reports 1578: 
15797-798, 15833 
Banking and Currency Committee, 


Senate: 
hearings, 16194—-196 
reports 16076-77, 16080, 16084, 
16096—97, 16099-—100, 16145 
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Entry 
Bankruptcy : 
act, amend— 


15802, 15804, 15835, 15870, 
15883, 15892, 16072 
concealment of assets, amend U.S. 


reports____ 


false financial statements, limit use, 


see also Trustees in bankruptcy. 
Banks and banking: 
assets and liabilities, commercial 
and mutual savings banks_.___ 16314 
Federal reserve par list g 
mutual deposit guarantee organiza- 
tions, tax exemption, report_— 
past, present, and future 
dress) 
see also Federal home loan banks— 
National banks—also names of 
banks or places where located. 
Barcroft, Lake, sedimentation 
Bark beetles, see Beetles. 
Barrett, Bernard, relief 15569, 16037 
Barrow, Alaska, drilling well, dissi- 
pation of temperature effect, er- 


15823 


operations of Commodity 

redit Corporation, report____ 15919 

Baseball, organized professional 

teams, commercial activities, 

limit applicability of antitrust 

laws, hearings 1 

morghelagtiel basis of locative 

and ultrasonic abilities, USSR 

study 

sayous, see names of bayous. 

Beams, construction, structural sta- 
‘bility handbook 

Bedbugs, how to control them é 

Bedsprings, facts for industry_-____-__ 15475 

Beecher no. 3 claim beryl deposits in 


Barter, 


6214 
Bats, 


16618 


Beef, retail price and value 
Beetles : 
bark, ethylene dibromide sprays for 
controlling in California 
Dome: fir, damage control meth- 
s 16436 
Hehaviee, see Conduct of life. 
Belgium : 
double taxation, convention 
mutual defense assistance agree- 
ment 


Bering Sea, salmon, experimental fish- 
ing to determine distribution, 
956 


Berries, see names of berries. 

Beryl, deposits, Beecher no. 3-Black 
Diamond pegmatite, Custer 
County, S. Dak 

Beryllium, polarization of neutrons 
from Li7(p,n) Be? reaction___. 15398 

BES sitieiicotecel) tod eens 16262 

Bethel Baptist Church, Henderson, 
Tenn., land conveyance, law-. 15621 

3ibliography : 

alcohol production and use of agri- 
cultural crops as source of mo- 
tor fuels 

boiling water reactors 

boron and boron compounds 

brining and pickling of cucumbers, 


crude oils analyses 

East Germany 

education, Education Office publi- 
cations 
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Bibliography—Continued 
Engineering Psychology Branch, re- 
t 


fission products decay energy 

hydraulic research 

maternal disorders related to fetal 
stress, etc 

mental health 

mental health 


17052 
16945 


16948 
17053 


16459 


military psychiatry, 1952-5 
mineral occurrences of Now York 


sides 
pulp 
radioisotopes in agriculture 
rare metals for advanced weapons 
system 
rice research 
solids, surface phenomena 
Tennessee Valley Authority, 
dexed, cumulative supplement_ 17139 
thermoelectricity abstracts__._ 16995-996 
volatile corrosion inhibitors_ 17009 
Bicycle tires, see Tires. 
Big Blue River, water apportion- 
ment, Kansas-Nebraska com- 
pact negotiation, consent of 
Congress, report 161 
Big Creek, Calif., electric facilities of 
area, map. 163 
Biography, scientists, Soviet, 


Biological sciences, see Biology. 
Biological warfare: 
medic 4 ae ice in mass attack, 


U 
what farmer should know in rela- 
tion to livestock and crops__. 15508 
Biologists : 
examination announcement— 
careers in research 
fishery 


Biology : 
development, theoretical premise 
for raising level of medical 
and agricultural sciences, 
USSR study 
nuclear war effects, hearings— 
excerpt 
print additional copies, report__ 16057 
Soviet abstracts 16562, 
16565, peets, 16584—585, 16587, 
1658959 
Biphenyl, see Diphen; 71. 
Birds, aes Fapalotions, 1959-— 


Birmingham, Ala., electric facilities 
of area, map 
Birth: 
by age of mother, live-birth order 
and color, U.S. 1957 
natality, U.S., States, ete., 1957__ 
ae in D.C., amend act, 
repo 
State jopulation, 1950 census, cor- 
PIII cinta sams Ss aiken as oo on cath on 15483 
Bi-State Development Agency: 
compact creating, amend— 
15668 
RE Ee 15801, 16146 
Black Diamond Claim, beryl deposits 
in pegmatite 
Black Hills: 
beryl deposit in pegmatite 
ponderosa pine logs, amount and 
grades of lumber 
Black shale, see Shale. 
Blades : 
supersonic, differin 
vestigation o 
characteristics 


in camber, in- 
blade-loading 
16 
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Entry 


Blades—Continued 
turbine— 
design 
rotor, transpiration-cooled, strut- 
supported, design 
Blasts, sce Explosions. 
BLS report series 
Boards (lumber), see Lumber. 
Boating, safety a act, ex- 
tend effective date, reports___ 15846, 
16118 
Boats, see Fishing vessels—Ice break- 
ers—Ships. 
Bodeau, La., railroad accident 
Bodies ‘ (aerodynamics), see Aerody- 


16790 


mics 

Boiling, ‘beat transfer 

Boiling water reactors, sce Reactors 
(atomic). 

Bolivia, sending gift packages to___. 16400 

Boll weevils, ecological investiga- 
tions, Tallulah, La., 1915-58__ 15334 

Bombing airplanes, see Airplanes. 

Bonding, diffusional, fundamentals, 
progress report 15417 

Bonds, see Bonds of United States— 
Guarantees and sureties—Sav- 
ings bonds. 

Bonds of officers, etc., Comptroller of 
Currency and deputies increase 
requirements, hearing 

Bonds of United States, 2% percent 
treasury bonds, exchange for 
FNMA-owned mortgages 

Bone marrow, see Marrow. 

Bonneville Power Administration, 
generation and sales statis- 


16194 


16325 


Bookbinders, examination announce- 


Boron: 
and boron compounds, chemistry, 
literature search 
high energy fuels investigation— 
i 15969 
15932 


16335 
Boswell, Barbara M., relief__._ 15590, 16030 
Boundary layer: 
control— 
blowing, on leanding-and trail- 
ing-edge flaps, full-scale wind- 
tunnel tests 
effects on engine performance of 
using turbojet engines as 
pump 16787 
diverter-type, removal system for 
16770 


16919 





scoop inlet 
nose inlets, compressive flow about 
axially symmetric isentropic 
spikes at Mach number 3.85-- 
transition— 
and heat transfer, 
cylinder in free flight.__ 16850, 
at supersonic speeds 
effect on average heat transfer to 
yawed cylinder in supersonic 


16782 | 


hemisphere- | 
16852 
16792 


16835 
16756 





flow 5 
on flat-faced bodies of revolution 
at high supersonic speeds____ 
unswept, aspect-ratio-10 wing, 4 
propellers and blowing flaps, 
wind-tunnel tests of airplane 
model 16874 

welse type diverters— 

effect on performance of half- 

conical side inlets 
side inlets, performance at super- 


16780 


16774 

wind-shroud-blowing control system 

applied to F9F-4 airplane 
flaps, flight evaluation 





16754 | 
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Entry 
Boundary layer—Continued 
zero pressure gradient, evolution of 
amplified waves leading to 
transition 
Bovine brucellosis, see Brucellosis. 
Boycotts, aspects of labor reform 
(address) 16646-647 
Brain: 
cerebellum, role in development of 
skeletal muscles functions in 
ontogenesis, USSR study... 16622 
phosphatase in rabbits during on- 
togenesis, histochemistry, 
USSR study 
Braking and landing tests on some 
new types of airplane landing 
mats and membranes 
Brazil, sending gift packages to_.__ 
Bridges, see names of bridges, or 
bodies of water to be bridged. 
—— Ken! names of commodities 
rined. 
Bristol, Tenn., aircraft accident__.. 15504 
Briszk, Yom Tov Yeshayahu, relief__ 16001 
British East Africa, sending gift 
packages to 16402 


16489 
mene“ see names of brother- 


16929 





16623 





16923 
16401 


00 
Brucellosis, “eradication in coopera- 
tion with States, summary, 
1959, corrected copy 15299 
Bubonic plague, see Plague. 
Buckets (engine) : 
turbine, thermal-stress fatigue 
cracking in turbojet engine__ 
Buckling, see Strains and stresses. 
Budget of United States: 
need for balanced budget (ad- 
17025 


15439 


16917 


1960, midyear review 
Budgets, ae names of departments, 
Buffalo, Nx, Phy facilities of 
16835 


| Building vw een associations, mu- 


tual deposit guarantee organi- 
zations, tax exemption, report. 15823 
Building materials: 
Alaska, investigations (series)... 16456 
Federal supply schedule 16366 
Buildings, heat loss calculations__.. 16322 
see also names of buildings. 
Bulgaria: 
agricultural economies, notes 16396 
provincial press summary. 16521, 16524 
selected economic translations____ 1656 3, 
6566, 16583 
Bulletins, see Farmers’ bulletins—also 
names of departments, ete., 
issuing bulletins—also subjects. 
Burke, J. Vincent, Jr., nomination, 
hearing 
Burma, sending gift packages to 
Business : 
business report of Department of 
Commerce, Business and De- 
fense Services Administration. 15443 
census, 1954, central business dis- 
trict statistics bulletin 15462 
census, 1958, preliminary area re- 
ports, announcement 15458 
establishing in— 
Argentina 16419 
Iran 16420 
free enterprise in economic growth 
(address ) 15544 
management aids for small manu- 
facturers 17078 
sightseeing in D.C., insure fair com- 
petition— 
hearings 
report 
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Business—Continued 
small business— 






































































National Guard is your business__ 
Business names, misuse to indicate 
Federal agency, amend U.S. 
a  cerecanan 
Businessmen, see Business men. 
Butyl alcohol, iodination of di-n-butyl 
phosphate in n-butyl alcohol_- 
Butyl phosphates, iodination of di-n- 
Phosphate in n-butyl 
Byrd, Richard E. : 
memorial in Arlington, Va., Na- 
tional Geographic Society to 
















Byrd Station, Antarctica, deep core 
drilling in ice.._...-..------- 


Cc 


C.A.B., see Civil Aeronautics Board. 
C.F.8. series... 
CAB, see Civil Aeronautics Board. 
Cabinets, see Filing cabinets. 

S schema. 3 Dam, design and construc- 














Calculating machines, see Electronic 
computers. 
Calculations, see Numerical calcula- 






California : 

bark beetles, use of ethylene dibro- 

mide sprays for controlling__~_ 
cone crop, 1959 
douglas fir, small seed “trap per- 

LOPMPBCC. 1 ohn an owe b tes 
Northwestern, floods of Jan. 1953_ 
policemen and firemen, social secu- 

rity coverage, law-.-.-.-..-- 
postal service scheme 
sandwich planting and mechanical 

planting hole digger prea 
southern, sweet sorghum growing. 
sulfur industry Be bas oom wk were 





























act of 1953, amend— 
law - 15731 
reports Heat 15797, 16100 
bulletin -- 17075 
corporations, taxable status— 
= bagoctatasesicassucanaae 15740 
16135 
airy ieee “problems, hear- 
15970 
defewed compensation plans___- 17073 
investment act amendments of 
1959 report 16099 
problems, investigation, expenses, 
a aha ation na nied mieieiominee 16089 
tax depreciation allowances, ef- 
Tects, DORTIRGR. ..n ce ceionmne 16228 
tax legislation, e058, summary. 15983 
small marketers aids......_-_-_~ 17076 
statistics, Federal reserve chart 
book, historical supplement. 16344 
Business and Defense Services Admin- 
istration : 
fy A ae 15444446 
mobilization Serponeenrities, prog- 
ress report, hearing_____-____ 15752 
Business consolidations : 
application to cooperatives, review 
of progress 16279 
merged corporations, credits 
against unemployment tax, re- 
ES CLE 15845 
Business men: 
Federal Government, specifications 
and standards, guide for use__ 16369 
greater participation in national 
leadership (address) _._-..-___ 15545 


16370—-371 


NoveMBer 1959 


Entry 


16943 


15656 


16986 


16986 


17065 





Careers, 


Entry 
California Forest and Range Expert- 
ment Station, see Pacific 
Southwest Forest and Range 
Experiment Station. 
Caligraphere, and painters, treatise 
by Qfadi Ahmad, son of Mir- 
Munshi siidasaiieatensestasemnisipsiew cheater: 16454 
Camber (aircraft) : 
body, effects on longitudinal char- 
acteristics of 60° delta-wing- 
body combination__.__._-___ 8238 
propeller blades, investigation of 
blade-loading characteristics__ 16847 
Camels, plague, experimental, patho- 
logical anatomy, USSR study. 16631 
Camping, 4-H, manual for leaders__._ 15327 
Camps, 4~H, manual for leaders... 15327 
Canada: 
labor offices, directory__._____.-_ 16651 
parliamentary conference, U.S. par- 
ticipation, report of Senate 
GO inchbnetinewcnaewest 197 
Cancer : 
cervical, examinations_._.____.___~ 17040 
Control <( PEORTR icc item tensin~ se 7056 
reading on cancer, annotated 
ee 2S ERS 17051 
worldwide menace, facts and fig- 
ures on occurrence__...-_-__~ 16184 
Candida, Sister, see Ferrante, Giu- 
seppa. 
Canned foods, transportation and 
SACI ik ncn mw nena 15482 
see also names or classes of foods 
eanned. 
Capital, equity, make available to 
small business report-__--~__ 099 
Capital of United States, communist 


lobbying activities, report_... 15971 
Caprara, Liliana, relief___.__ 15591, 16023 
Cardiovascular system : 

adrenal glands influence in newborn 
animals, USSR study 
animals during ontogenetic devel- 
opment, ~ epee 4 influences, 
USSR study 
vasomotor influences from cephalic 
portion of vago-sympathetic 
trunk severed in neck region in 

newborn animals, USSR study. 16620 
Career Service, establish, report._._.. 16224 
see Civil Service—Occupa- 

tions. 

Carlsbad, N. Mex., electric-power- 
distribution system, potash 
mine and refinery, Duval Sul- 


16619 


phur & Potash Co__--~------ 16697 
Carrier telegraphy, see Telegraph. 
Carriers, see Air carriers—Motor car- 
riers—Telegraph. 
Cartography, see Maps and charts. 
Cartwheel, reduction of Rabaul__~-- 16682 
Cash, Biba H., relief.........-s...- 16006 
Cataloging, Federal catalog system of 
Defense Dept., history, organ- 
IN On nsec tert ceindatiannivicnnin’ 16238 
16237 





Catalogs: 
Army service schools, courses of- 


fered, changes 15878-3883 


ieths copyright entries___------~-~- 16232-233 
Industrial College of Armed Forces, 

16442 Repo er Cane gee _ 16503 
motion pictures an mstrips, edu- 

16470 eatlonal, etc., selected for use 

abroa 

thas technical reports, CTR series. 15444-446 
work of Charles Fenderich, tithow. 

16443 SAREE Bc) Ci 16675 

15279 | Catalysis, iodination of di-n-butyl 

16694 phosphate in n-butyl alcohol__ 16986 
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Catawba Indians: 
tribal assets, divide among mem- 
: bers of tribe— 
wt fae 


ccc, ‘nee ‘Coming Credit Corpora- 








Cedar, pe control, costs of bull- 
dozing vs. burning individual 
trees, comparison 

Cedar Mountain, uranium resources 
of area et 

Cells, bacterial connection between 

biochemical processes and 

structural elements, USSR 


study 
Cement, portland and other hydraulic 
cements, production, etc., 1958, 





Census, see subjects. 
Census Raney description of its 
Center = orev. see Center of mass. 
Center of mass, vertical accelerations 
at center of gravity of trans- 
port airplane taxiing over ob- 


Central States: 


INDEX 


Entry 


- 15687 


16108 


cotton gin equipment, 1957, south . 


central area 
_—— Pepa electric facilities, 


Cuniaak States Forest oe te 
Station, technical paper 
Century 21 Exposition: 
os ype expenses, etc.— 


t 
eatalog of technical re- 


repor 
Ceramals, 
1940-59 


ports, 
Ceramics: 
eatalog of technical reports 
coatings with high reflectivities and 
emissivities for use in aircraft 
power plants 
ductile— 
factors affecting plasticity of 
sodium chloride, lithium fluo- 
ride, and magnesium oxide 
single crystals 
introductory study of ductility in 
polycrystalline sodium chlo- 
ride and magnesium oxide____ 

Cerebellum, see Brain. 

Cermets, see Ceramals. 

Certificates, see types of certificates, 
or subjects involved. 

Certificates of air carriers, see Air 
carriers. 

Certified mail, see Mail matter. 

Cervix uteri, cancer examinations__- 

Ceylon, surplus agricultural com- 
modities, agreement 

Chad, sending gift packages to 

Chairs, aluminum, general office, Fed- 
eral standard 

Chan Wang (periodical) : 

Charitable contributions, see Char- 
ities. 

Charitable institutions, research and 
development expenditures of 
foundations, 1957 

Charities, contributions, unlimited 
tax deductions, amend internal 
revenue code, report 

Charleston, 8.C., electric facilities of 


Charts, see Maps and charts—also 
subjects. 

Chattanooga, Tenn., electric facilities 
of area, 
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16971 


15830 
16341 





Chauffeurs, Warehousemen, and Help- 
ers of America, International 
Brotherhood, see International 
Brotherhood of Teamsters, 
Chauffeurs, Warehousemen, 
and Helpers of America. 

Che-hsueh yen-chiu (periodical) : 

articles 

Chemical elements, Salt Wash mem- 
ber of Morrison formation, Jo 
Dandy area, Colo 

Chemical-resistant silk screen inks for 
manufacture of printed cir- 
cuits___ 

Chemical warfare, see Biological war- 





Chemicals: 


Entry 


coal, minerals yearbook chapter___ 16688 


industry in Communist China, se- 
lected translations and _ ex- 


Chemistry : 
analytical— 
aes 4 master manual of meth- 


oO 
boron and boron compounds, lit- 
erature search 
fishery products research 
histochemistry of brain phosphatase 
in rabbits during ontogenesis, 
USSR study 
marine— 
problems and developments in 
Communist China 
research of Institute of Oceanog- 
or: Academy of siesta 





Chemists : 


careers in research, examination 


viene’ oe nae’ 
tion announcement 
Cheney division, see Wichita project. 
Cheng, Fu Sheng, permanent resi- 
dence, opposing, report 
Cheyenne, Wyo., land at VA center, 
conveyance to, report 
Ch’Iao-wu pao (periodical) : 


Chicago, Il. : 


Census of business, 1954, central 


16549 


business district statistics, at- 
1 


tachment 
electric facilities of area, map__—~ 
movement of eggs into retail chan- 


Chickens, chicken in the freezer___ 
Chief Counsel for Internal Revenue 
Service: 
a by the President— 
aw 


Child Health Day: 
date, changing— 


15869, 
Child labor, laws, self training unit 
for youth placement workers— 
Child welfare, see Children. 
Children : 
Azerbaydzhan SSR medico-sanitary 
service 
child health services— 
2pee- Oba Neti0Ge. 26 ede 
a957.. atatisties ..2uei sos 
child welfare— 
1957 statistics 
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16336 


15310 


16181 
16652 


15491 
15495 
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Children—Continued 2 
erippled or _ retarded, athletic 
games for benefit, exempt from 
admissions tax, 
District of Columbia, persons de- 
fending actions of minor, give 
releases of liability, etc., law_ 


a program, agreement with 
t 


financing public child welfare serv- 
ices, 1956, statistics 

foods to serve for lunch, poster__~— 

mental health for parent and child, 
reading list 

mortality, 1955 statistics 

placed for adoption, personal 
exemption as dependent for in- 
come tax purposes— 


15784, 
pronunciation mastery, mechanism 
caaye 2d and 3d year, USSR 


onan — child welfare programs, 
1957, statistics 
see also Cripples—Juvenile delin- 
quency—Orphans. 
Childrens Bureau: 
conference with State and terri- 
torial dental directors and 
P.H.S., 1959 proceedings 
publication series 
statistical series 
Children’s Institute, Inter-American, 
see Inter-American Children’s 
Institute. 
Chile: 
foreign market survey of household 
electrical appliances 
sending gift packages to 
China: 
articles from Chan Wang 
communism, articles from 
hsueh yen-chiu 
Communist— 
a production, trade 
annual plans— 
Kirin Province economic plan 
report, 1958 
Shantung national 
plan, 195 
Tsinghai 1958 work report and 
1959 plans 


economic 


Entry 


5684 


15636 


15489 
15267 


1574 
18139 


chemical industry, selected trans- . 


lations and extracts. 
coal mining goals, 
digest 
economie services, translations_ 
economy in transitional period, 


165 
16557 


review of Hsu Ti-Hsin’s book. 16557 


evaluation of history, transla- 
tions from political and socio- 
logical publications 

industry and materials____-~_~ 

marine chemistry and its devel- 
opment 

marine physics, 
tas 

Oceanography 
(speech ) 

physical and economic geography, 
development 

plankton investigation 

political and sociological eee 
tions, translations 6537, 

seaweed utilization 

submarine oil resources and ma- 
rine geology 

textile industry and materials in 
translation, technical changes_ 

textile industry selected trans- 
lations 

development, importance of oceans_ 
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16574 
16549 


16558 
16551 


16523 


16586 
16546 





China—Continued 

loan ef small craft, agreement___ 

People’s Republic, geodetics and 
eartography development 

periodical, overseas affairs bulletin, 
BPI Scecatstegsdesncvcatnn cnexchocrundin’ 

political and sociological publica- 
tions, translations 

Republic, resell 4 C1—SAY-1 ves- 
sels, to, 

scientific research, work of Labora- 
tory of Embryology, Institute 
of Oceanography, Academia 
Sinica 

translations from Hung-chi. 16516, 

water conservation construction, 
problems 


Chippewa Indians, Lac du Flambeau ‘ 


Choa, Andrew, relief 15587, 

Choctaw National Wildlife Refuge, 
land acquisition at Jackson 
lock and dam navigation proj- 
ect, Ala., report 

Cholera, cooperative research, agree- 
ment with, Thailand 

Christmas trees, qualities determin- 
ing choice by Ohioans 

Churches, destruction, make Federal 
offense, additional authority 
for FBI report 

Cincinnati, Ohio, electric facilities of 
area, map 

Circuit judges, see Judges. 

Circuits, see Printed circuits. 

Circulars, see names of departments, 
etc., issuing circulars. 

Cities and towns: 

aid in program planning for older 
citizens, manual 
central business districts, statistics 

— census of business, 


see also subjects. 

Citizens of United om, definition, 
amend U.S. Code, law 

see also American nationals. 

Citizenship, requirements for U.S. 
shipping corporations having 
alien directors, modify, law-- 

Citrus fruit: 

Florida fresh citrus sales organiza- 
tions, analysis of returns and 
practices 

production, use, value by States___ 

Civil Aeronautics Board, use of certi- 
— mail for service of process, 
aw 

Civil aircraft, see Aircraft. 

Civil and Defense Mobilization Office: 

appropriation, 1960, supplemental, 
proposal 

pe | Bi eie le ee ieee gh 


Entry 
17106 


6514 


16553 
16538 


5779 
16022 


15692 


15318 
15256 


15611 


mobilization programs, progress re- . 


port, hearing 
Civil aviation, see Aeronautics. 
Civil defense, see Civilian defense. 
Civil procedure, peremptory chal- 
lenges in civil cases to multiple 
plaintiffs, law 
Civil rights: 
housing hearings before Commis- 
sion on Civil Rights 
legislation, report 
Civil Rights Commission : 
extend, report 
hearings on housing 
report, 1959 
abridged edition 
Civil service: 
engineers needed, careers 
Federal Government 
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INDEX 


Entry 


Civil service—Continued 
examination announcements— 
agricultural research scientist__ ttt 
bookbinder 518 
chemist, mathematician, 
discontinuance notice 
clerk 





etc., 


cylinder pressman 

electronic technician 

engineer, discontinuance notice. 15528 

engineers, career opportunities__ 15530 

fishery and wildlife management, 
biologists 

general amendment 


pharmacist 
discontinuance notice 
printers— 
hand compositor, amendment. 15515 
msnachhn keyboard and slug 
machine operator, amend- 


ment. 
research biologists 
research microbiologists 
research 5 tocelnerp es in chemis- 
try, mathematics, metallurgy, 
physics 
research physiologists 
research scientists 
safety engineer 
sample questions 
job opportunities, local and region- 
al examinations 
retirement act, amend, law 
Civil Service Commission : 


transfer of certain functions to 
Personnel Management Office, 


report 
Civil earvice pensions: 
alien nonresidents, 
income tax, report 
Bee dates adjustment, re- 
15896 


exclude from 


Civil War, 1861-65, facts 
Civil works, see Public works. 
Civilian defense : 
fire defense policy (address) 15507 
mobilization, legal authorities__._. 15509 
national plan, authorities for civil 
defense and defense mobiliza- see 
non-military defenses, examination 
(address) 15506 
rural localities, 
USSR 


Claims: 
Customs Bureau employees, report. 16074 
damages to property, ete., proposed 
appropriations to pay_- 5988, 15994 
refund of income tax overpayment 
resulting from renegotiation, 
extend time for filing claims— 
15645 


settlement under Austrian State 
treaty, agreement with, 
tria 

Texas City explosions, compensat- 
ing, amends act— 


see also names of claimants. 
Classification, Federal catalog system, 
Defense Dept., history, organi- 
zation, etc 
see also Government officials and 
employees—also subjects. 
Classification bulletin, Patent Of- 
fice 17010-11 
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Entry 
Classified matter, see Confidential 


material. 
Clay 


Ae production, ete., 1958 
minerals yearbook chapter 
Clerks, examination announcement_. 1552: 


Cleveland, Ohio, electric facilities of 


Kentucky 
Michigan 
climatography of United States— 
climates of ‘States. 17154159 
climatic summary of United 
States, supplement for 1931- 
2 ; 17152-153 
summary, 1931-52, Oklahoma___. 17152 
ce ~ ae polyclinics, statistical 


Clothing lockers, see Lockers. 
Coal: 
Alaska, mining leases, 
acreage limitation, 1 
chemicals, minerals yearbook chap- 
er_ ---- 16688 
oil produced from, Mines Bureau 
synthetic liquid fuels program, 
1944-55 vines 16727 
production and conservation, stim- 
ulate through research and de- 
velopment, report 
Coal gwd Safety Commission, estab- 
52, 
Coal mines and mining 
Communist China’s + coals, 1959___ 
Federal coal-mine safety act, 
amend to remove exemption 
for mines employing 14 or less, 


report 
firefightin 
pare 
plants 
research and development  pro- 
ram, report 
see also Mine fires. 
Coal Research and Development Com- 
mission, create, report. 
Coast Guard: 
cutters for icebreaking in Arctic 
and Antarctic regions, con- 
struct and equip— 
hearings 
PONTE 2. c= 
lighthouse keepers, 
compensation, 
Lighthouse Service, 
ployees, retired 
crease— 
od asi 


increases 








15839 
16177 
16574 


facilities at mines com- 
with other industrial 


159538 
15844 








ete., increase 


former em- 
pay, in- 
15725 





prescribe regulations governing life 
saving and other safety equip- 
ment on board vessels, law. 15624 
Coating materials, ultraviolet and 
near infrared absorptive mate- 
rials and techniques for their 
application a 15367 
see also Ceramics. 
Cocoa, Ghana crop spurs economy. 16398 
Codes, see subjects. 
Codes of law: 
United States— 
1958 edition 
title 10, amend— 
hearings 
report 
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Entry 
Codes of law—Continued 
United States—Continued 
bat = 11, amend— 


title 14, amend, law 
title 18, amend— 
ee errata 162 
law , 15631, 15656 
repettay. 15843, iss7o. 16078, gir 


16162 
title 23, amend, hearing 16225 
title 28, amend— 
15647, 15677, 


15685 

reports_._ 15853, 16071, 16153, 16180 
= ® waiver of sec. 142, re- 

15805 


15734 
16151 
15614 


15633, 15692, 15728 
15837, 16172 
see also subjects. 
Coefficients : 
mass transformation on horizontal 
perforated plates at various 
gas speeds, USSR study 
wave drag, for delta wing with 2 
airfold sections 
domestic, manufactured by 
mints a 


16597 
16870 
16739 


16695 
16688 


Coins, 





Coke: 
industry, injury experience, 1957__ 
minerals yearbook chapter 
Collecting of accounts: 
agencies, misuse of names, emblems, 
and insignia to indicate Fed- 
=o agency, amend U.S. Code, 





15656 
Nesastan, ete., of es in D.C., 
law 15613 
Collective bargaining: : 
pension plans, early and involun- 
tary retirement— 
departmental edition 
document edition 
Colleges and universities : 
faculties, personnel and instruc- 
tional practices 
guide to prospective students from 
other countries 
higher education directory, naire 


higher school system, be 10504, 
6507, 16531-532 
junior-year science and Fart Berg 
ics students, fall 1958 
personnel work in school and col- 
lege preparation programs, 
An etc., 1959-60, direc- 





16641 
15766 


16250 
16260 





tor 
see éhes ‘Dissertations (academic). 
Collier Development Corp. : 
land exchange— 


Colombia, passport visas, agreement_ 
Colonial National Historical Park, 
archeological excavations____ 
Color, additives to food, drugs, and 
cosmetics, amend act, report_ 
Color codes, use of color in coding 


Colorado: 
mountain meadow areas, forage 
paren economics, progress 
report 
weather stations, decadal census__ 
Colorado Plateau : 
stratigraphy of Triassic and asso- 
ciated formations 
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Colorado Plateau—Continued 
uranium deposits, directional resis- 
tivity measurements 
Colorado River Reservation, leases of 
pcre and assigned lands, re- 


Columbia ese: and Valley, fishery 
resources, Interior Dept. to 
study, hearing 


Columns, creep collapse, theoretical 


Es batten sinwatiimetnninnen 1 


see also Pulse columns. 
Comanche Indians: 
use of judgment funds— 


Coasbined operations with and with- 
out afterburning for minimum 
fuel consumption in level 
flight 

Combustion : 

immersed surfaces in combustion 
zone, effect on efficiency and 
stability of ram-jet combustor_ 
TT Cis. cine i Bde citabins 

Combustor, ram-jet, immersed sur- 
faces in combustion zone effect 
on efficiency and stability. 

Commemorative medals, see Medals. 

Commemorative stamps, see Postage 
stamps. 

Commerce: 

foreign trade interests in Oregon, 
ey as House document, re- 


ort 
a trade of USSR, organiza- 
tion and techniques, study 


guide 
interstate, State taxation of income 
derived— 
law 
reports 


total export import trade of U.S-- 
United States trade with major 
world areas 
waterborne— 
calendar year, 1958 
foreign, 1958 
world trade challenges and oppor- 
tunities (address) 
world trade information service— 
economic reports 
operations report_-— 
statistical reports. eas 
see also names of countries and 
places. 
Commnesee Department: 
tt 1960, proposed pro- 


role is negotiation of international 
aviation agreements 
dress) 
Commercial banks, 
banking. 
Commercial fisheries, 
fisheries. 
Commercial standards, see Standards 
and standardization. 
Commercial treaties, trade agreements 
escape-clause investigation, re- 
port 
see also General 
tariffs and trade. 
Commission on International Rules of 
Judicial Procedure, see Inter- 
national Rules of Judicial Pro- 
cedure Commission. 
Commission on Metropolitan Prob- 
lems, see Metropolitan Prob- 
lems Commission. 
Commissioners, see United States 
commissioners. 


see Banks and 


see Fish and 


agreement on 


16921 


16775 
15362 


16775 


16419-420 
-- 16421-423 
16424—426 


17133 
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INDEX 


Entry 
es - 
tion, hearin 15949A 
Committees, see nanos of committees. 
Commodities, see Agricultural prod- 


ucts. 
Commodity Credit Corporation : 
barter operations, report 
sale of feed grains to meet shortages 
in emergency areas, law 
Common carriers, see Motor carriers. 
Communications : 
act of 1934, amend, reports 16048, 
16133, 16144 
Air 


electronics doctrine— 
C-E charts, symbols, 
Force manual 
terminology listing, 
manual 
USAF, manuals 
fixed aeronautical services, map_— 15370 
unit in Pakistan, establishment, 
agreement 7112 
see also Radio communication— 
Telegraph. 
Communism : 
Caribbean threat to U.S., hearings. 16210 
ie Khrushchev _ presents 
ad 
Chinese, 


etc., 
Air Force 


communist lobbying activities in 
Nation’s Capital, report 
funds for communist causes, hear- 


ngs 
internal security act, etc., adminis- 
tration, investigation, 
penses, report 
international developments, selected 
translations 16506, 16517 
organizations, make Subversive Ac- 
tivities Control Board final or- 
— — to successors, 


repor 
shifting a of world forces, se- 
lection from statements, etc., 
of Nikita S. Khrushchev 5 
statements by leaders, handbook__. 17087 
supporters, denial of passports, re- 


port 
testimony of — 
Jencks, Clintom E 
Johnson, Arnold 
training operations, hearings 

Cooma anti-American riots, staff 

Communist bloc nations, see Soviet 
bloc. 

Communist China, see China. 

Communist parcel operations, report. 15972 

Communist Party of Soviet Union: 

seven-year plan, troops, important 
th ieee peel a i a 
21st Congress, decisions relating to 
problems of morphology___-__- 

Communities, see Cities and towns. 

Como, Lake, lead-zine deposits 
are 

Compacts (interstate), see Interstate 
agreements. 

Compatibility, pentaborane with ma- 
terials used for seals, gaskets, 
and construction 

Compensation, see Employers liability 
and workmen’s compensation— 
Salaries. 

Competition, requirements in armed 
services procurement  proce- 
Gures, DOATING nik ecn nw 1 

Compounds, see names or classes of 
compounds, or purpose for 
which used. 

Compressed gases, see Gases. 


16629 
16606 
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Compressors : 
axial flow— 
limitations imposed on one-spool 
ducted-fan-engine —— at 
Mach numbers 0, 0.6, 0.8 
2-spool turbojet-engine perform- 
ance, effect of design over-all 
compressor pressure ratio di- 
vision 16783 
flow, effect of inlet baffles on rotat- 
-— stall, ete., in turbojet en- 


16797 


gin 
Comptroller of Currency : 
additional deputy appoint, hear- 
raise requirements, 


n 
surety 
16194 


g 
bonds, 


Computers, see Electronic computers. 
Concrete : 
horizontal construction joints, 
methods of preparing 16273 
molded cylinders and drilled cores, 
compressive strength, investi- 
gation 16275 
Condensation : 
base-catalyzed reaction with isocya- 
16991 
heat transfer 15397 
Conduct of life, Armed Forces, U.S. 
fighting man’s code 
Cones, see Conifers. 
Confederated Tribe of Siletz Indians 
in Oregon, see Siletz Indians. 
Conference committees, reports 5829, 
5839, arena 15916, 15918. 
919, 15924-925, 15928-—929, 
15931, 15990. 
Conferences, congresses, ete. : 
international organization and con- 
ference series 17093-95 
parliamentary conference with Can- 
ada, report of Senate delega- - 
tion 
school and college personnel work 
1959-60, list 
Trade Union Section, European Pro- 
ductivity Agency seminar __- 
see also names of conferences, etc.— 
also subjects of conferences. 
Confidential material : 
access of defense contractors, Secre- 
tary of Defense to prescribe 
standards, 
safeguarding, 
manual 
Congo, sending gift packages to 
Congress of United States: 
date of meeting, 86th Congress, 2 
session, law 
major legislative actions, 86th Con- 
at Seale OAR AE IOP PAI 15758-759 
Republican review, 1st session, 86th 


industrial security 


Congressional serial set 
Conifers, California cone crop, 1959_. 16445 
Connectors (electric) 
printed circuits, preparation of 
standards and test procedures_ 
Conroy, James F., relief 
Conservation, see subjects. 
Constan, Eleanor, relief 
Constitution of United States: 
amendment, reserve State control 
over public schools, hearings__ 
study of constitutional rights— 
expenses report 
hearing 
Construction materials, see Building 
materials. 
Construction reserve funds, see Ship- 
building. 
Consumers : 
price index, relative importance of 
items, technical note 


15364 
15607 


16009 


16211 


16061 
16215 
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Consumers—Continued 
purchases by family characteristics, 
eanned fish 
purchases of canned fish, 
1959 


purchasing power of dollar in U.S. 
cities, 1913-59 
Contagion and contagious diseases, in- 
fectious diseases research prog- 
ress, 1958 highlights 
Containers, packaging and packing 
= sane Federal supply sched- 


Contested elections, Alford vs. Hayes, 
investigation, report 

Contractors, Army’s research and de- 
velopment guide_____-__---_ 

see also Government contracts. 

Contributions to State and Local Gov- 
ernments Commission, see Fed- 
eral Contributions to State and 
Local Governments Commis- 
sion. 

Control (aircraft), see Aircraft. 

Control systems, electronic, used with 
rigid foree control stick in 
fighter airplane, flight investi- 
gation 

Controls for supersonic missiles__-_ 

Cook, Arthur E., gratuity payment to 
daughters, 

Cook, Mabel E., gratuity payment for 
services of Arthur EB. Cook, as 
architect of Capitol, report_—- 

Cooling: 

precooling Louisiana strawberries__— 
propellants, effects of rocket-engine 
design parameters on regenera- 
tive capabilities, analysis_____ 
turbine rotor blades, transpiration- 
cooled strut-supported, design— 
see also names of commodities. 

Co-op role in Federal milk orders, 25 
years of publie service 

Cooperation, see International cooper- 
ation. 

Cooperatives, see Farmers’ coopera- 
tive organizations—also names 
of cooperatives. 

Copper : 

copper-aluminum alloys, effects of 
creep stress on particulate____ 

ferrites, low-temperature heat ca- 
ee i ra 

industry in United Kingdom 

minerals yearbook chapter 

ores, oxidized and mixed oxide- 
sulfide, treating by segregation 
RE ooo ee ae ete Se 

Copyright: 


Entry 


16384 
16383 
16667 


16946 


16367 
15914 
15375 


16064 
15320 


16896 
16790 


16280 


16914 
16726 


16725 


catalog of copyright entries__. 16232-33 


royalties, exclude from _ personal 
holding company tax, report__ 
Corboda Island, inspection stations, 
agreement with Mexico 
Corn, topping effects, reports_______ 
see also Popcorn. 
Corn Belt, grain aeration systems, 
operation 
Corporations : 
merged, credits against unemploy- 
ment tax, report 
proceedings in bankruptcy, increase 
fee for filing petitions, report— 
shipping, having alien directors, 
modify citizenship  require- 
ments, lé 
small business, taxable status— 


Corpus Christi, Tex., Naval Air Sta- 
tion, overhaul and repair de- 
partment, closing, investiga- 


tion, report 


Do not order from index; see indicated entry 


15791 
17116 
15286 
15317 


15845 
16072 


15692 


16135 





Correctional institutions, see Reform- 
atories. 
Corrosion and anticorrosives : 
rust poerenaen and removal, 1934— 


volatile corrosion inhibitors, bibli- 
ography and abstracts____-_~_- 
Cosmetics : 
food, drugs and cosmetics act— 
color additives amendments of 
1959, report 
enforcement regulations, general, 
insert 
Cost, see subjects. 
Cost and standard of living condi- 
tions in, Liberia 
Costumers: 
seneees Sere. metal, Federal stand- 
arc 
wearing apparel, steel, general of- 
fice, Federal standard 
Cotton : 
acreage allotments unused, reallo- 
eation, hearing 
fibers and yarns— 
fiber and processing test results, 
1959 crop 
fiber and spinning 
1958 crop 
quality in 1959 carry-over 
woven goods finished, facts for in- 
dustry 
Cotton gins and ginning: 
equipment, 1957— 
south central area 
southeastern area 
southwestern area 
United States 
western area. 
equipment, 
Cottonseed, quality crops of 1957-—58_ 
Council of Economic Advisors, 
amend act, creating answers 
to inquiries 
Counties, agencies engaged in agri- 
cultural extension work, dona- 
tion of federally-owned prop- 
erty presently on loan, report 
Courts of United States: 
handbook, print, report 
proceedings in forma pauperis, in- 
clude aliens— 


properties, 


CPSU, see Communist Party of So- 
viet Union 
Cranberries, indicated production, 

1959 
Crash fires, see Fires. 
Credit, see Agricultural credit. 
Credit unions, rural, organization, 
services, etc 
see also Federal credit unions. 
Creek Indians: 
funds, distribution, 
law 
land owned by tribe, sell to Eu- 
Okla.— 


Creep of metals: 
collapse of columns, 
analysis 
stress effects on aluminum-copper 
alloys, particle dissolution__-_ 
structural joints of aircraft mate- 
rials under cyclic loads and 
temperatures 
Crime and criminals: 
crimes of Khrushchev, consulta- 
tions by Un-American Com- 
mittee 
publications, 


theoretical 


1525 


17009 


16393 


7-258 


ae 


1526 


16095 


16914 
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InDEX 


Entry 


Criminal jurisdiction, status of forces 
cripples operation, report.. 16185 
es: 
ppled children’s eee 

cet of services, State pro- 
grams, study statistics 
statistical review, 1956 
statistics, 1957 
Crooked River Project, capacity for 
Suture irrigation, increase, re- 
r 








po 

Crop lands, see Land. 

Crops, research in Soviet Union, re- 
port of U.S. technical study 
group = 

see also names of crop 

Cross-references within’ internal rev- 
enue code as of Jan. 1, 1959__ 

Crow Reservation: 

minerals, grant to certain In- 
dians— 
law —- 








Crowder, Fort, lease portion to Stella 
Reorganized School R-1, re- 
port. 

Crude oil, see Petroleum. 

Crude petroleum, see Petroleum. 

Crystallography : 

growth theory, confirmation, and 
relation between equilibrium 
forms and forms of growth, 
USSR study... cco 

kinetics of crystallization processes 
of solution and melts, USSR 
study ie 

spontaneous formation of centers 
in undercooled melt in ultra- 
sonic field, USSR study 

Crystals, see Crystallography. 

CTR series 15444446 


Cuba, Communist threat to U.S., 
hearings 16210 
Cucumbers, brining and pickling, pub- 
lications, list 
Culture: 
exchange programs, 
ete., hearing 
international information and cul- 
tural series --. 17092 
United States educational, scien- 
tific, and cultural motion pic- 
tures and film-strips selected 
for use abroad, catalog. 


Current fishery statistics, .S. 
i 16370-371 


Custer County, Dak., beryl de- 
osits of Beecher no. 3-Black 
iamond pegmatite 

Customs Bureau, employees claims 
for overtime pay, report 

Customs Court: 

— employees— 
w 





16600 


16598 





16611 





coordination, 





16074 


Customs Service, inspection stations 
at Cordoba Island, agreement 
with Mexico 

Cut Bank, Mont., railroad accident. 

Cylinder pressmen, see Pressmen. 

Cylinders, molded of concrete, com- 
pressive strength, investiga- 


Cyprus, sending gift packages to-... 16405 
Czechoslovakia : 
agricultural economies, notes 
parcel operations, report 
provincial press summary-. 16564, 16577 
selected economic translations__- yt 


583 
United States exchange programs. 16203 
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D 


D.C. Transit System, Inc. : 
regulation of operation— 
hearings 


Pp 
D’Agostino, Mary, relief 
Dairy industry, see Dairying. 
Dairy products, Federal and State 
standards 1 
Dairy wastes, see Waste products. 
Dairying, small business problems, 


hearing. 1 
Dallas, Tex. electric facilities of 
area, map 163 
Damages, see Claims. 
Damping: 
lateral oscillatory, acceptable for 
airplane in landing approach— 
low amplitude, in yaw, wind-tunnel 
investigation of fuselage-tail 
configuration at Mach num- 
bers up to 1.10 
Dams, see names of dams or bodies of 


water. 
Daniels, Julia S., relief. 15609, 16039 
Days, see names ‘of special days. 
Daytona Beach, Fla., Solar Research 
Station, sea water conversion. 16486 
DDT, control of mosquitoes on your 
property 
Dealers : 
reserve income tax treatment, tran- 
sitional provisions, report... 15912 
secrap-steel, technological and com- 
petitive problems, hearing_._._. 16227 
Death : 
infants, United States, etc., 1957, 
netional summaries 16950 
16958 


maternal, 

1957 
infant, childhood, and 
mortality, statis- 











16866 


perinatal, 
maternal 
tics 15492 
rates ton selected causes by age, 
color and sex, United States 
and each State, title page and 
contents 16955 
Debt 
Gacharneabitity, determination by 
bankruptcy court, report___. 15883 
money supply and debt manage- 
ment in relationship to eco- 
nomic conditions, hearings__ 
see also Public debt. 
Decay (radioactive) : 
fission products decay energy, lit- 
erature search a 
Yb-169, nuclear energy levels and 
metastable states 
Decisions, see names of courts, etc., 
rendering decisions. 
Decorations of honor, see names of 
decorations, or persons to 
whom presented. 
Defense, see Civilian defense—Na- 
tional defense. 
Defense contracts, see Government 
contracts. 
Defense Department: 
additional administrative, scien- 
tific research, etc., positions, 


15754 


15421 





15403 


law 
sah cegthitiona 1960, law 
cataloging manual M (series)_--- 
DOD pamphlet 
Federal catalog system, 
organization, etc 


history, 


general counsel, nomination of J. 
Vincent Burke, Jr., hearing... 16193 

military standards___..----- 16241-248 

prescribe standards for access to 
classified information by de- 


fense contractors, report 15877 


Do not order from index; see indicated entry 
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Entry 


Defense Department—Continued 
public works projects moving costs 
of tenants, extend time f 
filing applications, law 
ae —_ astronautic research, 


buinan Mobilization Office, see Civil 
and Defense Mobilization Of- 


fice. 
Defense production act, see Produc- 


on, 
Defense Production Joint Commit- 
tee, hearing 
Deflectors, spoiler-slot, configuration 
on 35° sweptback wing, 
vestigation at high su 
speeds lateral-control, ete. 
Degrees (colleges, universities, etc.) : 
master of arts in education from 
Teachers College, con- 
ferring— 
law - 15663 





Delaware : 
oyster industry, assistance to, re- 


0 
women, legal status 
Delinquent children, see Juvenile de- 
linquency. 
Dental care, see Dentistry. 
Dentistry : 
conference of State and territorial 
directors with P.H.S. and Chil- 
oe Bureau, 1959 proceed- 


ing! 
dental “health stamp ~ dedication 
(address) 17014 
prepaid dental care, glossary of 
terms 17057 
public assistance program of Wash- 
ington State Dental Service 
Corporation, report 1 
St. Louis Labor Health Institute, 
Ame care in group purchase - 


7048 








7039 


Denver fo Colo. : 
property adjacent to Rocky Moun- 
tain Arsenal, quiet title and 
possession— 


Deportation, cases suspended 

Depots, see Storage. 

Depreciation, capital equipment, tax 
allowance policies, effects on 
small business, hearing 


Deett Suanptiatler of Currency, see 
ere of Currency. 

Desalting of sea water, see Sea Water. 

Detective agencies, misuse of names, 
emblems, and insignia to indi- 
074 Federal agency, amend 

Code, law 
Deters and _ teleology, 


Detonations, see Nuclear explosions. 
Detroit, Mich., electric facilities of 
16336 
De Ullmann, Peter F., relief. 15580, 16018 
Deuterium : 

polarization of neutrons from D 

(dn) He® reaction 

transport through metals 

Dibutyl phosphates, see Butyl phos- 


phates. 
Federal 


Dictionary stands, wood, 
ta 


Diesel engines, multifuel, final report. 17140 


Diffusers : 
subsonic, Mach number as super- 





sonic-inlet control parameter. 16793 


Do not order from index; see indicated entry 


Diffusers—Continued 
supersonic— 
air inlet, pressure recovery at 
Mach numbers between 1.42 
and 
preliminary investigations 
high Mach numbers 
Diffusion, bonding, fundamentals, 
progress report 
Digital computers, see Electronic com- 
puters. 
Digital’ start-up control for aircraft 





Dimension stone, see Stone. _ 
enka vibration spectra, 


Dipole “elds and normal modes in 
a ype garnet 
Directional resistivity measurements 
in exploration for uranium de- 
posits on Colorado Plateau 
Directories : 
education, 1958-59 
education associations 
education, 1959-60 
higher education 
labor offices in United States and 


Canada 
school and college personnel work, 
preparation programs and 
course offerings, 1959-60 
Soviet scientific personalities and 
organizations 
Disability insurance, quarters of cov- 
erage, change rule for credit- 
ing, report 
Disabled : 
health benefits program for retired 
Federal employees, hearing. 
police and firemen relief or retire- 
ment compensation of former 
members and their widows, 
widowers, and children, in- 
crease, report 
Disarmament : 
oe test ban negotiations, hear- 
n 





promoting peace through | reduction 
of armaments, report 
Disasters : 
hay harvesting from conservation 
reserve acreage to alleviate 
hardships, hearings 
Texas City disaster claims act, 


Disbursing officers, Navy disbursin 
system, comptroller manual_ 

Disbursing offices, Navy disbursing 
system, comptroller 


Discharge of indebtedness, see Debt. 
Diseases, medical statistics, report of 
rt ane general of 

195 


see also names or classes of dis- 
eases. 
Diseases of animals, 
Soviet abstracts 
Disputes, see Industrial arbitration. 
Dissertations (academic) : 
for degrees in science and engi- 
neering in USSR institutions, 
list 166: 
Distribution (economics), see names 
of commodities. 


Entry 


16753 
16769 
15417 


15414 


16540 
16990 


16463 


7000-1 


farm animals, 
16 


34, 16545 


Distributive education, supervision to - 


improve instruction 
District courts: 
New York, records, preliminary in- 
ventory 
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INDEX 


Entry 


District courts—Continued 
Oklahoma, eastern district, waive 
sec. 142, title 28, U.S.C.— 


15730 
reports 15805, 16154 
peremptory challenges in_ civil 
cases to multiple plaintiffs, 
law 15647 
see also Judges. 
District judges, see Judges. 
District of Columbia: 
alcoholic beverage 
amend, 
electric facilities of area, map____ 16335 
ambling, law, amend, report 15868 
ome rule, comparative analysis of 
bills pending before House of 
Representatives 
income and franchise tax act of 
1947, amend to exempt certain 
Government employees, report. 16143 
indecent publications, law, amend, 
report 15868 
information guide, Army personnel 
reporting for duty in Washing- 
ton and vicinity 
laws relating to perpetuities, re- 
straints or alienation, etce., 
exempt pension and other em- 
ployee trusts, law 
insurance companies, allow 
loans to 75% of real estate 


15694 
16141 


15720 
16163 
Municipal Court Domestic Rela- 
tions Branch, adjudicate prop- 
erty rights in certain actions— 


control 


15941 





15377 


15612 
life 


Dp 
Metropolitan Police band director, 
swcmmaneas compensation, law_ 


15622 
15828 


16137 


report 

nurses, education, examination, li- 
ecensing, ete., report 

persons defending actions on be- 
half of minor, give releases of 
liability, etc., 

planning budgets for metropolitan 
area, 1955-59, analysis 

police, firemen, etc., relief or retire- 
ment compensation of former 
members and their widows, 
widowers, and children, in- 
crease, report 16164 

postal service scheme 17022 

property of VF'W, exempt from tax- 
ation— 


15636 
16231 


15698 
16140 


publications, price list 17032 


registration of births, amend act, 
report 
sightseeing business, 
competition— 
hearings 
report 
stadium construction, ete., amend 
act— 


insure fair 


teachers, retirement, credit educa- 
tional leave, report 
District of Columbia Committee, 
House: 
comparative analysis of home rule 
bills pending before House of 


Representatives 
reports 15828, 15868, 15927 
of Columbia Committee, 


District 
Senate, reports 6136-143, 
16163-164 
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Entry 


Distrias of Columbia Teachers Col- 
ege: 
conferring degree of master of arts 
in education— 


Ditching, see Landing (aircraft). 

Divers, diving manual 

Dobarganes y Torres, Gerardo R., 
confer citizenship posthumous- 
1 15563, 16012 

Dobriansky, E., consultation 

with staf. of Un-American Ac- 

tivities Committce 

Documents Office, see Public Docu- 
ments Division. 

DOD, see Defense Department. 

Dogfish sharks, see Sharks. 

Dollars, purchasing power of con- 
—, dollars in U.S. cities, 
hea t., population, special cen- 

su 
Domestic 5 Ra Branch of Munici- 
pal Court for D.C.: 
jurisdiction to adjudicate property 
rights in certain actions— 


Doors, see Storm doors. 
Douglas fir, see Fir. 

Douglas fir beetles, see Beetles. 
Downwash (aircraft) : 

hovering vertical-take-off-and-land- 
ing VTOL airplane starts sur- 
face erosion of terrain 

Drag (aircraft) : 

Bell X-5 airplane in 45° swept- 
back configuration at _ tran- 
sonic speeds 

characteristics of auxiliary inlets 
at transonie speeds 

cowl pressure, of normal-shock in- 
lets at supersonic speeds, 
change with mass-flow ratio... 16755 

delta-wing fighter minimum drag 
reductions obtained from 
flight tests of rocket-boosted 
models and equivalent bodies 
eters Mach numbers 0.80 


558-I1 


16893 


16800 
16867 


research air- 


nd 
Soustas 
plane useneaks speeds, wing 
mounted external stores effect. 
external effects of short ejector, 


16801 


supersonic 

p 16813A 

lip bluntness and shape effect___ 16825 

parabolic afterbodies, effect of 
nozzle contour 1 

pressure, of 45° sweptback wing 
configuration, effectiveness of 
Mach number 1.0, 1.2, and 
1.41 fuselage indentations for 
reducing 

rocket-powered airplane having 
sweptback wing and inline tail 
surfaces 16 

swept-wing fighter-airplane with 2 
drag- rise-reducing fuselage, in- 
vestigations 

wave, applications of transonic 
and supersonic area rules at” 
prediction 

wave drag— 

axially symmetric flow over 
steps at transonic speeds with 
comparisons of estimated and 
experimental results 
coefficients, for delta wing with 

2 airfoil sections 


investigation at 


Do not order from index; see indicated entry 
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Drag (aircraft)—Continued 
wing inboard plan-form modifica- 
tion effects on lift, drag, longi- 
tudinal stability of rocket pro- 
— model with sweptback 
win 


effect of conical and flat sting- 
mounted windshields 
of body of revolution, transonic 
investigation of effects of semi- 
submerged store cavities and 
slots 
zero-lift wave, delta wings with 
constant and varying thick- 
REE EOS aE ES FEE NB 
Drainage, deep soil stabilization by 
vertical sand drains . 
Drill cores, concrete, compressive 
strength, investigation 
Drilling, deep core in ice, Antarc- 


Drugs: 
food, drugs, and cosmetics act— 
color additives amendments of 
1959, report 
enforcement regulations, general, 


ment of 7-year plan 


Entry 


16855 


16864 


16762 


16811 
17165 
16275 
16269 


16073 
16393 


pharmacology, ‘Soviet abstracts... 16584, 
16591 


see also Narcotics. 
Ductility : 
ceramics— 
factors affecting plasticity of 
sodium chloride, lithium fluo- 
ride, and magnesium oxide 
single crystals 
introductory study in polycrys- 
talline sodium chloride and 
magnesium oxide 
Ducts (aircraft) : 
inlet, unequal air-flow effect on 
erformance of axial-flow tur- 
ojet engine 

Duluth, Minn., electric 
area, 

Durant, Okla. : 

distriet court, remodeling of post 
office building— 
law 
reports 

Duties, see names or classes of ar- 
ticles imported. 

Duval Sulphur & Potash Co., potash 
mine and refinery, electric- 
power-distribution system, de- 
scription 

Dwellings, see Houses. 

Dwyer Flying ‘Service, 


dent 
Dyberry Creek : 
dam and reservoir, designate Gen- 
eral Edgar Jadwin Dam and 
Reservoir— 


Ine., acci- 


report 
Dynamic stability, 
aircraft. 


see Stability of 


Bi) 


Ear Mountain, tin placer and lode in- 
vestigations in area 
BHarnings, see Wages. 
Earth: 
motion measurements, caused by 
underground nuclear detona- 
tions— 
seismic studies and cavity studies 
surface and subsurface strong 
motion measurements 


Do not order from index; see indicated entry 


16901 


facilities of " 


16697 


16720 


15405 
15406 





Earth—Continued 
motion studies, caused by under- 
ground nuclear detonations— 
medium studies 
surface motions 
temperature, periodical heat flow 
in stratified medium with ap- 
plication to permafrost prob- 
lems 
Earthquakes: 
Hebgen Lake, Mont., 1959 
United States, 1957 
Earths, see Rare earths. 
East (Far East) : 
oriental arts, Islam and the Hast__ 
waters, chemical research, USSR__ 
Bast (Middle Bast) : 
Near and Middle Eastern series___ 
oriental arts, Islam and the East__ 
Soviet economic penetration, study 
East (Near East) : 
Near and Middle Eastern series___ 
oriental arts, Islam and the Hast- 
East Germany, see Germany. 
Eber Bros. Wine & Liquor Corp., 


investigations of boll weevil, Tal- 
lulah, 

Sheepscot River estuary 
Economic assistance, see Foreign aid. 
Economic conditions : 

free enterprise in economic growth 
(address) 

international influences on 
ican economy, hearings 

money supply and debt manage- 
ment relationship, hearings__ 

rising economy (address) 

Soviet economic penetration in Mid- 
dle East 

strengths and weaknesses in gen- 
eral economy for 1960 (ad- 
dress) 

United States, comparison with So- 
viet economies, papers sub- 
mitted in subcommittee study— 

world trade information  serv- 


Entry 


15408 
15407 


16462 
15540 
15541 
16453 
16542 
17096 
16453 
15996 
17096 
16453 
15776 


15334 
16391 


15544 
15754 
15754 
15453 
15996 


15554 


15753 


16419-420 


see also Negroes—also names of 
countries, States, etc. 
Economic cooperation series 

meee ° Joint Committee, hearings, 


1575 


Economic policy : 
achieving winning 
(address) 
employment act of 1946, amend, 
answers to inquiries 
Economics of forage production in 
mountain meadow areas of 
Colorado, progress report___ 
Ecuador: 
sending gift packages to 
tourist attractions, economy, 
(remarks) 
weather stations, agreement 
Education : 
adult, resources and program ideas 
for local planners, ete 
beyond high school, community 
action to promote 
children in federally affected areas, 
ete., provide when public 
schools close because of deseg- 
regation, report 
directory, 1958-G0. ..._......- ait 
education associations 
directory, 1959-60 
higher education 
exchange programs— 
coordination, ete., hearing 
report to Congress, semiannual_ 
State Dept. operations report__ 


combination 


3-756 


15542 


15945 


15282 
16406 


15547 


17113 


16258 
17068 


16256 
16256 
16257 
16257 


17092 
15767 
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Education—Continued 
facilities for primary schools, eco- 
nomic assistance agreement 


with Turkey 
higher education directory, 1959- 





Indians, questions and answers___ 
motion pictures and filmstrips se- 
lected for use abroad, catalog_ 
professional nurse _ traineeships 
evaluation conference— 
facts 
source book 
prospective students from other 
countries, guide 
publications of Education Office_-- 
scientific manpower program, re- 


port_. 
use of land conveyed to Louisiana 
State University and Agricul- 
tural and Mechanical College— 
law 
report 
war orphans educational benefits, 
extend to children of Spanish- 
American War veterans— 
law — 
repo 
see also Distributive education— 
High schools—Military educa- 
tion—Personnel services in 
education — Teaching—Voca- 
tional education—also subjects 
taught. 
Education Office : 
bulletins 1959 series 
circulars 
miscellany series 
publications 
Educational associations, 
1958-59 


Eggs: 
eggs — poultry, 
r 























16249-250 
--- 16251-—255 
16259 








directory, 


conference re- 


Bisenhower, Dwight D., see President 
of United States. 

Ejectors, external-drag effects and 
pumping characteristics, inves- 
tigation at supersonic speeds_ 16813A 

see also Air ejectors. 

Elections, Federal records, Attorney 
General power to inspect, re- 


port__ 

Blectric apparatus and appliances, 
household, foreign market sur- 
vey 

Blectric gages, strain, adhesives for 
attaching to plastics 

Electric power, see Electricity. 

Electric railroads, transport 
tistics, 1958 

Electric resistance, directional, meas- 
urements in exploration for 
uranium deposits on Colorado 
Plateau 

Electric utilities, cooperatives and 
municipalities, survey, small 
nuclear reactors feasibility___ 

Electric wire and wiring, telephone, 
RBA station installation hand- 
book 

Electricity : 

Bonneville power generation and 
sales statistics 
electric-power-distribution system, 
otash mine and_ refinery, 
uval Sulphur & Potash Co., 
Carlsbad, N. Mex 
hydroelectric power development, 
laws, compilation 


15806 





15449 
17007 


sta- 


16463 





15434 
17069 


15438 


16697 
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Electricity—Continued 
hydroelectric power small projects 
exempt from licensing provi- 
sions of Federal power act, 
report ” 
national electric rate book____ 
principal electric facilities, map— 
Alaska, Hawaii & Puerto Rico_. 
Great Lakes States 
North Central region 
Northeastern region 
Northwestern region 
South Central States 
Southeastern region 
Southwestern region 
prohibit withdrawal of facilities, 
etc., without consent of Fed- 
eral Power Commission 
rural electrification act of 1936, 
interpretation, report 
rural electrification publications, 
price list 
typical bills, residential, commer- 
cial, industrial 
see also Thermoelectricity. 
Electrochemistry, mechanisms of 
noble-metal hydrogen systems_ 
Electronic computers : 
analog investigation of inertia 
coupling in rolling maneuvers 
of airplane configuration using 
variable-incidence wing as lon- 
gitudinal control 
digital— 
great circle calculations 
high-speed electronic printer___- 
Electronic equipment: 
administration and supply, Navy 
training manual 
components, printed circuits, prep- 
aration of standards and test 
procedures 
Electronic scientists, examination an- 
nouncement, discontinuance 





announcement 
Electronics : 
communications doctrine— 
C-E charts, symbols, etc., 
Force manual 
terminology listing, Air Force 
manual 
USAF, manuals 
Electrons, fast, energy dissipation, 
calculations and tabulations__ 
Electrotherapy, high-frequency, de- 
velopment of equipment, USSR 
study 
Elements (chemical), see Chemical 
elements. 
Ellison, Gladys M., relief 
El Salvador, see Salvador. 
a needle blight, ponderosa 
pine 


Entry 


16053 


16329-334 


16342 
16336 


16985 


16861 
16984 
15363 
16973 
15364 
15527 
15519 


15345 


15345-346 


16430 
266 


he ET th TE OE ITE Eo 16264— 


Emblems, misuse to indicate Federal 
agency, amend U.S. Code, law_ 
Embryology, research at Embryology 
Laboratory Institute of Ocea- 
nography Academia Sinica____ 
Emergency repatriation assistance 
act of 1959, see Repatriation. 
Emery County, Utah, uranium re- 
sources of Cedar Mountain 


acreage allot- 


preservation o 
ments, report 
Employee benefit plans, pensions and 
other trusts, exempt from D.C. 
laws relating to perpetuities, 
restraints on alienation, etc., 
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16553 
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Employee training : 
Labor Statistics 
report, 1959 
Mercer County, 
programs 
on-the-job training program 
Employees, see Railroad employees. 


Bureau program, 





Entry 


Employers, cooperation to help youth 46 


stay in school 
Employers liability and workmen’s 
compensation, radiation haz- 
ards, injury and compensation 
to employees in atomic energy 
installations, hearings, sum- 
mary-analysis 
Employment: 
uct of 1946, amend, answers to 
uiries. 
adult indians, amend act, report- 





15945 
16U0z 


coking industry, injury experience, . 


1957, aualysis 
fuel industries, minerals yearbook 
chapter 
growth and price levels— 
hearings 
questions on monetary policy and 
debt management 
study paper 
older worker problems, expert views 
summary paki : 
United States, effect of private for- 
eign investment, hearings---- 
Employment offices, farm labor inter- 
state recruitment referral 
standards, authority of Sec. of 














16691 
15754 


15755 
15756 


16216 
16196 


Labor to establish, opinion of a 


Attorney General 

Employment Security Bureau, BES 
series. 

Endocrinology, All-Union Institute of 
Experimental Endocrinology, 
proceedings of annual scientinc 
sessions, Mar. 23-26, 1959, 
thesis ats 

Energy, see Atomic energy. 

Engine fuel, see Fuel. 

Engineering : 

degrees defended by USSR educa- 
tional institutions, disserta- 
tions, list 
services in trade unions in Western 

Europe, seminar. 

also Mineral engineering— 

Radio engineering. 








see 


16545, 


16262 


16612 


16634 
16662 


Engineering and design, manuals-- as 


Engineering Psychology Branch, 
biblograpby 
Engineers: 
vareer opportunities— 
Civiliaus in Army Department-_ 
Yederal Government 
examination 
examination announcement, discon- 
tinuance notice 
see also Sanitary engineers. 








15390 
5951 
15980 


15528 


Engineers Corps, Army, manuals. 16264-266 


Engines, see Diesel engines. 
Engines (aircraft) : 
airworthiness, civil air regulations 
amendm 
jet— 
responses to abrupt throttle srepe 
as determin from flight 
tests .. 
thrust reverser effects on aerody- 
namic characteristics 
one-spool ducted fan designs, limi- 
tations, impesed by compres- 





16300 


16880 
16899 


sors and turbines at flight 
Mach numbers 0, 0.6, 0.8... 16797 
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Engines (aircraft)—Continued 
piston, summary of VGH and V-G 
data, 1947-58 
ram-jet— 
effect of immersed surfaces in 
combustion zone on efliciency 
and stability 
with convergent-divergent ex- 
haust nozzle, flight investiga- 
tion of pentaborane fuel in 
rocket ___ bisal 
rocket, propellant vaporization as 
criterion for design 
stall and flame-out resulting from 
firing of armament 
turbojet— 
altitude performance of 16 flame- 
holder and fuel-system contig- 
urations installed in tail-pipe 
burner. he 
altitude performance of tail-pipe 
burner equipped with variavie- 
area exhaust nozzle using sey- 
eral tuel systems and flame 
holders so padiens 
axial-flow, unequal air-tlow dis- 
tribution from inlet ducts, ef- 
fect on performance 
combined operations with and 
without atterburning for mini- 
os consumption in level 
gatu0is coos 
effect of inlet baffles on rotating 
stall, etc., of axial-flow com- 
_ pressor 
high-pressure-ratio Single spool 
acceleration as determined 
from component performance 
characteristics 
J47-GE-17, afterburner design 
variables, altitude evaluation_ 
J47D prototype with exhaust 
nozzle 
minimal maneuvers of high-per- 
formance aircraft in vertical 
plane 
optimum flight trajectories, ap- 
proximate solutions 
thermal-stress fatigue cracking of 
’ turbine buckets 
2-spool performance, effect of 
over-all compressor pressure 
ratio division 
used as pumps for boundary 
layer control, effects on engine 
performance = 
see also Rockets—Turbines. 

England, see Great Britain. 

Entomology : 

medical USSR 

_ 1917-57 diilihde 

radioisotopes uses, list of refer- 
ences 

Entropy, spinel minerals at 298.15°K, 
summary bailed 

Envelopes, dimensions, feasibility of 
specified length and width for 
1st and 3d class mail, Post 
Office Dept. report 

Environment, Alaska forest, effect of 
wild fires (remarks) 

Bpoxy resins for use on civil works 
projects, summary of data 
available as of Mar. 1, 1959_- 

Equal Job Opportunities under Gov- 
ernment Contracts Commis- 
sion, establish, report 

Equations, wave, calculating funda- 
mental solutions with tables_ 

Equations of motion, orbiting ve- 
hicle stability 

BHquilibrium, toroidal system 

Equipments, see Military supplies. 





























achievements, 











16921 


16785 


16781 


16771 
16766 


16924 
16922 
16917 


16783 


16787 
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Entry 
Erickson, Mrs. Leonard O., relief__ 15576, 
16017 


Espionage, laws, administration, in- 
vestigation, expenses, report- 


16087 
Estate = —% Inheritance and trans- 


Ethylene. } a sprays, use for 
controlling bark beetles in Cal- 
ifornie 

Etiology, cuents, transportation, reg- 

by ICC. 


16441 
16126 





ul 
Evfaula, Okla. : 
parcpere of land owned by Creek 
Tribe of Indians— 
15702 


16107 
— electric facilities of 
map ~ 16338 


por 
Eugene, 
area, 
Europe: 
E + countries agricultural econ- 
CIEE, DOG micndiensinmonin 
Eastern, selected economic transla- 


lations 56: 
16566, 16570-571, 16583 
European and British Common- 
wealth series 
military bases, inspection report 
President Eisenhower's trip, Aug.— 
Sept. 1959 
Southern, military personnel 
U.S. ordered to task force, 
Italy, helpful hints, 
pamphlet 
trade union research and engineer- 
ing, services 
Western, survey of United States 
Information Service opera- 
tions, report 16189 
Eutectics, aluminum-silicon, 
16989 


Everglades City, Fla.: 
land exchange with Collier Devel- 
opment Corp.— 
15637 


16068 





16396 


17087 
15940 
17090 


15585 


16662 


Everglades National Park: 
land exchange— 
15637 
reports 16068 
Examinations, see Civil service. 
Excess property, see Surplus prop- 
erty. 
Exchanges, see Foreign exchange. 
Exchanges (international), see Inter- 
national exchanges. 
Excise taxes, see Internal revenue— 
also names of items taxed. 
Executive Papers, Joint Committee 
on Disposition of, reports--_. 15915, 
15917 
Exhaust nozzles, see Nozzles. 
Exhibitions : 
Century 21 Exposition, naming, ex- 
penses, ete.— 


report 
international, desirability 
ing in U.S., report 
works of art and other material, 
liberalize tariff laws, report— 

Expenditures, see subject for which 
expenditures are made. 

Experiment stations, see names of 
stations. 

Explorations, minerals, remove lim- 
itation on deduction of ex- 
OO. ee SS 

Explosions : 

biological 
nomena, 
Texas City claims, 
amend act— 
law 


of hold- 


15841 


effects of blast phe- 
hearings, excerpt_-- 
“compensating, 


15422 


15745 


see also Nuclear explosions. 
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Explosive presses, research tool in 
gan behavior and form- 
ng on 
Explosives : 
industrial, consumption in 1958__ 
transportation, revise act, report. 
Export-Import Bank of Washington: 
Sn 1960— 
earings 
reports 
mutual security 
1960, report 
report, 1959 
Exports: 
relation to U.S. production, 1958, 
comparisons with previous 


y 
Sethl 27608 OF TF an noemeanas 
see also Commerce—also names of 
countries, ete. 
Expositions, see Exhibitions. 
Express company, see Railway Ex- 
press Agency, Ine. 
Extension work, supervision, criteria 
and performance_____----__-_ 16315 
see also subjects. 


17004 


16713 
16126 








amichs Seas 
15930, 16167 
appropriations, 


16425 
16426 


F.P.C. R_ series 
FAA, see Federal Aviation Agency. 
Facts for industry (Census Bu- 
15470-481 
Faculty (schools) : 
colleges and universities, personnel 
and instructional practices __- 
Faculty of Social Science, communist 
training operations, hearings— 
Fairs: 
international, desirability of hold- 
ing in U.S., report 
World's fair, New York, 1964, invite 
foreign countries to partici- 
pate, report 
Fallout, see Radioactivity. 
Families: 
feeding problems reported by home 
demonstration club members__ 
household consumer purchases of 
canned fish 
Far East, see East (Far East). 
Farm animals, see Livestock. 
Farm buildings, sheep self-feeder, 
15326 


15474 
15457 


16250 
15973 


16086 


15873 


16316 
16384 


Farm implements and machinery : 
facts for industry, 1958 
world survey, Asia 
Farm income, see Income. 
Farm labor: 
local and national interest (ad- 
dress) 
Mexican farm labor program, report 
of operations 
migrant, recruitment, authority of 
Secy. of Labor to establish 
referral standards, opinion of 
Attorney General 16637 
migratory farmworkers, changes in 
New York State 15283 
(paper) 15294 


in 
machinery, see Farm imple- 
ments and machinery. 
Farm management, see Farms. 
Farm mechanics, see Mechanization. 
Farm products, see Agricultural prod- 
ucts. 
Farmer Cooperative Service, FCS edu- 
cational circular 
Farmers: 
equitable treatment under » 
act— 


16644 
16263 


underemployment 


Farm 


sil bank 


156: 
15818, 16065 
what they should know about bio- 
logical warfare 


Do not order from index; see indicated entry 








NoveMBER 1959 


Entry 
Farmers’ bulletin 
Farmers’ cooperative organizations : 
co-op role in Federal milk orders__ 
integration of production, market- 
ing, etc., operations, review of 
aR a aad a Sn eden 16279 
news for farmer cooperatives, re- 
rints 16279-280 
Farmers Home Administration, rec- 
ords, preliminary inventory_. 16934 


16280 


Farms 
irrigation methods in West 
management, publications, 


real estate taxes, 1958 
replenishing underground water 
supplies 
FAS-M series 16394— 395 
Fatigue of materials, see Strains and 
stresses. 
Fats: 
industry, capacity and processing 
15322 


16394 
Fatty aciis. collectors for iron oxides 16722 
Federal, see headings beginning 
Federal — Government — Na- 
tional—Public. 
Federal agencies, see Government of 
fices. 
Federal aid, see Grants-in-aid—also 
subjects 
Federal Aviation Agency : 
civil aeronautics manuals__.. 16281-—295 
civil air regulations, amend- 
16296-305 
electronic technician examination 
announcement 15519 
technical standard 
(series) 
use of certified mail for service of 
process, law 
Federal Board for Payments to Local 
Governments: 
establish— 
minority views 


order 


16113 
16113 


Federal Communications Commis- 

jurisdiction over community an- 
— television systems, re- 
16144 

re- 
16048 


ort 
negudseany authority, expand, 
port 
Federal Contributions to State and 
Local Governments Commission, 
establish, minority views__-~-_~ 
Federal credit unions: 
act, amend— 


16113 


15718 
16084 
Federal Deposit Insurance Corpora- 
tion, report series 
Federal employees, see Government 
officials and employees. 
Federal Extension Service,  cir- 
cula 16315-317 
Federal home loan banks: 
act, amend— 


5714 
Cg a eee 15798, 16080 
directors, increase number— 


16314 


Federal Housing Administration : 
FHA story in summary, 1934-59__ 
mortgage insurance authorization 
increase, message from the 
President 
technical circular 
Federal lands, see Public lands. 


16320 
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Federal Maritime Board: 
procedures for determining foreign- 
flag affiliations of subsidized 
See hearings 
SP s 
Federal, ‘National Mortgage Associa- 
on: 


mortgages, exchange for U.S. 2 
percent treasury bonds 
nonrefundable capital contribu- 

tions, income tax treatment, 


Federal Power Commission : 
approval requirement for with- 
drawal of facilities, report... 16051 
forms and publications lists 16327 
GS Ue a 16328 
laws compilation 
reports, opinions, 
orders, bound 
Federal property and administrative 
services act, see Public prop- 


erty. 
Federal Radiation Council : 
establishment— 


15737 
15880, 16114 
"Republic of Germany, see 
yermany. 
Federal reserve chart book on finan- 
cial and business statistics, 
historical supp 
Federal reserve par list..._....___-_ 16343 
Federal. Reserve System Board of 
Governors, regulation series. 16348 
Federal ship mortgage insurance, 
issuance on fishin vessels, 
clarify functions of Interior 
Dept., report 
Federal specifications, see Govern- 
ment supplies. 
Federal standards 16351-364 
Federal-State relationships in atomic 
energy field, hearings 1 
Federal supply schedule 
contractors, gasoline 
t 


lis 
Federal Trade Commission, 
amend, hearings 
Federation of Malaya, see Malaya. 
Feeders, sheep, farm building plan__- 15326 
Feeding the family, some problems 
reported in national study of 
home demonstration club mem- 
| eked ingietad Sees Cee SNe ee 
Fees: 
attorneys and bankruptcy proceed- 
ings, court to examine, report- 
marshals, amend U.S. Code, 


rep 
weteret” 


16316 


15835 


D 
trustees in bankruptcy closing fees, ‘ 


ete., increase, report 
Fellowships, awarded by N.I.H., 1959. 16947 
Females, see Women. 
Fenderich, Charles, catalog of work. 16675 
Ferrante, Giuseppa, relief_._.._ 15570, 16026 
Ferrites, copper. low-temperature 

Og. OY a eae ee 16726 
Ferroalloys, minerals yearbook chap- 

t 


Fertilizers : 
commercial, consumption in U.S._- 
uptake, radioisotopes uses, list of 
oS eee 15419 
Festivals: 
Pacific, San Francisco, 1959, Presi- 
dent to invite foreign coun- 
tries to participate— 


15280 


15638 
Po TEE, SEE 15787, 16085 
Fetal death, see Still-birth. 
Fetus, maternal disorders related to 
fetal stress, etc., selected ref- 


erences 17052 
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FHA, see Federal Housing Adminis- 
tration. 
Fibers : 
liberation, classification bulletin__ 
man-made, woven goods furnished, 
facts for industry 
see also names of certain plants, 
textiles, ete. 
Field service compensation act of 
1955, see Postal service. 
Fighter planes: 
delta-wing— 
minimum drag reductions ob- 
tained from tests of rocket- 
boosted models and equivalent 
bodies between Mach numbers 
of 0.80 and 1.64 
modified, transonic trim change, 
= of lower-surface spoil- 


ealeae 
qualities 
jet, maneuvers in relations to han- 
dling qualities and calculated 
dynamic characteristics 
lateral-oscillatory characteristics 
flight study of effects on track- 
ing performance 
rigid force control stick used with 
electronic control systems, 
flight investigation 
supersonic airplane with external- 
flow jet augmented flap in low- 
speed flight, wind-tunnel in- 
vestigation of aerodynamic 
characteristics 
swept-wing— 
45°, static longitudinal and lat- 
eral aerodynamic characteris- 
tics, effects of external stores_ 
45°, static longitudinal, stability 
and control 
jet, factors affecting choice of 
minimum approach speed for 
earrier-type landings 
with 2 drag-rise-reducing fuse- 
lage, drag investigation 
with vertical tails, lateral sta- 
_— and control characteris- 


low-speed 


Filing cabinets: 
steel— 
card size, 
standard 
legal and letter size, 
Federal standard 
map and plan, Federal stand- 
ard 
Filmstrips, United States educational, 
ete., selected for use abroad, 


desk use, Federal 


vertical, 


Finance: 
agriculture balance sheets, 1959__ 
city finances 
city a. 1958, compen- 


current expenditures per pupil in 
Ventas schools, urban systems, 
flow of ~s savings and invest- 
ment, quarterly presentation. 
governmental, census of govern- 
ments, 1957 
governments, 
census 
interest rates and financial man- 
agement (address) 
maintaining policies to preserve 
stron currency, ete. 
— 
receipt: 
1958" ‘and 1959 estimates 
1959 and 1960 estimates 
rural school, U.S., 1955-56, 
lected indexes 
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17011 
15473 


16834 


16868 
16865 


16817 


16746 


16913 


16890 


16839 
16827 


16860 
16818 


16828 


16358 
16359 
16360 


17149 


15305 
15465 


15465 





Finance—Continued 
cas Federal reserve chart 


Finance "Caminiiten, nae 


reports 
16120, 16128, 16135, 


7, 16055-—56, 


16182 


47, 16128 


Financial statistics, see ny 

Fine Arts Commission, 16th report, 
print as document, report. __ 

Finland, import tariff system 

nara Cecil E., relief 

Douglas— 
salvaging old-growth with mobile 
high-lead yarder, yarding and 
loading costs 
small seed trap performance in 
California 

Fire clay, see Clay. 

Fire Defense Advisory Committee, 
National fire defense policy _ 
(address) 

Fire Department of D.C., relief or re- 
tirement compensation of for- 
mer members and their wid- 
ows, widowers, and children, 
increase, report 

Fire-fighting apparatus: 

aboard vessels, Coast Guard to 
prescribe regulations, law--- 

coal mine facilities compared with 
other industrial plants 

Fire protection, see Fires. 

Firemen (firefighters) : 

social security coverage in Cali- 
fornia, Kansas, North Dakota, 
Oklahoma and Vermont, law_ 

Fires: 

behavior tainies course at Alex- 
andria, La., 1959 

coal mine firefighting facilities com- 
pared other industrial 
eosin ice enarapeel wp acisenaned 

contiel policy in civilian defense 
(address) 

see also Forest fires—Mine fires. 

First Baptist Church of Plymouth, 
Mass., land sale, repeal act, 
law -- 

Fish and fisheries : 

Alaska fishery management and 
research, 1958, progress re- 








eanned fish— 
consumer purchases by family 
characteristics 


15649 


16437 


16700 
15507 


15712 


16388 


consumer purchases, June 1959_ 


retail prices, June 19 
chemical compounds formed during 
spoilage of fish 
Columbia River Basin resources, 
Interior Dept. to study, hear- 


commercial fisheries, sageninetees 
and officials concerned, 1959 
commercial fisheries review, sepa- 


current fishery statistics, CFS se- 
ries 

effects of insecticides, etc., Interior 
Dept. to continue studies— 





fishery leaflets 


cranes ep products, control of 


game fish, migratory marine a 


cies, research by Inter 


Do not order from index; see indicated entry 
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16372-8378 
16370-3871 


15644 


16380-385 
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Entry 


Fish and fisheries—Continued 
Gulf a 1958, annual sum- 


Gulf ar Mexico industrial fish, 
proximate composition 
Middle Atlantic States fisheries, 
1958, annual summary 
Pacific Coast— 
bounties to control depredations 
of dogfish sharks, report 16044 
chemical composition research_. 16378 
special scientific reports, fisheries 
series 16388—391 
see also headings beginning Fish— 
Fishing—also names or classes 


of fish. 
Fish and Wildlife Service: 
laboratories, research 
refuge leaflet 
regulatory announcement 
special scientific reports, pene 
ie 6388-391 
Fish as food, see Fish and a 
Fish meal, proteins, nutritional eval- 
uation of processing variables_ 
Fish nets, albacore gill nets, con- 
struction and catch selectiv- 
16376 
16378 


16371 
16375 
16870 





16377 


Fisheries, see Fish and fisheries. 
Fishery products, see Fish and fish- 
eries—also names of products. 
Fishing gear, spiny lobster, gear and 
fishing methods 
Fishing vessels : 
construction, assistance program— 
15803, 


Federal ship mortgage insurance, 
clarify functions of Interior 
Department, report 

Fishmeal, see Fish meal. 

Fission, see Nuclear fission. 

Fission products, decay energy, liter- 
ature search 

Fitness and the future 

Flaps (aircraft) : 

blowing, wind-tunnel test of air- 
model with unswept, aspect- 
ratio-10 wing, etc 

external-flow jet-augmented, in low- 
speed flight, wind-tunnel inves- 
tigation of aerodynamic char- 
acteristics of supersonic 
fighter-class airplane 

leading-and trailing-edge, 
boundary layer control, 
scale wind-tunnel tests 
trailing edge, flight evaluation of 
wing-shroud-blowing boundary- 
layer control system of F9F-4 
airplane 
Flies, ichneumonid, final instar larvae, 
description and classification__ 
Flight: 

evaluation of wing-shroud-blowing 
boundary-layer control system 
—" to flaps of F9F-—4 air- 


16098 


16874 


16890 


16919 


16754 


16953 


16754 


15355-356 
revisions 15353-3854 
study of longitudinal-control-system 
dynamic characteristics by use 
of variable-control system air- 
plane_ 
——— 
methods of reducing, 
sion 
Flight and analytical study of meth- 
ods for reducing automatic- 
interceptor tracking’ errors 
caused by target maneuvers__- 


16764 





aerodynamic heating, 
discus- 
16752 





16833 
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Flight investigation of aerodynamic 
forces on wing-mounted exter- 
nal-store installation on Doug 
las fs ieee research  air- 


plane 
Vlight investigation of centraily lo- 
cated rigid force contro! stick 
used with electronic control 
systems in fighter airplane___- 
Flight investigation of factors affect- 
ing choice of minimum ap- 
proach speed for carrier-type 
landings of swept-wing jet 
fighter airplane 
Flight study of effects on tracking 
performance of changes in lat- 
eral-oscillatory characteristics 
of fighter airplane 
Floating equipment, plant list, Engi- 
neers Corps manual 
Floods : 
floods of 1953 (series) 
United States, 1953, summary_--- 
watershed protection and flood pre- 
vention act, amend to provide 
loans for other projects, re- 


16803 


16913 


16860 


16746 
16266 


16470—-471 
16471 


western Oregon and northw estern 
California, Jan. 195 
Floor, Nancy M., relief 
Florida : 
fresh citrus sales organizations, 
analysis of returns and prac- 
tices 
tangelos, seasonal changes in fruit 
development, ete 
territorial papers, 1828-34 
Flow: 
air flow, unequal distribution from 
inlet ducts, effect on perform- 
= of axial-flow turbojet en- 
16779 
axial- eae limitations imposed on 
1-spool ducted-fan-engine de- 
signs by compressors and tur- 
bines at flight Mach num- 
bers 0, 0.6, 0.8 
axisymmetric 2-cone and isentropic 
nose inlets, performance char- 
| ee ee 
boundary-layer transition on flat- 
faced bodies of revolution at 
high supersonic speeds 
evolution of amplified waves leading 
to transition in boundary layer 
with zero pressure gradient___ 
external-drag effects and pumping 
characteristics of short injec- 
tor, investigation at supersonic 
OC hth deinieceeidcs ito ce 16813A 
free-stream properties, laminar 
skin-friction and heat-transfer 
parameters for flatplate 
hypersonic approximation, aspects 
of air-helium simulation 
hypersonic calculating surface pres- 
sures on blunt plates 
incompressible effects of moderate 
sideslip on flow fields near 45° 
swept-wing-fuselage combina- 
tion at low speed 
jet mixing, downwash from VTOL 
aircraft starts surface erosion 
of terrain 
measured and theoretical fields be- 
hind rectangular and triangu- 
lar wing up to high angles of 
attack 
shock-tube heat-transfer measure- 
ments on inner surface of cyl- 


15332 


16936 


16797 
16789 
16756 


16929 


16869 
16889 
16898 


16856 


16893 


16908 


su personic— 
ballistic-type missiles, investiga- 
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Flow—Continued 
supersoni 
blunt dimensional bodies, with 
cross sections, pressure distri- 
— at Mach number of 


canard-type control surface influ- 
ence in vicinity of symmetrical 


effect of boundary-layer transi- 
tion on average heat transfer 
to yawed cylinder 

interference effect of wing on fu- 
selage 


nose inlets, compressive 


about axially symmetric isen- 
ore spikes at Mach number 


theory, comparison with data for 

investigation of varying maxi- 

mum thickness position of 

GEA WERE 2 ecicwsnksniinne 

3-percent- ‘thick 60° delta-wing-body 

combination 

turbulent, shear, mixing of wakes_ 

windmills for reducing flow distor- 
tion, analysis 

Fluid-dy rey mechanism of meteorite 


po 
Wesseneant X-ray spectographic 
probe-design and applications_ 
Fiseriaks spills, field experiments on 
treatment with water or soda 


ash 
Fiuctwer, industry, investigation un- 
a sec. 332 of tariff act, re- 


ort 

Flutter sadeooudth 2 
panel, experimental and theoretical 
oo at Mach numbers 1.2 to 


pylon-mounted 
semi-span- 


wing 


ra 
awenthact 
tested as 


stores, 
wing and as full-span wing--_-_ 
FNMA, see Wodewal National Mortgage 
Association. 
Fog: 
observational instructions history— 
whiteout, investigations 
SF amaem Hydrographic Office, list_ 
‘ood: 
child feeding program, agreement 
with Italy 
child’s lunch, poster 
farm products marketing bill 
food, drugs, and cosmetics act— 
color additives amendments of 
1959, report 
enforcement 
eral, insert 
industries, ownership changes by 
purchase and merger 
marketing companies, diversifica- 
tion and structure 
needs, quality preparation, etce., 
yearbook of agriculture, 1959— 
departmental 
document edition 
problems, meal planning, etc., study 
of home demonstration mem- 
ee eee et) ee 
regional consumption, study 
surplus, distribution to needy, food 
stamp plans, hearings 
see also names of food. 
Food for livestock, sales of CCC com- 
modities in emergency areas, 


regulations, 


1 

Food preservation, see Food. 

Food stamps, program for distribu- 
tion of surplus foods to needy, 
hearings 
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16925 


16768 


16835 
16805 


16782 


16813 


16851 
16905 


16796 
17077 
_ 15433 
16724 


16816 
16863 


16838 


17160 
16268 
16477 


17115 
15267 
15250 
16073 


16393 


15308 
15762 





Football, organized professional 
teams, commercial activities, 
limit applicability of antitrust 
laws, hearings 
plants, Colorado mountain 
meadow areas, production, eco- 
nomics, progress report 
Forecasts, see Weather forecasts. 
Foreign Affairs Committee, House : 
hearing 
COO UL Bs a aii 15787, 
15855, 15862, 15872—875, 15897 
Foreign agents, registration act, 
amend, report 
Foreign Agricultural Service: 
agricultural attachés, assignment in 
U.S. without change of grade, 


report 19 

miscellaneous, FAS—M series. 16394-8395 

Foreign agricultural workers, see 

Farm labor. 

Foreign agriculture, see Agriculture. 
Foreign aid: 
economic 

with— 

Iraq, t termination agreement____ Eh ped 


Forage 


assistance agreement 


mutual ” security appropriations, 
96 


a rings 


la 15747 
penaat dua ondearkaadiae meas 15930-931, 16167 
special economic assistance agree- 
ment with Yemen 17117 
technical cooperation contracts of 
voluntary and non-profit agen- 
cies with ICA, status, report_._ 16490 
see also names of countries. 
Foreign Excess Property Office, import 
permits, investigation, hear- 
ES ER oF ORT ET reer 15946 
Foreign exchange, controls, Nica- ‘ 


Foreign ministers meeting, 
May-Aug. 19 

Foreign policy, see International re- 

lations. 

Foreign relations, see International 

relations. 

Foreign Relations Committee, Senate: 
hearings, ete 1 
reports 16085-86, 

16102, 16130, 16166, 16168 16173 


Foreign service: 
department and foreign service se- 
ries 17085 
retired officers, increase annuities, 
16102 
Foreign trade, see Commerce. 
Forest experiment stations, see names 
of stations. 
Forest fires, Alaska, ecological ef- 
Sécte (TOMER) 6c cin we 16672 
Forest lands, see Forests and for- 
estry. 
Forest pest leaflet 16429-430 
Forest planting: 
field tree survival, effect of stock 
treatment, tree planters’ 
16452 
sandwich planting and mechanical 
planting hole digger, tests in 
California 
tree planters’ notes 
Forest products, research programs 
to expand markets, etc., re- 


16443 
16452 


Forest Products 
rts 


re- 

16431-433 

Forestry Relations Division, annual 
report, 1959 17135 
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Forests and forestry : 
forest inventory statistics— 
Meigs County, T 
Rhea County, Tenn 
Yellow Creek Watershed 
forest survey release, Southern Sta- 


Tennessee Val- 
17136-138 
Intermountain 


t 
forestry bulletin, 
ley Authority 
mise. pub. series, 


oceasional paper, 
tion 


Oregon, southwestern, forest land a6 
research notes— 
Intermountain Station 
Pacific Southwest Station._. 16441-445 
research paper, Pacific Northwest 
Station 
southern forestry notes, Southern 
Station 
station papers— 
Northeastern Station 16439 
Rocky Mountain Station___ 16447-—448 
Susanville Research Center, guide 16434 
technical papers— 
Central States Station 
Pacific Southwest Station 
TVA activities, 1958-59 
see also Volume and yield tables— 
Wood lots. 
Fort Berthold Reservation, tribal 
lands, members to acquire, re- 
port 16110 
Fort Jefferson National Monument: 
memorial tablet to Samuel A. 


Mudd, erection— 
15666 


rt 16176 
Fort * eDermitt Paiute and Shoshone 
Tribe, see Paiute Indians— 
Shoshone Indians. 
Fort Peck Dam, Missouri River, 
Mont., modifications of control 
shaft, "tunnel 4 16272 
Fort Worth, Tex., electric facilities 
of area, map 16340 
Forwarders, see Freight forwarders. 
Foundations, see Charitable institu- 


tions. 
4-H -. camping, manual for lead- 
15327 
FPC R oetina 16328 
Frankford Arsenal, memorandum re- 
Ort We seties........---+=s 17005 
Franklin Delano Roosevelt Memorial 
Commission, appropriation, 
1960, proposal 
Frazer, Pa., railroad accident 
Free enterprise, see Laissez faire. 
Freer Gallery of Art, occasional pa- 


15993 
7 


16454 


earlond waybill statistics, 1958, 
animals and products____-~--- 
handling by motor carriers, cost-_ 

Freight forwarders: 
overseas shipments, clarify prac- 
— of governmental agencies, 


16493 
16501 


lay 
teanenaee statistics, 1958 
Freight rates, railroad earload ss: aye 
indexes, 1949-57 
Friction, see Skin ietied (aircraft). 
Frost, permafrost, periodic heat flow 
in stratified medium 
Frozen foods, fine quality preserva- 
tion research 152 
see also names or classes of foods 
frozen. 
Fruit, see Citrus fruit. 
Fruit-piercing moths of genus Gono- 


donta Hiibner 15330 
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Fuel: 
industries, 
juries, 


employment and _ in- 
minerals yearbook 


jet, JP-4— 
dispersion by atmospheric turbu- 
lence, evaporation, and vary- 
ng. rates of fall of fuel drop- 
Fe Te, en ae Oe 
droplets, free fall and evaporation 
in quiet atmosphere 
rocket performance of propellants, 
theoretical 
see also Fuel oil—Propellants— 
Reactor fuels—also names of 
fuels. 
Fuel elements, see Reactor fuel ele- 
ments. 
Fuel Elements Conference, papers__ 
Fuel oil: 
liquid fuels, injection and combus- 


16906 
16879 
16918 


tion 
Mines Bureau synthetic 
fuels program, 1941—55 
Fuels, see Fuel—Reactor fuels, 
Fuels Policy Joint Committee, see 
National Fuels Policy Joint 
Committee. 
Fumigation, soil, device for sealing 
I IT I Nh 
Functions (mathematical), see Math- 
ematics. 
Fungicides : 
effects on fish and wildlife, Interior 
; Dept. to continue studies— 
aw 


liquid 
1 


15644 
15816 


Fur, catch in U.S., 195 16392 


Furnaces, see Solar furnaces. 
Fuselage: 

Junction with sweptback wing in 
combination with  transonic 
area rule, investigation at lift- 
ing conditions of streamline 
contouring 

swept-wing combination at 
speed, effects of moderate side- 
sno on Sow Gelas_..__........ 

swept-wing fighter airplane, drag 
investigation 

wing-fuselage combinations 
sion of summary of 

16806 


16831 


16856 
16818 


loads 


Gabon, sending gift packages to_._. 16409 


Gages: 
plug, plain, eylindrical— 
go, military standard : 
not go, military standard 
plug, thread—— 
go, class X, military standard__ 
not go. military standard 
ring, thread— 
go (class X) etc., military stand- 


16245 
16246 


16241 
16242 


16243 
not go, military standard 16244 
see also Electric gages. 
Gaging stations, average discharge 
and change of storage, Pacific 
Northwest, 1943-57 
Gambling, forfeit property to D.C., 
report 
Game fish, see Fish and fisheries. 
Games, athletic, held for benefit of 
crippled or retarded children, 
exempt from admissions tax, 


16455 
15868 


Garden Key, Fla. : 
memorial tablet to Samuel A. Mudd, 
erection— 
7 15666 
16176 


Gardens, home and garden bulletin.._ 15309 
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Entry 


Gardner, Sylvester L., relief 

Garments, see Clothing. 

Garnet, magnetic resonance, 
fields and normal modes 

Gary, Ind., electric facilities of area, 


map_- 
Gas: 


Crow Reservation, grant to certain 
Indians— 
law__-- 
report___ 
lease terminated by ‘Land Manage- 
ment Bureau, omer 15599, 
780, 16003A 


leases, protection from snitedlahiod, 


15659 
15849, 15916, 16069 
rights to Alaskan 
hearing 
and ‘liquetied, 
1958___. 15471A 


dipole 
16990 


16336 











Dp 8 
quitclaim U.S. 
homesteaders, 

compressed 
facts for industry, 
Gasoline: 
service- station deliveries, 
tors, 


Gases, 


contrac- 


16349 
tax increase— 
law 15707 
message from the President___._ 15771 
PORTER idk ck tedliien bite 15876, 16128 
Oe, ee 15876, 16128 
General agreement on tariffs and 
trade, rectifications and modi- 
fications to texts or schedules, 
rotocols 
Edgar Jadwin Dam and Re- 
servoir: 
eine 


Genera 


Geumal Services Administration, au- 
thority to construct, alter, or 
acquire public buildings and 
grounds, law 

Genetics : 


ener ~ whl USSR 
t 


problems, 


Geneva, Switzerland : 
conference on discontinuance of nu- 
clear weapons tests, hearing__16202 
meeting of foreign ministers, 
May—Aug. 1959 17095 
Geochemistry : 
contributions to geochemistry 
(series) 6465-466 
uranium of Phosphoria formation. 16465 
Geodetic developments in People’s Re- 
public of China 16579 
Geography, see names of places. 
Geological Survey : 
16456-—467 
professional paper 16469 
water supply papers.._-_-_~-- 16470-475 
Geologists, examination announce- 
t 


Geology: 
airborne reconnaissance project, 
Ruby Range and Sweetwater 
Basin, Mont 15415 
contributions to economic geology 
(series) 16459-406 
contributions to geology of urani- 
um (series) 16457, 16467 
Horseshoe Atoll, Scurry and Kent 
Coubtics, (“en ..220 a nuad 16469 
Lake Mary quadrangle, Iron Coun- 
y, Mich 
Lodgepole Creek drainage basin__ 
marine, and submarine oil resources 


Mount Katmai area, 
publications, price list 
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Entry 


Geology—Continued 
uraniferous bog deposits, Pettit 
County, Kern County, Calif__ 
see also Phosphoria formation— 
Triassic period. 
Geophysics, experimental and theoret- 
ical geophysics (series). 16462-464 
Georgia Kaolin Co., relief_._._. 15610, 16004 
Germany : 
East— 
agricultural economies, notes... 16396 
bibliography 16676 
selected economic 
16566, TeoTl, 16583 


15416 


Federal Republic— 
atomic energy cooperation for 
mutual defense purposes, 
agreement 17107 
United States forces mainte- 
nance, costs, agreement. 17099 
Ghana, a cocoa crop spurs econ- 16808 


my 
Gift Pin see Inheritance and transfer 
tax. 
Gifts: 
sending packages to— 





Guatemala 
Iran__- 
Ireland 
Tsrael 


Philippines 
Singapore 
Turkey 
Gill nets, see Fish nets. 
Gim Bong Wong, see Wong, 


Bong. 

Glick, Zelda, relief. 
Gliders (aircraft) : 
airworthiness, 

manual 
Glossaries : 
Albanian statistical yearbook, 1958 
prepaid dental care 
Goddard, Robert H.: 
gold muon honoring— 











, 16020 


aeronautics 
16284 


16536 
17057 


civil 


15642 
16096 


ny ~ 16213 
Senateut moths, fruit-piercing 
moths, taxonomie study 15330 
Gorgas Memorial Laboratory : 
facilities construction, ete., appro- 
priations— 
hearing 
BA Wisistss 
maintenance and operation appro- 
priations, increase... 





15942 
15661 








15942 
law 15661 
Government: 
management of monetary fiscal and 
debt operations, hearings 
publications, price list 
see also headings beginning Fed- 
eral—Government—National. 
Government contracts: 
defense contractors security pro- 
gram, Secretary of Defense to 
prescribe standards, report... 15877 


15754 
17032 
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Government contracts—Continued 

gasoline service-station deliveries, 
contractors, list 

renegotiation act of 1951, text 
as amended 

Renegotiation Board regulations, 
amendment 

renegotiation, credit or refund of 
income taxes, extend period for 
filing claims— 


Entry 


16349 
15982 
17067 


Government supplies : 
Federal manual for supply catalog- 
ing, operating procedure 
Federal specifications 
Federal specifications and stand- 
ards, guide 
Federal standards 
Federal supply schedule 
special rations for Armed Forces__ 
see also Military supplies. 
Governments: 


Entry 


369 


16351-364 
16365-—368 


17062 


15645 


law 
15867 


census, 1957— 
governmental finances 
graphic summary 


topical studies 


Government offices : 15463 
certain executive positions, adjust 
15734 





pay law---- sla 
compensation for withholding State 
income taxes, prohibit, law_- 
executive branch— 
exempt employees from D.C. in- 
come and franchise tax act of 


Pp 
personnel administration, effec- 
tive system, report 
independent offices appropriations, 


, law 
information availability, etc., inves- 
tigation— 
report et 
views__-~ é os. 
names, emblems, and insignia, mis- 
use, amend U.S. Code, law-_-- 
organization for space activities, 
investigation, report 
overseas differentials and allow- 








15735 


16143 
16224 | 
15630 | 
15889 | 
15889 
15656 | 
16082 


Federal, State, local, problems, ad- 
visory commission to promote 
cooperation, etc.— 





: finances, compendium, 1957 census_ 
Grade crossipgs, see Railroad cross- 


ngs. 
Grading of commercial products, see 
names of products. 
| Grain: 
aeration systems in Corn Belt 
sales of CCC stocks to provide food 
for livestock in emergency 
areas, law 
standards, official, handbook 
| Granite City, UL, all-American city 
award (address) 
| Grants-in-aid : 
air pollution control research, etc., 


15463 


ances act, report 
records and papers, 
reports 
ee ~ th 


ng 
role in dissemination of scientific 
information, report 
supergrade and research-scientific 
positions in various Federal 
agencies, hearings 
Government officials and employees: 
classification act, amend, law---- 
group life insurance act of 1954, 
amend, law 
health insurance program— 
SRW emas pice 
report 
manpower utilization in Federal 
Government, hearings 


15789 
disposition, extend act— 


15915, 15917 | 
hear- 
159494 


15729 

15810, 15928 

awarded by N.1.8., 1959 16947 
crippled children services, 9 State 

programs, study statistics_._._._ 15486 
discretionary funds under Federal 
airport act, include Alaska and 

Hawaii— 





investigation, 


| 

7 | 

eect 15660 
15734 | 
| 
15741 | 
| 
| 


15746 | 15876, 16127 
15807 15876, 16127 


15955 | highway program, financing, amend 
retired, health insurance program, 


| act, 
hearing 16220 | 
withholding compensation for State 
| 
| 
| 


financing public child welfare serv- 
ices, 1956, statistics 
highway act of 1959— 
law 








15 
highways, Federal aid trust fund, 
proposed provisions 159 


juvenile delinquency prevention 


income tax purposes, amend and control— 
see also Civil service pensions— 

Holidays—also names of de- 
elu- 


professional nurse traineeships. 17049—-50 
school construction assistance act 
195 


16186 


partments, ete. where 
ployed. 

Government Operations Committee, | 

ouse : 

| 


15944-946 | State and local educational agen- 


“ cies, to effect desegregation, 
15889 report 16806 

15889; vocational training for adult In- 
Committee, | dians, amend act, report 16052 
Grapefruit, marsh, quality variations. 15252 

| Graphite, amorphous, temporary sus- 
pension of duty, report 15893 
| Grasses, lawn, description, etc_..... 15309 
16897 
16671 


Government Operations 
Senate: 
investigations and studies, inter- 
national health, etc., programs, 
U.S. participation, expenses, 
report__ sai 


IBMIOTILY VION E <nemceennneemes l= 
reports.. 16092-95, 16101, 6113, a 
6 


16088 | Gravity torque on orbiting vehicle___ 
16113 | Grazing, Interior Department deci- 
29 sions, 1936-58 
$4 | Grease, see Lubricants. 
| Great Britain: 
| Bahamas long range proving 
ground, Ascension Island sites, 
administrative arrangements 
agreement 17125 
copper industry, production, ete__._ 15447 





Government publications, price lists, 

Public Documents Division, 
PL series 170 
also names of departments, 
ete., issuing publications— | 
also subjects. 


31-34 | 
see | 
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Great Britain—Continued 
east coast of England, sailing di- 
rections, change 
European and British Common- 
wealth series 
Great circle calculations by digital 


Great Lakes: 
few ocean use— 





report 
Great Lakes States, principal electric 
facilities, map 
Great Northern Railway, railroad ac- 
cident 
Greece: 
atomic energy cooperation for mu- 
—. defense purposes, agree- 


wndiae pitt packages to 
Green Bay, Wis., electric facilities of 
area, map-- 
Greenland, ‘icecap, fog whiteout inves- 





Ground instructors, rating, civil aero- 
nautics manual 

Ground water, see Water supply. 

GSA, see General Services Adminte- 
tration. 

Guadeloupe Island, weather station, 
cooperative program, agree- 
ment 


Gua 
land, acquisition by Navy Dept.— 


Pp 

motorboat act of 1940, make appli- 
cable, report 

suits against, amend organic act— 


Guaranties and sureties : 
collection agencies, law 
mutual deposit guarantee funds 

tax exemption, report 

Guardian and ward, appointment of 
guardian to receive money and 
property in settlement of ac- 
tions on behalf of minors in 
D.C., 

Guatemala, sending gift packages to- 

Guayaquil, Ecuador, weather station, 
agreement with Ecuador 

Guidance, see Personnel services in 
education. 

Gulf, see name of gulf. 

Gulf ca waterborne commerce, 

Gulf Intracoastal Waterway, see In- 
tracoastal Waterway. 

Gulf States, fisheries, 1958, annual 
summary 

Gurman, Eva, relief 

Gusts, see Winds. 

Gypsy moths, general information__- 


H.O. publications 

H.S.S. series 

Hafnium, zirconium separation 

Haines, Alaska, aircraft accident--- 

Handbooks, see names of depart- 
ments, ete., issuing hand- 
books—-also subjects. 

Handicapped, President’s Committee 
on Employment of the Physi- 
eally Handicapped, minutes of 
meeting, 1959 

Handling equipment, 
handbook 
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16480 
17087 
16984 
15680 
15829 
16336 
16496 


17121 
16410 


16336 
16268 
16292 


16429 


16477-482 


16723 
15500 





Hanford Atomic Products Operation 
coextruded Zircaloy-clad full 
elements with integral end 
seals, development and prop- 
erties 

Hardware, Federal supply schedule_ 

oonte unaffected Su benzoic 
ac 





fetal “deaths, 1957, national sum- 
include in distribution of discre- 
tionary funds under Federal 
airport act— 
law — 
report 
infant mortality, 1957 
interstate highway 
study, law__ 
lights and fog signals, list 
maternal mortality, 1957 
mineral industry, minerals year- 
book chapter 
natality, 1957, 





extension, 





principal electrie facilities, map_- 
women, legal status 
Hay: 
harvesting from conservation re- 
serve acreage— 
| RE ee eee en 


Haydite, see Shale. 
Hays, Brooks, right of Dale Alford to 
seat in House, investigation, 


Health : 
oe. + pat expert view sum- 


Entry 


16693 
health information series_____ 17041-43 
Indians, questions and answers__ 6483 
international research act of 1959, 


international programs, 
ticipation, study expenses, re- 
port 
maternal and child 
services— 
1956 statistics 
1957 statistics 


health— 


1 
public, Azerbaydzhan SSR, immedi- 


ate 

aoe cantata 

yuadie” pealth in 
book review 

public health monograph series__ 

public health nursing service to 
patients 

technical cooperation achievements 
of ICA 

voluntary agencies, 
development 
1957 


bibliography se- 


Turkmen SSR, 


research 
expenditures, 


see also Mental health. 

Health and Medical Research Year, 
see International Public Health 
and Medical Research Year. 

Health insurance: 

program for Federal employees— 
law 
report 
program for retired Federal em- 
ployees, hearing 

Health physics, see Physics. 

Heat, = calculations in buildings 
an 

sce also Heat transfer. 

Heat exchangers, see Retorts. 
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Entry 


Heat transfer : 
areodynamic— 
bodies at angles of attack 16853 
heating data determined from 
free-flight rocket-model test to 
Mach number 3.64 
heating methods for reducing in 
supersonie flight, discussion._._ 16752 
hemisphere cylinder in free flight, 
measurements 16850 
highly polished hemisphere-cyl- 
‘Inder, free-flight investigation. 16852 
parameters for flat plat at hy- 
personic speeds in terms of 
free-stream flow properties___ 16869 
shock-tube measurements on in- 
ner surface of cylinder 16892 
ceramic coatings with high reflec- 
tivities and emissivities for use 
in aircraft power plants 15361 
condensation and boiling 15397 
effect of boundary, layer transition 
to yawed cylinder in super- 
sonic fi 16835 
effect of chordwise conduction on 
torsional stiffness of diamond- 
shaped ie | subjected to con- 
stant heat input 16883 
exploratory materials and missile- 
nose-shape tests in 4,000° su- 
personie air jet 16842 
formulas to determine transient 
temperature of thick walls 
with arbitrary time variation. 16743 
periodic flow in stratified medium 
with application to permafrost 
problems 16462 
transpiration-cooled strut-support- 
ed turbine rotor blades, de- 
sign 16790 
unsteady stagnation-point 16903 
unsteady vaporization near stag- 
nation point of blunt bodies__ 16885 
yaw effect, circular cylinders in 
hypersonic flow 16750 
Heating: 
aerodynamic— 
ballistic missiles, simulation of 
atmospherie entry 
behavior of several materials in 


supersonic air jet at 4000° 
F 16857A 





hemisphere cylinder in 
flight, measurements 16850 
highly polished hemisphere-cyl- 
nder, free flight investigation. 16852 
——- boost-glide reraft, 
esign aspects 16751 
Heavy water, power reactors, 
moderated, symposium 15427 
Hebgen Lake, earthquakes, 1959 15540 
Helicopters : 
certification and operation rules, 
civil aeronautics manual 16290 
hovering rotors, pressure fluctua- 
tions in slipstream, investiga- 
16916 
performance calculation at high 
tip-speed ratios, rotor theory. 16910 
rotor blade, effect of sharp-edge 
vertical gust on flapping an- 
gles and bending moments_.. 16877 
rotor, calculated and measured 
stall boundaries at advance ra- 
tios from 0.3 to 0.4 16900 
Helium : 
air-helium simulation and hyper- 
sonic approximations 16889 
polarization of neutrons 
D(d,n) He-3 reaction 15398 
polarization of neutrons from Li-7 
(pn) Be-7 reaction 





Entry 


Hemlock, extracts, decoctions, and 
preparations suitable for tan- 
ning, temporary free importa- 
tion, law 15653 
Henderson, Tenn., Bethel Baptist 
Church land conveyance, law. 15621 
Hepatitis, description, ete 17043 
Herbicides : 
effects on fish and wildlife, Interior 
Dept. to continue studies— 
Senet -- 15644 
report 15816 
Heredity, material basis theory, phil- 
osophical problems, USSR 
study 16603 
see also Genetics. 
Hermitte, Raul J. J., 16011 
High school pupils, see Youth. 
High schools, national stay-in-school 
campaign memo to employers... 16654 
Higher education, see Colleges and 
universities. 
Highways, see Roads and highways. 
Hingham, Mass., Naval Ammunition 
Depot, closing, investigation, 





Hired farm workers, see Farm labor. 

Histology, theories of A. A. Zavarzin 
and N. G. Khlopin USSR 
study 

Historic sites, see names of historic 


sites . 
History, Communist China, evalua- 
tion, translations from polit- 
ical and sociological publica- 


tions 
see also Military history—also sub- 


jects. 

Hockey, organized professional teams, 
commercial activities limit ap- 
plicability of antitrust laws, 
DORTINER ie nnrkdwkchitimebsn 

Hoffa, James R., improper activities 
investigation, hearings 

Hogs, see Swine. 

Holding companies: 

personal, income, exclude copyright 
royalties, report 

saving and loan, regulation to limit 
operation, law 

Holidays, Government employees, ab- 
sence from duty on certain 
days, 

Home Economics: 

feeding the family, problems re- 
ported by home demonstration 
club members 16316 
home and garden bulletin 15309 
home demonstration organization 


members, general characteris- 
16317 


Homes: 


serviceman, home-buying, informa- 
16321 


16328 
Homes (institutions), see Nursing 
homes. 
Homesteads : 
Alaska, mineral lands, quitclaim oil 
and gas rights, hearing 16208 
homesteading past and present--. 16673 
Horses : 
wild, use of aircraft or motor vehi- 
eles to hunt, prohibit— 
law 15618 
16078 
16469 
Hospitals : 
benefits for OASI beneficiaries— 
Siar PE SC iad mete yene tn ane li 15977 
hearings, additional copies, re- 
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Hospitals—Continued 
see also names of hospitals, 
places where located 
Hot Springs National Park, Army 
and Navy General Hospital, 
conveyance to Arkansas, law-- 
Houma, La.: 
navigation projects, declare nonna- 
vigable streams— 


or 


report 
Hours of labor, overtime pay, Cus- 
toms Bureau employees claims, 
report 
Administration 
House, reports 
15848, 15902-907, 159 


Committee, 


9, 


House 


INDEX 


Entry 


15688 


15616 


4 


0 ’ 
15914 


0 
House documents 15761-776 


House of Representatives : 
contested elections, Alford vs. Hays, 
investigation, report 
Members, telephone and telegraph 
allowances, changes— 





report 
House, reports 
private bills 
public bills 
Household appliances, see Electric ap- 
paratus and appliances. 
Houses : 
heat loss calculations 
prefabricated wood, facts for indus- 
try 
Housing: 
acts, amendments of 1959— 


ee eee 15833-8384, 
section by section analysis 
veto teal es 
aged, living arrangements, expert 
views summary 














public, programs, open occupancy 
trends Bie 
relocation housing questions and 
answers on section 221 of na- 
tional housing act 
Housing insurance, see Mortgage in- 
surance. 
Houston, Tex., electric facilities of 
area, map 
HSS series 
Hulls (aircraft) : 
stepless, hydrodynamic investiga- 
tion of Navy seaplane 
transonie seaplane design having 





15705 
16091 
15792 


15777—783 
15784-9383 


1573 


16145 
16195 
15991 


17059 


16323 


16340 


planing-tail hull, hydrodynam- se 


ic characteristics 
Human race, see Man. 
Hungary : 
agricultural economies, notes 
parcel operations, report 
provincial press, summary 16569, 
nited States exchange programs__— 
Hung-chi (periodical) : 
translations 16516, 
Huntley, Mont., school district No. 24, 
land conveyance, report 
Huntley project, land conveyance to 
school district no. 24, report. 
Hydraulic cement, see Cement. 
Hydraulics, research in United States, 
1959 


Hydrodynamics : 


1657 
16203 


16538 


15820 


Navy seaplane design equipped with 
1 


hydro-ski, investigation 
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Hydrodynamics—Continued 
supersonic multijet water-based 
aircraft with engines exhaust- 
ing from step, investigation 


Hydroelectric power, see Electricity. 
Hydrofoils, rough-water ditching in- 
vestigation of model of jet 
transport 
Hydrogen : 
noble-metal systems, electrochemi- 
cal mechanisms 
transport through metals 
mites we Office, 


Hydro-skis, see Skis (aircraft). 

Hygiene, see Health. 

Hygienists, all-Union and all Russian 
scientific societies joint plenary 
session, results..ccci..._.._ 

Hymenoptera, see Flies. 

or general characteristics, 

ete 

Hypersonic flow, see Flow. 


I 


I.C.A., see International Cooperation 
, Administration. 
ce: 

deep core drilling, Antarctica____ 

from Tuto tunnel and ramp, Thule, 
+> pana physical proper- 

UU ak ce devon reaneh nan hnnstciieneestboniaiil 
Ice breakers: 

Coast Guard cutters for Arctic and 
Antarctic region, construct 
and equip— 

hearings 

report 
Ichneumon flies, see Flies. 
Idaho County, Idaho, land, donate to 
; Nez Perce Indians, report. _ 
Illinois: 

Bi-State Development Agency com- 
pact, amend— 

law 
reports 

climate 

Wabash Valley water conserva- 

wa ete., compact, approval— 


16862 


169 
H.O. cng: 


15953 
15844 


16112 


15668 


15801, 16146 


17155 


15739 


ng ee ae DT 15799, 16070 


Hlinois Central R.R., accident 
Illinois Waterway, Lake Michigan 
water diversion increase, study 
; effect, hearings 
immigration and emigration: 
laws, amend— 


ice, inspection 
Cordoba Island, 
with Mexico 
Imports: 
articles repackaged in U.S., mark 
with name of country of origin, 
report 


stations at 
agreement 


see also Commerce—Tariff—also 
names or classes of articles im- 
ported—also names of coun- 
tries, ete. 

Improper Activities in Labor or 
Management Field, Select Com- 
mittee on, Senate: 

hearings 


port 
Income: 
accumulation, laws of D.C., exempt 
pension and other employee 
trusts, law 
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16226 


15727 


16156 


17116 


15856 
16426 
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Income—Continued 
aged, maintenance, 
summar 
derived from interstate commerce, 
State taxation— 


15793, 15865, 
improvement prospects in 


low-income areas (paper) — ~~ 
income rural areas, socio- 


expert views 





low 


economic aspects of manpower 
adjustments (paper 

tax return statistics, 
1957 


) 
individuals, 


Income tax : 
alien nonresident U.S. employees, 
exclude amount paid by U.S., 
report 
dealer reserves, time of reporting, 
amend internal revenue code, 
report “s 
deductions— 
charitable contributions, un- 
limited, amend internal revy- 
enue code, repo 
exploration expenditures, remove 
limitation, report 
supplemental unemployment, 
benefit trusts 
District of Columbia income and 
franchise tax act of 1947, 
amend to exempt certain Govy- 
ernment employees, report__- 
double taxation, convention with 
Belgi 
exchanges of U.S. 
treatment— 








obligations, 


Foleo “National Mortgage Asso- 
ciation, nonrefundable capital 
contributions to, treatment 
report 

life insurance companies, hearings, 
summary of recommendations. 

nonprofit organizations, mutual de- 
posit guarantee funds, exemp- 
tion, report 

overpayment resulting from renego- 
tiation, extend period for filing 
claims— 

law — 





personal exemption for children 
Ine placed for adoption— 


relma statistics, individuals, 1957_ 

seamen’s wages, prohibit arrest- 
ment under State tax laws, 
law 

small business 
status— 


corporations, 


TOPCO cinscnscensndaiwec lune 

small business, effects of Federal 
depreciation allowances on 
capital equipment, hearings__ 

State, on income derived from in- 
terstate commerce— 


State, withholding by Federal agen- 
cies, amend act, law 

stocks distributed pursuant to or- 
ders under eet laws, tax 
treatment, report 

stocks held at death under restricted 
— options, treatment, re- 


por 
Virgin Teande: limitation on reduc- 
tion, report 
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16216 


15639 
16047 

16047 
15294 


15298 


16487 


15821 


15912 


15830 


15841 
15895 


16143 


17111 


15711 


15860 
15984 


15823 


15645 
15867 





Indebtedness, see Debt. 

Independent offices, see Government 
offices. 

Independent School District no. 16, 
see Spring Lake Park School 
District. 

Index numbers, see subjects, 
Freight rates. 

Indexes, specifications, etc., Navy De- 
partment, military index ‘Waste S 

Indian lands, leases, increase terms 
for certain reservations, re- 


e.g. 


port 
see de names of Indian tribes or 
reservations. 
Indian reservations, 
reservations. 
Indiana : 
climate 
Wabash Valley water conservation, 
ete., compact, approval— 


see names of 


repor 5799, 
Indlepesoiln Ind., electric facilities 
of area, map 
Indians: 

adult vocational training and em- 
ployment, amend act, report— 

education, health, etc., questions 
and answers 

see alao names of reservations or 
tribes. 

Indonesia, air 
agreement 

Industrial College of Armed Forces, 
catalog, 1959-60 

Industrial machinery, see Machinery. 

Industrial relations: 

Granite City, Ill. progress in labor- 
management relations (ad- 
dress ) 

improper activities 


transport services, 


investigation, 


issues before Supreme Court 

labor-management reform legisla- 
tion, 1954-59, chronology____ 

labor-management reporting and 
disclosure act of 1959— 


section by section analysis 
new Taft-Hartley amendments (ad- 
dress) 
Industrial security, see National se- 
curity. 
Industrial waste, see Waste products. 
Industry : 
facts for industry (Census Bu- 
reau 
foreign, national industrial tech- 
nical centers, li 
industrial training programs, Mer- 
cer County, N. 
North Carolina small 
program 


industries 


17129 


16106 


1573 
18070 


16336 


16052 
16483 


17118 
16503 


16639 


16205 
16951 


16642 
15632 
15990 
16219 
16952 


15470-481 


typical electric bills..........._- 1632 


see also names of industries. 
Infants: 
mortality, 1955 statistics 
mortality, US., States, Alaska, Ha- 
wail, Puerto Rico, Virgin 
Islands, national summaries, 


1957 
Infectious diseases, see Contagion 
and contagious diseases. 
Inflation (finance) : 
critical problem and Governments’ 
means of meeting it (ad- 


problem (address) 
recent, in U.S., study paper__-__ 
Influenza, virus, influence of proper- 
din, USSR study 
Information, see Public information. 


17028 
17013 
15756 


16594 
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Information bulletins, see names of 
departments, ete., issuing bul- 
letins. 

Information Department, OPA, see 
Price Administration Office. 

Information services: 

world trade— 


Entry 





economic reports____..----_ 16419-420 
operations reports________~ 16421-4238 
statistical reports___.___--_ 16424426 


Infrared spectrum, see Spectrum. 
Inheritance and transfer tax: 
estate tax marital deduction, appli- 
cation to widow’s allowance, 
5 ee eee 
residents of U.S. possessions, treat- 
Sie, 5, elena tee a 
Inhibitors, volatile corrosion, bibliog- 
raphy and abstracts____-_.__ 
Injection and combustion of liquid 
ie cir rece All et ee 
Injuries : 
coking industry, experience, 1957__ 
fuel industries, minerals yearbook 
(at RR LD ints lala Ratio 
medical statistics, report of sur- 
geon general of Navy, 1958___ 
quarrying industry, 1955-56____~ 
sawmills and planing mills, work 
injuries and injury rates____ 
school lunchroom personnel (ad- 
gg PIE 2 RS SEP ae 
see also Employers liability and 
workmen’s compensation. 
Ink, chemical resistant silk screen 
inks for manufacture of print- 
O08 -ieetitence 22955 ee 
Inland waterways, Mississippi River 
system waterborne commerce, 
ea eae tol eee eae 2 ee 
Inlets, see Air inlets (aircraft). 
Inner tubes, bicycle, sold to manu- 
facturers, exempt from excise 
CAS, - CO an etn SEs 
Insect repellents, mosquitoes, how to 
control them on your prop- 
gt ee et ot EE EE ie ee ae 
Insecticides : 
aerosols, mosquitoes, how to con- 
trol them on your property_- 
effects on fish and wildlife, Interior 
Dept. to continue studies— 


pA Es ata hat Be cat CAR RLS 
Sd Rn ee See near en Rea ero eer 
in-storage treatments of stock pea- 
nuts from insect damage, 

og ib bal Sgt Be ENS SERRE Be is Sade EF 

Insects : 

control, peanuts, stored farmers 
RR et yt a 


raisins, cleaner for removing__-__ 


stock peanuts, in-storage  treat- 
ments for protection from 
Eat, Se ee or ei 

see also Entomology—also names 
of insects. 


Insignia, misuse to indicate Federal 
agency, amend U.S. Code, law_ 
Inspection (industrial), see names of 
articles, ete., inspected. 
Installations (military) : 
Army food-service facilities, engi- 
neering and design manual, 


15885 
17009 


16681 
16699 


16656 
16670 


16982 


16271 


15913 


15311 


15311 


15644 
15816 


153824 


15253 
15255 


15324 


15656 


IG 6 once Seen beh eemees 16264 
construction appropriations, 1960, 

OE PEI LED 15640 
moving costs of tenants, extend 
time for filing applications, 

CS eR rere i ee a Se 15682 
storage depots, engineering and 

See SIANUAl 1.250 em 16265 


Installations (naval), see Installa- 


tions (military). 
Insurance, see types of insurance. 
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Entry 
Insurance companies: 
life, District of Columbia, make 
mortgage loans to 75% of 
real estate value— 
IAW ncn cencme SUSE eEt Biss) 15694 
Sg Re SS PIES oR SER eS 16141 
life, ineome taxation, hearings, 
summary of recommendations. 15984 
Insured mortgages, see Mortgages. 
Intellect, repetition in process of de- 
velopment, USSR study__-_-__ 16614 
Inter-American Children’s Institute, 
increase U.S. contribution, re- 
1) a eee 15875, 16173 
Inter-American Development Bank, 
COPrent - BIRCIB ci. oanirencnnn— 16874 
Inter-American republics, see Ameri- 
can republics. 
Inter-County Telephone and _ Tele- 
graph Co., relief__.___ 155738, 16038 
Interest and usury: 
interest rates and financial man- 


agement (address)----._-_-__ 16345 
payment of interest on deposits, 
regulation Q, amdt-___---_-- 16348 
savings bonds, increase rate— 
1B eich nobontitaa mei prasbae 15711 
message from the President___._ 15770 
TRDOUES 6 cinitn ancien ateeauee 15891, 15924 


Interest rates, see Interest and usury. 

Intergovernmental Relations, Ad- 
visory Commission on, see Ad- 
visory Commission on Inter- 
governmental Relations. 

Interior and Insular Affairs Commit- 
tee, House: 


NARI oo tacos asians ance eam ee 15947 

WOT one case ae 15779-780, 
15786, 15790, 15811—-812, 15814, 
15820, 15822, 15824, 15827, 
15836, 15849, 15881. 

Interior and Insular Affairs Commit- 
tee, Senate: 

a 2 pte aarti tengo isle hy np seo ed 16206-208 

rn gh paeermeta ed SOF EO RE ER 16046, 
16052, 16068-69, 16104-112, 


16116—-117, 16119, 16121, 16129, 
16003A, 16157-161. 
Interior Department : 
appropriations, 1960— 
TOW CEL.B. WEOe ttle bins 15629 
vew (21.R. Dl00)s.....ccuees 15774 
continue studies of effects of insec- 
ticides, ete., on fish and wild- 


life— 
IAW nnn Ss a AS 15644 
PODOCE orc awins edison dt 15816 


field office, improving property and 
records management, work- 
shop, reports, ete_.____._____ 16485 

functions relative to Federal ship 
mortgage insurance on fishing 
vessels, clarify, report.___.___ 16098 

grazing decisions, 19386—-58_______ 16671 

research on game fish, migratory 
marine species— 


MW oLbss.ticwieibs. pesca. 15723 

reports 22ulswolis....ustic 15815, 16170 
study anadromous fish in Columbia 

River Basin, hearing -_______ 209 


Intermountain Forest and Range Ex- 
periment Station: 
migc. ‘Pes SONICTJ....—.. ~~ cde 16435 
Re ii he Sc tiw re ens 16436 
Internal revenue: 
code of 1939, amend— 


ie dae eek itirhnrs.--Ritetse Garten thea an 15645 
PORE shat nicbasledbeelegienen covet, 15867 
code of 1954, amend— 
RI Sas ante heats cashes Maccouns ba cB 15977 
additional copies, report_.___ 15908 
RR leaptdensh Gapditter Pipette ante. sete 15645, 


15707, 15709, 15711, 15782, 
15740. 
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Entry 


Internal reveue—Continued 
code of 1954, amend—continued 
reports 
15791, 15821, 15826, 
15830-831, 15840-841, 15845, 
15858-860, 15867, 15876, 15882, 
15885—886, 15891, 15895, 15911- 
913, 15924, 16120, 16128, 16135, 


16182 
views 15876, 16128 
code of 1954, cross-references as of 
Jan. 1, 1959 
code, revision, hearings, 1958, di- 
gest of testimony 
excise tax laws technical changes— 


784-785, 





— 


709 
reports 15831, 16120 
Federal receipts for 1958 and 1959, 
estimates 
Federal receipts for 1959 and 1960, 
estimates 
technical amendments act of 1958 
small business tax legislation, 
summary 15 
see also names of certain taxes, e.g. 
Income tax. 

Internal Revenue Service, see Chief 
Counsel for Internal Revenue 
Service. 

Internal Revenue Taxation 
Committee: 

cross references within 
revenue code of 1954 

digest of testimony in hearings on 
tax revisions, 1958 

a of Federal receipts for 

estimates of Federal receipts, 1959 
and 1960 

renegotiation act of 1951, text as 
amende 

summary of 1958 small business 
tax legislation 

Summary of recommendations on 
taxation of life insurance com- 


Joint 


internal 


15981 


15983 


Internal security, see National Se- 
curity. 
International agreements, see sub- 
jects, names of countries, ete. 
International Atomic Energy Agency : 
cooperation in peaceful application, 
agreement 17120 
progress and programs (address). 15437 
U.S. participation, 1958, report— 
departmental edition 
document edition 
International Bank for Reconstruc- 
tion and Development, partici- 
pation of U.S., report, July 1- 
Dec. 31, 1958 
International Bridge Authority of 


ichigan : 
bridge across St. Marys River, con- 
struction, extend time— 
hearings 








International Brotherhood of Team- 
sters, Chauffeurs, Warehouse- 
men, and Helpers of America, 
labor-management relations, 
improper activities investiga- 
tion, hearings 

International cooperation : 

agreement with Liberia 
economic cooperation series 

International Cooperation Adminis- 
tration: 

national industrial technical cen- 
ters, list 
technical cooperation in health... 17086 
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Entry 


International Cooperation Adminis- 

tration—Continued 

voluntary and non-profit agency 
technical cooperation 
tracts, status report 

International Cultural Relations Bu- 
reau, functions and organiza- 
tion, hearing 

International exchanges: 

organization and programs of State 
Department, hearing 

programs under agreements with 
Soviet Union, Poland, Czecho- 
slovakia, Rumania, Hungary__ 

see also subjects. 

International fairs, see Fairs. 

International Finance Corporation, 
participation of U.S., report, 
July 1-Dec. 31, 1958 

International Health and Medical Re- 
search, National Advisor 
Council for, see National Ad- 
visory Council for Interna- 
tional Health and Medical Re- 
search, 

International influences on American 
economy, hearings 

International Monetary and Financial 
Problems, National Advisory 
Council on, see National Ad- 
visory Council on International 
Monetary and Financial Prob- 
lems. 

International Monetary Fund, partic- 
ipation of U.S., report, July 
1-Dec. 31, 1959 15768 

International organization and con- 
ference series 17093-95 

International Public Health and 
Medical Research Year, pro- 
mote observance, report 

International relations: 

educational exchange program, 
State Dept. operations report. 15767 
foreign policy of U.S.— 
American foreign policy, current 
documents, 1956 
in new age 
scientific developments, potential 
impact 1 
general foreign policy series_.__£ 17088-—90 
ime test ban negotiations, hear- 
ng 
international information and cul- 
eS eI 
peaceful change (address) 
see also Balance of power. 

International rules of Judicial Pro- 

cedure Commission, extend, ing 


17092 
17097 


International trade, see names of 
countries or places. 
International Union of Food and 
rink Workers’ Associations, 
labor study 
International Wheat Agreement, act 
of 1949, extend to implement 
1959 agreement, law 
Interstate agreements: 
New York-New Jersey Transporta- 
tion Agency, compact to create, 
consent of Congress— 


report 

Virginia-West Virginia boundary 
line compact, consent of Con- 
gress— 


Interstate and Foreign Commerce 
Committee, House : 
activities, 86th Congress, 1st ses- 
sion, 
hearings 


15933 
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Entry 


Interstate and Foreign Commerce 
Committee, House—Continued 
investigations and studies, matters 
within its jurisdiction, author- 
ization, report 15887 
reports... 15751, 15808-810, 15926, 15933 
Interstate and Foreign Commerce 
Committee, Senate: 
hearing 
reports 
GOT. 16098, 
16126, 16133, 16144, 16169-1723 
16079 
Interstate commerce, see Commerce. 
Interstate compacts, see Interstate 
agreements. 
Intracoastal Waterway, transporta- 
tion lines 16270 
Inventions: 
models for exhibitions, liberalize 
tariff laws, report 15 
wanted by Armed Forces, problems 
cancelled, list 
Inventories, preliminary eepaseres 
A EERE Pe 
Investigate before you invest 
Investment companies: 
small business, amend act, report. 16099 
small business, taxable status, law. 1574 
tax rate on issuance of shares re- 
15858 
Investments : 
message for investors from SEC_. 17071 
private foreign investment, effect 
on U.S. employment, profits, 
and markets, hearings 16196 
small business investment t 
, amendments of 1959, report_._ 16099 
ons: 
mechanisms of basic nerve proc- 
esses, conclusions, USSR study 16554 
mobilities in selected fused salt 
15402 


Iran: 
establishing business_._..-_-_- ~~ 16420 
resources development, ° 
future (address) 17096 
sending gift packages to 16412 
Iraq, military and economic assist- 
ance agreement, termination 
agreement 17119 
Ireland, sending gift packages to__-_ 16413 
Iron, minerals yearbook chapter___. 16703 
Iron oxides: 
fatty and resin acids used as col- 
i See et A AEs Meta tar 16722 
ae minerals yearbook chap- 
16704 
Irradiation, sce Radiation 
Irradiation illness, see Radiation ill- 
ness. 
Irrigation: 
improved methods on_ western 
17064 
measuring seepage from channels. 15331 
see 7, names of reclamation proj- 
ects. 
Islam, see Mohammedanism. 
Isocyanates, chemical reactions with 
organophosphorus acids 16991 
Isotopes, radioisotopes in agriculture, 
selected reference 15419 
see also names of isotopes, ¢.g., 
Carbon isotopes. 
Israel, sending gift packages to-_... 16414 
Italy, surplus agricuitural commodi- 
ties, agreement 17115 
IUFD, see International Union 
Food and Drink Workers’ Asso- 
ciations. 


J 


Jackson, James E., jr., testimony. 16213 
Jackson, William B., relief. 15606 
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Entry 
Jackson lock and dam navigation proj- 
ect, land acquisition for na- 
tional wildlife refuge, report. 15900 
Jadwin, General Edgar, Dam and Res- 
ervoir, see General Edgar Jad- 
win Dam and Reservoir. 
James, Seotty, claims 15579 
James Madison Memorial Commission, 
establish, report 16063 
Jamestown, Va., archeological exca- 
vations 16964 
Jamestown National Historic Park, 
archeological excavations___. 16964 
Japan, trade with United States (ad- 
dress) 15548 
Jeffrey pine, sce Pine. 
Jencks, Clinton E., testimony, hear- 
ing 15976 
Jet airplanes, see Airplanes. 
Jet engines, see Engines (aircraft). 
Jet fuels, see Fuel. 
Jo Dandy area, Colo., chemical ele- 
ments in Salt Wash member 
of Morrison formation 
Job analysis: 
mail handlers, amend field service 
compensation act of 1955, 
hearing jake a 
qualifications requirements, deter- 
mining by rating Air Force 
task statements 
Job evaluation, see Job analysis. 
John Day lock and dam: 
land, convey to Arlington, Oreg.— 
ay ibid - 15713 
report 16134 
John F. Drews (vessel) : 
readmission to American registry. 15577, 


781, 16041 
John N. Cobb (fishing vessels) : 
shrimp exploration in central Alas- 
kan waters, July—Aug. 1958_. 16373 
Johnson, Arnold, testimony 15975 
Johnson & Johnson, aircraft accident. 15502 
Johnston, Gordon i relief___ 15564, 16013 
Joint Publications Research Service: 
JPRS (DC) series 1 
JPRS (DC) L series 
JPRS (NY) series 
JPRS (NY) L series 
Joints : 
construction, horizontal, in con- 
crete, methods of preparing__- 
structural, of aircraft materials, 
creep behavior under cyclic 
loads and temperatures 
Journals : 
executive proceedings of Senate— 
64th Cong., 2d sess 15986 
68th Cong., 2d sess 
journal of research, National Bu- 
reau of Standards 16938-939 
see also Periodicals. 
16504—538 


16539-556 
16557-591 
16592-634 

Judge Advocate General, Air Force, 
activities, Air Force manual__. 15347 

Judge Advocate General, Army, legal 
service, pamphlet 15386 


Judges: 
circuit heey district, additional, re- 




















16179 





veltret,. official station for travel 
expense purposes— 
15677 
15853, 16180 
Judicial Procedure, Advisory Commit- 
tee on International Rules of, 
see Advisory Committee on In- 
ternational Rules of Judicial 
Procedure. 
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Kea 
Keey 
Kent 
Kent 


Kern 


Kete 
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Entry 


Judicial Procedure, Commission on 
International Rules of, see In- 
ternational Rules of Judicial 
Procedure Commission. 

Judiciary Committee, House, re- 
ports 15777-778, 

15783, 15793, 15795, 15799-801, 

15805-806, 15832, 15835, 15843. 

15847, 15853, 15869-870, 15883- 

884, 15892 

Judiciary Comnittee, Wudaia': 

hearings 16210—-215 
investigations and studies, internal 
security law, ete., administra- 
tion, expenses, report 


16001-—40, 16042-4383, 
16070-72, 16074, 16078, 16103. 
16132, 16146-156, 16162, 16179- 


181. 

Juilliard, Tex., railroad accident__.. 16499 

Juneau, Alaska, electric facilities of 
area, map 163 

Juniper, see Cedar. 

Jurassic period, Morrison formation, 
Salt Wash member, Jo Dandy 
area, Colo., distribution of 
chemical elements 

Jurisdiction, see Criminal jurisdiction. 

Justice Department : 


administrative expenses act, 


15651 
15832, 16103 
Attorney General’s eepers on com- 
letion in synthetic rubber 
ndustry 
opinions of Attorney General 
Juvenile courts : 
statistics, 
statistics, 
Juvenile delinquency : 
institutions, administration and 
— training, workshop re- 


16638 
16637 


15490 
15494 


15485 


16083 


Kalfayan, Vartanouche, relief_ 15596, 16025 
Kansas: 

Big Blue River water apportion- 
ment, compact with Nebraska, 
negotiation, consent of Con- 
gress, report 

100th anniversary of admission as 
State, commemorative medals, 
report 

policemen and firemen social secu- 
rity coverage, law 

Kansas Centennial Commission, 
Treasury Dept. to supply and 
sell commemorative medals, 
report 
Kansas City, Kans., 
of area, map 
Katmai, Mount, Alaska, geology area_ 16458 
Katmai National Monument, general 
information 
Kearney, Bernard W., Philippine Le- 
gion of Honor, acceptance____ 15582 
Keeping abreast of change in rural 
community 
Kent, County, Tex., Horseshoe Atoll, 
geology 
Kentucky, climate 
Kern County, Calif., uraniferous bog 
deposit at Pettit Ranch, ge- 
ology 
Ketchikan, Alaska, electric facilities 
of area, map 16342 


electric facilities 
163 





Entry 
Key to meteorological records docu- 


17160-161 
Khrushchev, Nikita : 
crimes, consultation by Un-Amer- 
ican Activities Committee 
with— 
Dobriansky, Lev E., and others__ 
Lyons, Eugene 
shifting balance of world 
Selection of statements 
analysis 
Kidneys, renal function, ontogenetic 
changes in reflex regulation, 
USSR study 
Kinetics : 
aluminum-uranium diffusional bond- 
ing fundamentals, progress re- 


forces, 
and 


16628 


crystallization processes of solu- 
tions and melts, USSR study-— 
Kings Canyon National Park, gen- 
eral information 
Kings ee, haydite raw material in 
area 
Kingsbury ~ ordnance plant, credit 
equipment installation costs 
against rental for portion un- 
der lease to Union Township 
* am Porte County, Ind., re- 


Kmgetien * Heights: Ind., Kingsbury 
ordnance plant, credit equip- 
ment installation costs against 
rental for portion under lease 
to Union Township of La 
Porte County, Ind., report__- 

Kingsport, Tenn., post office dedica- 
tion speech 

Kiowa Creek, Colo., watershed pro- 
sven evaluation, progress re- 





Kiowa saline? 


judgment funds, use— 
15695 


16109 


wtealy. Bela, consultation with staff 
of 


Un-American Activities 
Committee 

Kirin Province, China, economic plan 
fulfillment report, 1958 

Kitchens, Army food-service facilities, 


engineering and design manual 


15974 
16588 


16264 

Kononenko, Constantin, consultation 
with staff of Un-American Ac- 
tivities Committee 

Korea, North, economic and statisti- 
cal information 

Kornfeder, Joseph Z., testimony 

Kostiuk, Gregory, consultation with 
staff of Un-American Activi- 
ties Committee 

Kovago, Joseph, consultation with 

staff of Un-American Activities 
Committee 

Kraemer Mills, Inc., claim 

Krtolica, Vukasin, relief 


L 
Labor: 
chronie surplus areas, 
and outlook 
foreign labor information 
Argentina.._........s22. oss enue 
Thailand 
international studies 
market developments, major 
chroniv’ areas... ons 16262 
monthly labor review, reprint 16665 
pursuit of agen I Voyeott a 16648 
reform, picketing and boycott as- 
pects (address) mete 647 
youth, problems (address) 6650 


15974 


16508 
16210 


15974 
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INDEX 


Entry 
Labor—Continued 
see ye Farm labor—also headings 
ginning Labor 
Labor on Publie Welfare Committee, 
Senate: 

hearings, etc 16216—219 

investigations ane ex- 
penses, report 

reports 16054, 16066, 16073, 10070. 

16083, 16177, 16183, 16186 
16083, 1618 
Labor bureaus, etc., United States 
and Canada, directory 
Labor Department : 

Assistant Secretary for Interna- 
tional Affairs, nomination of 
George C. Lodge, hearing ~~ 

authority of Secretary to establish 
referral standards for inter- 
state recruitment of farm la- 
= opinion of Attorney Gen- 


16651 


Labor “disputes, see Industrial rela- 
tions 

Labor laws, new Taft-Hartley amend- 
ments (address) 

Labor legislation, see Labor laws. 

Labor management relations, see In- 
dustrial relations. 

Labor market, see Labor. 

Labor offices, see Labor bureaus, etc. 

Labor organizations, see Labor unions. 

Labor — see Industrial rela- 


tion 
Labor B. bulle- 


16651-653 
Labor Statistics Bureau : 
BLS report series 
bulletins 
training program, report, ion ° 16668 
Labor unions: 
European, development of research 
= engineering services, sem- 


Stan dards Bureau, 


16662 
senders, improper activities investi- 
gation, 16205 
reporting and disclosure of trans- 
actions and practices, etc.— 


report 
section by section analysis 
union-security provisions in agree- 
ments, 1 
Laboratories : 
Fish and Wildlife Service, re- 
search 16375, 
WADC, automatic data recording 
devices, research 
see also names of laboratories, or 
places where located. 
Lac du Flambeau band of Chippewa 
Indians, see Chippewa Indians. 
Lackawaxen River and Valley: 
General Edgar Jadwin Dam and 
Reservoir, designating— 


16669 


16378 
15359 


La Feria division, see Rio Grande 
project. 
Laissez faire, free enterprise in eco- 
nomic growth (address) 
Lake, see name of lake, except when 
occurring as first word of 
name of town, etc. 
Lake Mary quadrangle, Iron County, 
Mich., geology 
Lakes, see names of lakes. 
Lampasas River, designating dam as 
Stillhouse Hollow Dam, law-_- 
Land: 
acquisition for wildlife refuge at 
Jackson lock and dam naviga- 
tion project, Ala., report 
cropland acquired by eminent do- 
main, preservation of acreage 
allotments, report 
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Entry 
Land—Continued 
vicinity of Federal penal or correc- 
tional institution, Attorney 
General to acquire for protec- 
tion of inmates— 





reports 
water and land problems 
Landing (aircraft) : 
airplane landing mats and mem- 
branes, braking and landing 
tests 16923 
carrier approach speeds, compari- 
son from flight tests and pilot- 
operated simulator, studies... 16757 
carrier-type, factors affecting choice 
of minimum approach speed 
for swept-wing jet fighter air- 
plane 
jet airplanes, 
acteristics 
lateral oscillatory damping ac- 
ceptable in approach 
low-speed handling qualities 
— delta-wing fighter air- 


16860 
16871 
16866 


aerodynamic char- 


16865 
reas water ditching, jet transport 
model investigation 16912 
water impact, effects on orbital 
capsule from standpoint of oc- 
cupant protection 
Landing gear, ground reaction forces 
of transport airplane taxiing 
over obstacles, measurement__ 
Language and languages, mathemati- 
eal linguistics conference, 
USSR, abstracts 16505 
final instar of Ichneu- 
monidae, description and clas- 
sification 
Lateral control, see Aircraft. 
Lateral stability, see Stability of air- 
craft 
Lattice theories, dipole fields and 
normal modes in magnetic gar- 


16884 


16872 


Larvae, 
16953 


Law: 
Judge Advocate legal service, Army 
pamphlet 
procurement legal service, 
pamphlet 
slip laws (private), 


slip 


ress 
laws 
ress 


Con- 
15611-7747 
see also Codes of law—WMilitary 

law—also subjects. 

Lawing, Alaska, haydite raw mate- 

Tiel im QPCR scammasienncncss 
establishment, meena, 

‘renovation and problems 

Lawrence, Mass. : 
occupational survey— 

department edition 
document edition 

Lawrynenko, Jurij, consultation with 

staff of Un-American Activi- 
ties Committe -.__--- ele Berea 

Laws, see Codes of law—Labor laws— 

Law—also subjects. 

Lawyers: 
fees paid in bankruptcy proceed- 

ings, examination by court, re- 


Lawns, 


tania ’ manganese ore by dithio- 
nate-process, pilot plant 
Lead: 
deposits, Ross _ Basin-Lake Como 
area, San Juan County, Colo., 
exploration 
industry, Tariff Commission to in- 
vestigate, report 
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Entry 


Leadership : 
challenge Government faces in na- 
tion’s economy (address)... 17024 
naval, basic principles and prob- 
lems 16975 
Leaflets, see names of departments, 
ete., issuing leaflets—also sub- 
jects. 
Leases : 
Indian lands, increase terms for 
certain reservations, report-_ 
oil and gas— 
protection 


from cancellation, 


15 
reports 15849, 15916, 16069 
terminated by Land Manage- 
ment Bureau, sare 15599 
5780, 160034 


Leave of absence, District of pth 

bia teachers, educational pur- 

poses, credit for retirement, 

report 16139 
Mykola, consultation with 

staff of Un-American Activi- 

ties Committee 

LeCarpe, Bayou 

declare sennavignhle stream— 


Lebed, 





report 
Leedom, Boyd, nomination, hearing_ 16217 
Legal services, see Law. 
Legislation : 
major legislative actions, 86th Cen- 
gress 15758-759 
neseian review, 
86th Congress 
see also Law—also subjects. 
Lenses, ultraviolet and near infrared 
absorptive coating materials 
and techniques for their ap- 
plication 15367 
Leschner, Ellen, relief 15567, 16015 
Letters, mail, application of statis- 
tical sampling methods to out- 
going letter mail 
Liberia : 
cooperation, agreement 
living conditions 
telecommunications agreement___-_ 17122 
Libraries : 
role in dissemination of scientific 
information, report 
surplus property donations, permit, 
report 
Library of Congress, additional build- 
ing, preliminary plans, study 
and review, report 
Licenses : 
collection agencies in D.C., law___- 
licensing control, Nicaragua 
Liens, statutory, standards for invali- 
dation, etc., amend bankruptcy 
act, report 
Life, development of living matter, 
materialist theory of reflection, 
USSR study 16609 
insurance, Federal employees 
group plan, amend act, law-__ 15741 
Life insurance companies, see Insur- 
ance companies. 
Life tables, method of constructing, 
national, divisional and state. 16956 
Lifesaving oy wey aboard vessels, 
Coast Guard to prescribe regu- 
lations, law 
Lift (aircraft) : 
Bell X-5 airplane, in 45° swept- 
Gaon configuration at transonie 


16942 


15613 
1 


Life 


eeds 
Dewan D-558-II research a 


at transonic speeds, win 
mounted external stores effect. 16801 


Do not order from index; see indicated entry 





Lift (aircraft)—Continued 
rocket-powered airplane having 
sweptback wing and inline tail 
surfaces, longitudinal stabil- 


ity 
wing ieboard plan-form modifica- 
tion effects on lift, drag, lon- 
gitudinal stability of rocket 
poogunes model with swept- 
back wing 
zero drag of body of revolution, 
transonic investigation of ef- 
fects of semisubmerged store 
cavities and slots 

Lifting, streamline contouring 
sweptback wing-fuselage junc- 
ture in combination with tran- 
sonic area rule 

Light-ships, employees, increase com- 
pensation, 1 

Lighthouse Service, see Coast Guard. 

Lighthouses, keepers, increase com- 
pensation, law 

Lights and lighting, 

Office list 

Lime, plants and quarries, safety com- 
petition awards, 1958 

Lin, Fu-Mei, permanent residence, 

opposing 

Lineoln, Abraham, 150th “anniversary 
of birth, joint session of Con- 
gress commemorative 
mony 

see also Abraham Lincoln Birth- 
place, National Historic Site. 

Linden, Pa., railroad accident 

Linguistics, see Language and lan- 
guages. 

Liquefied gases, see Gases. 

Liquid fuel, see Fuel oil. 

Liquid metals, see Metals. 

Liquors, distribution, etc, amend 
D.C. alcoholic beverage con- 
trol act, report 

Lists, see subject of lists. 

Lithium fluoride, factors affecting 
plasticity of single crystals___ 

Lithographers, Fenderich, Charles, 
catalog of work 

Little, James W., relief 

Little River, reservoir project 
Norman, Okla., report 

Livestock : 

diseases of farm animals, 
abstracts 

interstate movement, enforcement 
of regulations, guide 

Load (mechanics) : 

airplane design loads, 
rationalizing 
axial-load fatigue tests on alumi- 
num alloys and SAE4130 steel_ 
deck boards carrying capacity for 
general-purpose pallets 
dynamic analysis of simple reentry 
maneuver for lifting satellite_ 
— wind tunnels to pre- 
dict 
landing, ground-reaction forces and 
vertical accelerations at center 
of gravity of transport air- 
plane taxiing over obstacles, 
MOREE... oo on ncanne 
reversed loading fatigue-crack prop- 
agation for aluminum alloys__ 
rotating wings, sharp-edge vertical 
gust effect on flapping angles 
and bending moments 
steady-wings, aerodynamic load- 
ing characteristics at transonic 
speeds 
swept-wing bomber airplane, analy- 
sis of incremental horizontal- 
Tee WONGs... Woche dee ee 


Hydrographic 


near 


Soviet 


means of 


16675 
15589 


16116 


16572 
15292 


16815 
16915 
16433 
16887 
16854 


16872 
16891 


16877 


16837 


16911 
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Load (mechanics)—Continued 
transonic, characteristics of 3-per- 
eent-thick 60° delta-wing-body 
combination . 
turboprop transport in operation, 
analysis of acceleration, air- 
speed, and Se data__ 
water-landin, mpact on orbital 
capsule from standpoint of oc- 
cupant protection 
wing-fuselage combinations, 
sion of loads, summary of data 
Loading, see Load (mechanics)—-Log 
loaders. 
Loans: 
National banks, 
tions, hearing 
rural electrification act interpre- 
tation, report 
small business investment 
amendments of 1959, report_- 
watershed protection and flood pre- 
vention act, amend report__-- 
see also Agricultural credit—Mort- 
gage insurance—Mortgages— 
Revolving funds. 
Lobbying, communist activities 
Nation's Capital, report 
Loblolly pine, see Pine. 
Lobsters, spiny, gear and fishing 


increase limita- 


in 


standard . 
Lodge, George C., nomination, hear- 


ng 
Lodgepole Creek drainage basin, geol- 
ogy and ground water re- 


c 
Loftis, Anna, relief 
Log loaders, salvaging old-growth 
Douglas-fir with mobile high- 
lead yarder 
Logging roads, see Roads. 
Long, Richard C., relief 
Longitudinal stability, see Drag (air- 
eraft)—Lift (aircraft)-—Sta- 
bility of aircraft. 
Look at you in United States Navy-- 
Los Angeles, Calif., electric facilities 
of area, map 
Los Indios, Tex. : 
bridge across Rio Grande, construc- 
tion— 
RII ss Scrat coco acerasta asec tcirencalies 


Louisiana : 
electric rate book 
strawberries, precooling and ship- 
ping 
Louisiana State University and Agri- 
cultural and Mechanical Col- 
lege: 
use of property heretofore conveyed 
for educational purposes— 


I os vce caukd ite een 
Louisville, Ky., electric facilities of 
S906- TGS. | sen ccre el hare bom 
Lubricants, oils and greases, sales by 
States, types, and company 
classification, facts for in- 
dustry, 1958 
Lubricating-oils, see Lubricants. 
Lumber : 
amount and grades from Black 
Hills ponderosa pine logs 
deck boards load-carrying, capacity 
for general purpose pallets__-~ 
Lumbering, yarding and loading costs 
for salvaging old-growth Doug- 
las-fir with mobile high-lead 
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156038, 


INDEX 


Entry 


16851 


16881 


16884 
16806 


16099 
15852 


16885 
16351 
16218 


72 


164 


72 
16007 


16440 


16974 


16198 
157038 
16166 
16166 


15320 


15650 


7, 16094 


16336 


15478 


16447 
16433 





Eugene, consultation with 
staff of Un-American Activities 
Committee 


Lyons, 


M.A.T.S,, see Military Air Transport 
Service. 
M.M.S. series 
M series 
McCone, John A. testimony on Ge- 
neva test ban negotiations____ 
McGregor, J. Harry, memorial serv- 
Machine translations, see Translat- 
ing machines, 
Machinery : 
Charpy test machine for radioac- 
tive’ specimens................... 
Soviet machine building, selected 
translations 
see also names or types of ma- 
chinery. 
Machines, see Machinery. 
Madeira Beach, Fla. : 
relief— 


Madison, James, memorial plans, re- 


port 
Maggie Canyon manganese deposit, 
leaching ore by dithionate- 
process, pilot plant 
Magnesium oxide: 
factors affecting plasticity of single 
CRPUUIE Sede ae a 
polycrystalline, introductory study 
of producing ductility 
Magnetic fields, oscillations of finite 
cold plasma 
Magnetic resonance, dipole fields and 
normal modes in garnet 
Mail handlers. position description 
and salary levels, hearing____ 
Mail matter: 
air transportation for other than 
air mail, report 
certified mail, use by CAB and FAA, 
for service of process, law___ 
detention for temporary periods, 
_ amend act, report 
dimensions of specified length and 
width for envelopes, feasibility 
for 1st and 3d class mail, Post 
Office Dept. report 
handling activities, transfer from 
Newark airfield to city post 
office, report 
letter mail, application of statis- 
tical sampling methods to out- 
going mail 
obscene, sent to children and youth 
(addresses) 
Maine, Gulf of, redfish, age and 
Maintenance of equipment, materials 
handling handbook 
Make oceans serve Socialist con- 
struction 
Malaria, description, ete, health in- 
formation series_____...____ 
Malaya, sending gift packages to____ 
Malinin, Ivan M., consultation with 
staff of Un-American Activities 
Committee 
Man, physiology, Soviet abstracts__ 


Management, see Administrative man- 
agement. 
Managers, small stores, essential per- 
sonal qualities 
Manganese: 
minerals yearbook chapter 
recovery from ores, leaching 
dithionate-precess, pilot plant_ 


Do not order from index; see indicated entry 


Entry 


15717 
16152 


16063 
16729 


16901 
16902 
15412 
16990 
15956 


16081 
15611 
15796 
16223 
16221 


16942 


7018-19, 17028 


16379 
17131 
16546 
17042 
16408 


15974 
16587, 
16590 


16729 





NovemMBer 1959 


Manpower: 
adjustments in low income rural 
areas. Ne 1 aspects 

(paper 
scientific ae education program, 


repo 

skills and American future (ad- 
dress) 

utilization in Federal Government, 


Manuals, see names of departments, 
etc. issuing manuals—also 
subjects. 

Manufactures and manufacturers: 

annual survey of manufactures, 
1957, summary 

census publications, price list__-- 

prices of products distributed 
through own retail outlets, etc., 
equalize, hearings._______--_-_ 

small gateway management 
aid 


see oe names of manufactured ar- 

ticles. 
Maps and charts: 

Air Force communications-elec- 
tronics, information source, 
Air Force manual 

cartography developments in Peo- 
ple’s Republic of China 

copyrighted, Jan.-June 1959 

Federal Power Commission, princi- 


Entry 


15459 
17034 
15948 
170738 
15466 


pal electric facilities_.__. 16335-342 


market analysis, information 


sources, bibliography 
Mississippi River Commission, no- 
ti 


weather, preparation and use at 
sea, guide to mariners____.~- 
see also Atlases—also subjects. 

Margarine, see Oleomargarine. 

Marine borers, control, marine wood 
preservatives, toxicity screen- 
ing test. 

Marine Corps: 

commandant with rank of general, 
nomination of David M. Shoup, 


manual, change 

Marine Corps Reserve, retirement 
plan, basic information 

Maritime Administration. SP series__ 

Maritime organic moderated and 
cooled reactor. 

Marketing, see Markets and market- 
ing. 

Markets and marketing: 

marketing bulletin 


15314 
marketing research reports-_- erate 


small marketers aids 
statistics and maps useful in na- 
tional analysis, bibliography_— 
U.S., effect of private foreign in- 
vestment, hearings__.-__--.- 
see also names or classes of com- 
modities, etc., marketed. 
Ma — imported articles repackaged 
U.S., amend tariff act, re- 
Marquette, Mich., electric facilities 
of area, 
Marrow, bone, early changes in irra- 
diated animals, USSR study__ 
Marshals, fees, amend U.S. Code, re- 


Martinez, Clarita, rellef 
Maryland : 
postal service scheme 
titanium minerals in heavy sand 
deposits of Assateague Tsland_ 


Do not order from index; see indicated entry 


16992 


16193 
16680 


16679 
16324 


15409 


‘ 
17075 
16196 


15856 
16336 
16593 


16731 





Maryland—Continued 
women, legal status. 
Mason City, lowa, aircraft accident__ 
Mass (physics) 
transformation coefficients on hori- 
zontal perforated plates at 
various gas speeds, USSR 
study 
Massachusetts, mineral industry____ 
Master’s degrees, see Degrees (col- 
leges, universities, etc.). 
Materialist theory of reflection and 
theory of development of living 
matter, USSR 
Materials: 
behavior and forming, explosive 
press as research tool 


see also names of materials, e.g. 
Fabricated materials. 
Materials (aircraft) : 
behavior B | supersonic air jet at 


creep behavior of structural joints 
under cyclic loads and tempera- 


fatigue strengths_____________-__ 
used for seals, gaskets, and con- 
struction, compatibility of 
pentaborane 
Materials handling equipment, 
handling equipment. 
Maternal mortality, see Mothers. 
Maternal welfare, see Mothers. 
Mathematicians: 
careers in research, examination 
announcement 
examination announcement, 
tinuance notice 
research opportunities, 
tion announcement 
Mathematics : 
calculating fundamental solutions 
of wave equation, with tables_ 
mathematical linguistics, USSR 
conference abstracts 
a  saeitte year, fall 1958, 
urv 
MATS,» ro Military Air Transport 
Service. 
Mattresses, facts for industry__.___ 
Maui, jPrinetpal electric facilities, 


Meedous “School District, 
ment, report 
Meals, see Food. 
Measure of responsibility (address) -— 
Measurements: 
ground-reaction forces and vertical 
accelerations at center of grav- 
ity of transport airplane taxi- 
ing over obstacles 
heat transfer and boundary-layer 
transition on hemisphere- 
eylinder in free flight 
Meat, grading certification, rules and 
regulations 
Mechanic schools, see Schools. 
Mechanization, agricultural ma- 
Sines and equipment survey, 


see 


discon- 


examina- 


reimburse- 


Mechta, see Rockets. 
Medals: 
commemorative— 
admission of Kansas, report. ___ 
100th anniversary of founding of 
pony express, report 
see algo names of medals, or persons 
to whom medals are to be 
presented. 
Medical care: 
aged, a expert views sum- 


Entry 


15501 


16597 
16708 


16857A 


16928 
16915 


16778 


15536 
15527 
15533 


16907 
16505 
16252 


15475 
16342 
16042 
17025 


16872 


16850 
15274 


15457 


16077 
16076 


15348 
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Entry 


Medical care—Continued 


children, Azerbaydzhan SSR, 
medico-sanitary service______ 16610 
treatment facilities, administration, 
Air Force manual___--_----- 15348 
USSR— 
ambulatory, polyclinic, and hos- 
pital aid in urban and rural 
medical establishments, — 
tical data 16607 
mass attack preparations_______ ~ 16613 

Medical certificates, airmen, physical 
fitness, civil air regulations 
amendment____--__-_------- 16301 

Medical education, see Medicine. 

Medical examination, see Physical ex- 
aminations. 

Medical records, tabulating equipment 
and Army medical statistics.__. 15393 

Medical research, see Medicine. 

Medical Research Year, see Inter- 
national Public Health and 
Medical Research Year. 

Medical schools, United States, pres- 
ent and future needs, report_. 17046 

Medical services, see Medical care. 

Medicine : 

medical education, U.S., present 
conditions and future needs, 
PODOTE 0 wsidienwuies 17046 

ae science development in 
Uzbekistan___-__--_------_- 16605 

mosquitoes, medical importance__._ 15302 








research, research act of 1959, 
MOR TUINIG bic cicipmmme cbse 15949 

tabulating equipment and Army 
medical statisties____--_-_--_- 15393 

USSR, medical entomology, achieve- 
ments, 1917-57_------------ 16510 

Medicine and Surgery Bureau, Navy, 
report, Oe See 16681 

Meigs County, Tenn., forest inven- 
tory statistics_._._._.._-__..---- 17137 

Melts, crystallization processes, kin- 
etics, USSR study__-_-------- 16598 


Memorandums, see names of depart- 
ments, etc., issuing memoran- 
dums. 

Memorial services : 

Lincoln, Abraham, commemorative 
COINOEE,. oo eae 15769 
McGregor, J. Harry_------------ 15556 

Memorials, see names of persons to 
whom memorials are erected. 

Memphis, Tenn., electric facilities of 


area, map RIOR a Ge Be 16341 
Menopause, health information 
a ae aa REN 57 17041 


Mental health: 
mental health for parent and child, 
a SO ee Ree 16948 
pamphlets, ete., reading list-_____ 16945 
State authorities, proceedings of 
1959 conference with PHS_-- 17047 


Mentally retarded, children, institu- 


tions, donations of surplus 
property, report__-_-----_-___ 16101 
Mercer County, N.J., industrial train- 
ing program study__-------- 15371 
Merchant marine: 
act of 1936, amend— 
hearings, etc.______-_ 15951-952, 15954 
ee, er eres ete 15620, 15724 


Merchant Marine and Fisheries Com- 
mittee, House: 


DORE cee be tentiitindoe 15951-954 
reports__._. 15815-816, see os 15844, 
15846, 16041 


Mergers, see Business consolidations. 
Merritt-Chapman & Scott Corp. of 

New York, use of vessel John 

¥. Drews in coastwise trade__ 15577, 
15781, 16041 
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Mesons, K-mesons, general character- 
istics, etc__ 
Metallography, and physics of metals, 
problems, symposium__ ~~~ 
Metallurgists : 
careers in research, 





examination 
announcement —---_-_----~-- 
examination announcement, discon- 
tinuance notice 
research opportunities, examination 
announcement 
Metallurgy, Northwest DBlectrodevel- 
opment Experiment Station, 
progress report-_-----_----. 
see also names of metals. 
Metals: 
industry, injury expartanen, 1955_ 
metallography and _ physics of 
metals, problems, symposium_ 
noble-metals hydrogen systems, 
electrochemical mechanisms_-_ 
rare or unusual, selection and eval- 
uation for application to ad- 
vanced weapons system___--- 
secondary, nonferrous, minerals 
yearbook chapter__--_-----_- 
see im Creep of metals—also ar- 
ticles manufactured Po metal. 
Meteorites, pitting caused fluid- 
dynamic mechanism bE bound 
vortices 
Meteorology : 
radar use at air weather station of 
oo Air Fleet at Rostov-on- 








Meteors, 
Methodology, see subject. 
Metropolitan areas, see Cities and 


towns. 
Metros Police Department, see 
olice. 
Metropolitan Problems Commission, 
establish report._...---.---- 
Mexico: 
ee agreement interim re- 
Conde, Island inspection stations 
Sac hector renown 
labor program, report of 
CRETE TION cs eo ae oo ee 
radio communications, agree- 
ment____ i 
Mexico, Gulf of, proximate composi- 
tion of industrial fish_._.__.____ 
Michigan : 
bridge across St. Marys River, 
construction, extend time— 
Re ear 1-75 
ONE ob ies eee age. beans 


farm 





climate =_ 
Michigan, Lake, water diversion in- 
crease, study effect, hearings— 
Microbes, see Micro-organisms. 
Microbiology, careers in research, 
examination announcement__.. 
Microfilms, newspapers, list, supple- 
DO hen melniengdnctmesign mon 
Micro-organisms, acylases, 
antibiotics, USSR study_---- 
ween a States, see Atlantic 


t 

Middle Hast, see East (Middle East). 

Migrant labor: 
farm, recruitment, authority of Sec. 
of Labor to ‘establish referral 
standards, opinion of Attorney 
General___ 
farmworkers in New York State, 
changes 1953, 1957 and 1959__ 
Mexican farm labor program, re- 














port of operations._....-- _- 
Migrant workers, see Migrant labor. 
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Entry 
Migration of workers, see Migrant 


abor. 
Migratory birds, see Birds. 
Military aid: 
agreement with— 
Belgium 





Iraq, termination agreement___-_ 
mutual aid under North Atlantic 
Treaty, agreement with Ger- 
man 


y 
mutual security appropriations, 
1960— 


15930-931, 
Military Ais Transport Service: 
investigation, report 
operation, ete., investigation, com- 
mittee recommendations, exec- 
utive action, report 
Military art and science: 
Soviet translations 
tank company in attack, USSR 
study 
Military assistance, see Military aid. 
Military bases, Europe, report on in- 


specti 
Military construction, 
tions (military). 
Military education : 
Army schools, 


15871 
16534 
16630 


15940 
see Installa- 


catalog, 
g 153878-383 
Naval Training Device Center guide 
to training devices and aids, 
revised pages 
Soviet translations 
tank company in attack, USSR : 


etc., 


y 
Military eee see Military sup- 


American, 
ROTC manual 
Military housing insurance, see Mort- 
gage insurance. 
Military index, specifications and 
standards, Navy Department__ 17129 
Military installations, see Installa- 
tions (military). 
Military law: 
careers in Air Force 
legal smaren guide, 


plie 
Military Teidtees. 
1958, 


Air Force 


Military pay, see Pay, allowances, etc. 

Military personnel, see Armed forces. 

Military psychiatry, see Psychiatry. 

Military public works, see Installa- 
tions (military). 

Military qualified products, see Mil- 
itary supplies. 

Military Sea Transportation Service, 
history, organization, serv- 
WUEPU iba caucdeecnwise 16683 

Military specifications.__....._.-.. 16240 

Military SteRGOtGs....«ccannneos 16241-—248 

see also Standards and standardi- 
zation. 

Military supplies : 

Air Force commanders supply man- 
agement handbook 15351 
Air Force manuals, supply and/or 
maintenance 15337-348 
armed services procurement regu- 


éubeltinas of interchangeable, sub- 
stitute, or replacement items, 
military standard 

Federal catalog system, 
organization, etc 

procurement amendments of 1959, 
hearings 


16248 
history, 
16238 
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Entry 
Military supplies—Continued 
procurement competition require- 
ments, hearings 
specifications 
Navy Department, military in- 


16192 
16240 


17129 
storage depots, engineering and de- 
sign manual 16265 
Milk: 
co-op role in Federal orders 16280 
Federal and State standards ‘ 
geographic structure of _ prices, 
1957-58 15251 
processing industry, waste guide_. 17044 
Milk plants, see Milk. 
Millbrae, Calif., population, 
census 
Mills, see Planing mills—also Saw- 
mills. 
Milwaukee, Wis., 
of area, map 
Mine fires, western United States, con- 
trol in inactive coal deposits__ 
Mineral engineering, adaptation of 
new research techniques to 
problems, progress report _-- 
Mineral lands: 
Alaska, coal mining leases, increase 
acreage limitation, law 
Crow Reservation, grant minerals 
to certain Indians— 


special 
15468 


electric facilities 
16336 


16701 


15411 


leases, protection from cancella- 


a, , Sas 15849, 15916, 16069 
quitclaim oil and gas rights to Alas- 
kan homesteaders, hearing... 16208 
Mineralogy, airborne reconnaissance 
project, Ruby Range and 
Sweetwater Basin, Mont 
Minerals: 
Arizona industry, 
book chapter 
depressed industries affecting pub- 
lic and other land— 
establish national policy— 


15415 


minerals year- 
16706 


expressing sense of Congress— 
report 


explorations, remove limitation on 
deduction of expenditures, re- 


I 
Hawaii and Pacific-island posses- 
sions, minerals yearbook chap- 
ter 
Massachusetts industry, 
yearbook chapter 
mineral market reports 
national policy, establishing— 


minerals 


16157 


16158 
16158 
New York State, deposits and oc- 
currences 
resources, Alaska (series)_.__.-._. 16458 
South Carolina industry, minerals 
yearbook chapter 16709 
see also names of minerals. 
Mines and mining: 
depressed industries affecting pub- 
lic and other land— 
establish national policy— 
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Entry 


Mines and mining—Continued 
placer claims, include nonmineral 
lands in patents, report 16129 
see also Mine fires—also names of 
metals and minerals mined. 


Mines Bureau: 
information circulars 16694-7702 
report of investigations 16719-73832 
research program, development of 
super refractories 16711 
safety competition awards, - 
tional Lime Association 16693 
Minks, skins, trade agreement escape- 
clause investigation, report... 17133 
Minneapolis, Minn. : 
electric facilities of area, map... 16337 
Twin Cities Arsenal, lease portion 
to independent school distict 
no. 16, law i 15719 


Minors, see Children. 
Minute Man National Historical 
Park: 


establish— 
law_- 15686 


report 16105 


Miscellaneous publications, see names 
of departments, etc., issuing 
publications. 
Missiles : 
air defense, briefing, hearing 15967 
Atlas and Polaris, progress, report. 15922 
ballistic— 
aerodynamic characteristics, in- 











16748 
atmospheric entry, simulation... 16763 
boundary-layer transition on flat- 
faced bodies of revolution at 
high supersonic speeds 16756 
canard-type control surface influ- 
ence on flow field in vicinity of 
symmetrical fuselage 16768 
development, in preparedness pro- 
gram, hearings, additional 
copies, report 15905 
horizontal-tail height effect 
jer & on 45° sweptback, un- 
— tail assembly 16814 
launching from 25-percent-semispan 
and wing-tip locations, experi- 
mental static aerodynamic 
forces. ete__- 16812 
longitudinal stability, characteris- 
tics of infrared homing mis- 
sile configuration 16829 
nose-shape tests in 4,000° F super- 
sonic air jet, exploratory mate- 
rials us 16842 
rocket, model investigation of 
hinge-moments on _ trailing- 
edge control on 52.5° swept 
wing 16858 
rotating-\ -vane-spoiler roll control 
system with low actuating 
forces, free-flight perform- 
16849 
supersonic, controls______-__---~_ 16749 
taming of blue and beyond, Air 
Force pamphlet 15349 
Mississippi Yellow Creek Watershed, 
forest inventory etakiaties...... 17136 
er River and Valley 
Alluvial Valley, topegenanae quad- 
rangle maps, notice 16740 
surface water supply, lower basin. 16474 
transportation lines on river sys- 26870 


16271 











Missouri : 
Bi-State Development Agency com- 
pact, amend— 
law__-- 
reports 





Page 160 





Entry 
Missouri Basin Inter-Agency Com- 
mittee, minutes of 108th meet- 
ing 16741 
Missouri River and Valley 
modifications of ccateel- shaft, Fort 
Peck Dam tunnel 4, Mont___- 16272 
progress on land use development 
(address) 17080 
Missouri River Basin, see Missouri 
River and Valley. 
16710-715 


MMS series 
Mobile, Ala. : 
electric facilities of area, map 16341 
Old Customs House property, con- 
veyance of U.S. reversionary 


15676 
report 16093 
Mobilization, see National defense. 
Modernization, see seals Ba 
Mohammedanism, Islam and the East, 
oriental arts 
Mohave County, Ariz., Maggie Can- 
yon manganese ore deposit, 
leaching by dithionate-proc- 
ess pilot plant 
Monetary policy, see Money. 
Monetary problems, see Money. 
Money: 
foreign currency transactions, ex- 
tend agricultural trade devel- 
opment and assistance of 
1954— 

















monetary policy and debt manage- 
ment, questions prepared for 
study of employment, growth, 
and price levels 

money supply and debt manage- 
ment in relationship to eco- 
nomic conditions, hearings__- 

see also Inflation (finance). 

Money orders, agreement with United 
Arab Republic 
Mongolia : 

Inner, party activities, 1958-59, 
translations from Communist 
China’s publications 

Outer, translations 

People’s Republic, State Bank, 
translations 

Monographs, see names of depart- 
ments, ete., issuing Mono- 
graphs. 

Montane. 7 Hebgen Lake earthquakes, 





Montrose County, Colo., Jo Dandy 
area, Morrison formation, dis- 
tribution of chemical elements 
in Salt Wash member 
Moon, rocket, Soviet launching of 
Mechta or Lunik, report 
Morphology : 
bats, basis of locative and ultra- 
sonic abilities, USSR mines 2 
problems, USSR study 
Morrison formation, see Jurassic oa 
riod. 
Mortality, see Death. 
Mortgage insurance: 
FHA, insurance authorization, law. 15736 
FHA, increase authorization— 
message from dokerargg 15771 
TENORS cliediisniade 15833-834, Taare 


home-buying serviceman, FHA in- 
formation 16321 

premium tables 

relocation housing, questions and 
answers on section 221 16323 
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Entry 


tgages : 
‘NM A-owned, exchange for U.S. 
2%, percent treasury bonds__- 
insured under national housing act, 
amortization and insurance 
premium tables 16319 
life insurance companies in D.C. to 
make loans to 75% of property 
value— 
laWsa~~ 


16325 


15694 
16141 





savings and loan associations in- 
sured Government underwrit- 
ten holdings 
Moscow, U.S.S.R., medical industry, 
fulfillment of 7-year plan--__ 
Mosquitoes : 
how a control them on your prop- 
er 


16318 
16599 


15311 
15302 
Mothers: 

maternal and child health serv- 


15491 


ces— 
1956 statistics 
15495 


1957 statistics 
maternal disorders related to fetal 
stress, ete., selected  refer- 
17052 
15492 


16958 


ences 
mortality, 1955 statistics_.._...___ 
mortality, United States, etc., 
1957 


Moths, see Gonodonta moths—also 
psy moths. 

Motion, see Equations of motion. 

Motion pictures, United States edu- 
eational, ete., selected for use 
abroad, catalog 

Motor carriers 

— bandiing. 


pttvate car lines, transport statis- 
ties, 195: 

transport industry, problems (ad- 
dress) 

Motor fuel: 

agricultural crops as source, bibli- 
ography 

tax increase— 


17149 


determining 
16501 


16502 
15551 





15288 


15707 
16128 


15876, saera 
15876, 16128 


see also Gasoline. 
Motor vehicles : 
parking areas, amend D.C. stadium 


act of 1957, law 15742 


15618 
16078 
15456 
Séoebrenhee 
act of 1940, make applicable to 
Guam, Virgin Islands, and 
Puerto Rico, report 

numbering requirement act— 
extend certain provisions, report— 
extend effective date, report.___ 
make applicable to Guam, Puerto 


Rico, and Virgin Islands, re- 
16067 


16067 


16118 
15846 


Mount, see name of mountain, except 
when “Mount” occurs as first 
word of name of town, ete. 

MR series 17005 

Mud Lake National Wildlife Refuge, 
general information 


Mudd, Samuel A.: 
memorial tablet, erection at Garden 


15666 
16176 


16386 


16019 
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Entry 


Munich, Germany, operations of USIA 
—_ broadcasting center, re- 
16189 
Municipal “Ganee for District of Co- 
lumbia : 
Domestic Relations Branch, extend 
jurisdiction to cover adjudica- 
tion of property rights in cer- 
tain actions— 


Muscles, skeletal, in ontogenesis, role 
of cerebellum in development 
of functions, USSR study__ 

Music, copyrighted, catalog of copy- 
pe Oe ara 

Mutual aid, see Military aid. 

Mutual assistance, see “Military aid. 

Mutual defense, see Military aid. 

Mutual security, see Foreign aid— 
Military aid. 

Mutual security program, see Foreign 


16232 


aid. 
Mydlak, Julia, relief 


N.A.C.A., see National Advisory Com- 
mittee for Aeronautics. 
N.A.S.A., see National Aeronautics 

and Space Administration. 
N.LH., see National Institutes of 
Health. 
NACA, see National Advisory Com- 
‘mittee for Aeronautics, 
Nacelles, zero-lift straight - wing- 
body- nacelle configuration, su- 
personic-area-rule design and 
—— -propelled flight investi- 
16824 


15469 
Narcotics: 
act of 1909, amend, report 
laws, compilation 
manufacturing act of 1960, report— 
NASA, see National Aeronautics and 
Space Administration. 
Natality, see Birth. 
National, see headings beginning Fed- 
eral—Government—-National. 
National Advisory Committee for 
Aeronautics: 
report series 16742-743 
research memorandum RM_e se- 
i 16744-864 
National Advisory Council for Inter- 
national Health and Medical 
Research, establish, hearings_ 
National Advisory Council on Inter- 
national Monetary and Finan- 
cial Problems, report, July 1- 
Dec. 31, 1958 
National Advisory Council on Juve- 
nile Delinquency : 
establish— 
report 
Ua cel lncnerentniameatan 
National Aeronautics and Space Ad- 
ministration : 
NASA memorandums 16865-868 
NASA technical notes 16869-929 
National Archives and Records Serv- 
ice, preliminary mi hens 
PT See ae Ce a a 16932-—935 


meee atlas of United States, price sae 


15840 


15949 





16083 
16083 


National banks: 
laws, amend to clarify, repeal ob- 
solete laws, ete., hearing... 16194 
lending and borrowing limitations, 
amend, hearing 161 


Page 161 








Entry 


National banks—Continued 
underwriting limitations, correct 
: revised statutes of U.S.— 
aw ._ 





P 
National Bureau of Standards: 
briefing on functions and respon- 
sibilities, report 
circular 
journal of research 
miscellaneous publication 
NBS monograph 
research papers, compilation_ 
technical note 
National Capital, see Capital 
United States. 
National Cultural Center: 
construction, amend act— 


report 
National defense: 
agreement with China 
Army deployed forces, 1st line of 
defense, pamphlet 
economic and defense role of U.S. 
ports 
investigation, report 
missile development 
sciences, hearings, 
copies, report 
mobilization— 
legal authorities 
national plan 
programs, ete., 
port, hearing 
plan briefing on air defense mis- 
siles, hearing 
policies in 1958 
preparedness operations, investi- 
— report of subcommit- 


a 
United States policies 
print, report 
see also Civilian defense. 
National Fire Behavior Training 
School, Alexandria, La., 1959” 
National Fuels Policy Joint Commit- 
tee, create, report 
National Geographic Society : 
erect memorial for Richard BH. 
Byrd in Arlington, Va.— 


and space 
additional 


progress re- 


National Guard: 
information for businessmen 
your son and his military obliga- 
tion, enlistment information_ 
National industrial technical centers— 
National Institute for International 
Health and Medical Research, 
establish, hearings 
National Institutes of Health: 
grants and awards, 1959 
reference guide series 
National Labor Relations Board: 
decisions and orders 
member, nomination of Boyd Lee- 
dom, hearing 
National Lime Association, 
competition awards, 19 
National monuments and memorials, 
see names of monuments or 
memorials. 
National Museum, proceedings 
enna ~: pam Week, designation, 


safety 


aateeal Park Service : 
archeological research series 
laws relating to, 1957-58 
National parks, see names of parks. 
National plan for civil defense and 
defense mobilization 
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169 od 
16938-—939 
16942 


INDEX 


15509 
15509 


15752 


15967 
15775 


0-191 


16437 
16117 


15655 
16178 


16943 
16944 
16488 
15949 


16947 
16948 


16950 
16217 
16693 


16953 
15715 


16964 
16966 





Piations) Peay Express Crecente 
Association, Treasury Dept. t 
supply and sell Sclaipemeta. 
tive medals, report 
National Science Foundation : 
act of 1950, amend, report 
weer development, reviews 
oO t 
ee” research programs, 
1960-61, announcement and 
suggestions 
weather modification 


National security : 
defense contractors access to classi- 
fied information, Secretary of 
Defense to prescribe stand- 
ards, report 
internal security act, etc., admin- 
istration, investigation— 
expenses, report 
NORTE sid no cditienbe 16210, 
errata 
safeguarding classified informa- 
tap. industrial security man- 
ua 


see also National defense. 
National Stay-in-School 
memo to employers 
National turkey improvement plan, 
see Turkeys. 
National Zoological Park : 
eT salary increases, 
act— 


Campaign, 


amend 


report 16090 
Naval Air Station, Corpus Christi, 
overhaul and repair depart- 


ment, closing investigation, re- 


port 16191 
Naval Ammunition Depot, Hingham, 
closing, investigation, fas, pete 16190 

education, Navy _ trai 
courses___. 16972-9738, 1676. 16980 


Naval Research Laboratory : 
report series 16982-993 
se — education program, 1959— 


Naval 


Naval service, see Navy. 
Naval training, see Naval education. 
Navigation : 
Communist China’s plans 
mathematical analysis, great circle 
ealculations by digital com- 
16984 
17004 
Navy: 
eareer, occupational handbook, 
manual for civilian guidance 
counselors, etc 16978 
comptroller manual 16998-17001 
daily ration, include oleomargarine, 
report 
diving manual 
flight planning document— 
15355-3356 
15353-354 


revisions 
16975 


leadership principles and problems_ 
personnel, relieve from liability for 
transportation requests’ er- 
roneously furnished, report... 16043 
publie eget ition manual, 
chang 17002 


ee “opportunities to train and 
16974 


see pe mig U niforms. 

Navy Department, specifications, see 
Military supplies. 

Navy training courses, see Naval ed- 
ucation. 

NBS, see National Bureau of Stand- 
ards. 

Near East, see East (Near East). 
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Nebraska, Big Blue River water ap- 
portionment, compact with 
Kansas, negotiation, consent of 
Congress, report 

Needle blight, see Elytroderma needle 
blight. 

Negroes : 

economic situation in U.S__-_---_ 


Entry 


16666 


os on open occupancy poli- ; 


‘ings, 

Nerves, ionic mechanisms of basic 
nerve processes, conclusions, 
USSR study 

Nervous system, splanchnic nerve, in- 
fluences on secretory functions 
of adrenal glands in newborn 
animals, USSR study 

Netherlands, atomic energy coopera- 
tion for mutual defense _. 
poses, agreement 

Nethery, Rachel, relief 

Neutrons: 

polarization from reactions 
(p,n)Be? and D(d,n)He® 
resonances in U-—238, thesis 

Nevada: 

postal service scheme 
SUITED THOUS T cbiend sews ahi 

New Jersey, oyster industry, 
tance to, report 

New Jersey-New York Transportation 
Agency, see New York-New 
Jersey Transportation Agency. 

New York City: 

electric facilities of area, map__-_~ 
world’s fair, 1964, invite foreign 
countries to participate, re- 


Li’? 


por 

New York-New Jersey Transporta- 
tion Agency: 

compact creating, consent of Con- 


PD 
New York State: 
migratory farmworkers, 
1953, 1957 and 1958 
mineral occurrences______.----~- 
southern district court, records pre- 
liminary inventory 
Newark, N.J., airfield, mail handling 
activities, transfer to city post 
office, report 
News for farmer tinct vida 
TG sie cs trennndidin bb + 
Newspapers, on microfilm, list, supple- 
men 
see also Press. 
Nez Perce Indians, 
to, report 
Nicaragua: 
Army and Air Force mission, agree- 
ment 
exports and imports, licensing and 
exchange controls 
a a peeanas, 


changes, 


donate land 


see National Institutes of 
Hea 

Noise, shock-wave, from airplanes in 

level flight at Mach numbers 


to Si and altitudes to 45,000 


NIH, 


Nolen, ry ae conveyance of prop- 
erty t 
Necdiiianiatile, see names of persons. 
Nonferrous metals, see Metals. 
Nonmetals industry, injury experi- 
ence, 55 
Norman ret 
report 
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16694 


16335 


16459 


16221 


16279- 280 


15568 





North (U.S.) : 
water-hyacinth transportation in 
interstate commerce, permit, 


E 

North Africa, see Africa. 
North America: 

lights and fog signals, list___._.__ 

regional broadcasting agreement, 

interim report 

North Atlantic Treaty, mutual aid, 
costs for maintenance of U.S. 
forces, agreement 
Atlantic Treaty Organization, 
status of forces agreement, 
criminal jurisdictional opera- 
tion, report 
ears small industries pro- 


North 


North 

North ‘Cental States, see Central 
tates. 

North Dakota: 

Fort Berthold Reservation tribal 
mo members to acquire, re- 
por 

policemen and firemen, social se- 
curity coverage, law 

see also Standing Rock Reservation. 

North Korea, see Korea. 

North igen" see Vietnam. 

Northeast (U.S.): 

principal electric facilities, map___ 

Northeastern Forest Experiment Sta- 
tion, station paper 

eee States, see Northeast 
(U.S. 


Northern States, see North (U.S.). 
Northern Utilization Research and 
Development Division, publica- 
tions and patents, list 
Northwest (U.S.): 
average discharge at selected gag- 
ing stations and change of 
storage in certain lakes and 
reservoirs, 1943—57 
principal electric facilities, map —_ 
Northwest Electrodevelopment Exper- 
iment Station, metallurgical 
progress report, Jan. 1—Mar. 
5 


Northwestern States, see Northwest 
(U.S.). 
Nose (aircraft) : 
inlets— 
compressive flow about axially 
symmetric isentropic spikes at 
Mach number 3.85 
performance of boundary layer 
separation at Mach number 


5. 
lip shape of inlet installation and 
method for optimizing engine- 

inlet combinations 
shape tests in 4,000° supersonic air 
jet, exploratory materials___-_ 
Notes, see Treasury notes. 
Nova Scotia, sailing directions, 


Noxious plants, see Weeds. 
Nozzles: 
contour, effect on drag of parabolic 
afterbodies 
convergent-divergent exhaust, flight 
investigation of pentaborane 
fuel in rocket boosted 9.75-in- 
diameter ramjet engine 
exhaust, variable area, performance 
characteristics of turbojet en- 


NRL report series 
NSF, see National Science Founda- 
tion. 


Nuclear energy, see Atomic energy. 


16455 
16338 


15435 
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Nuclear explosions: 
underground detonations— 
earth motion measurements____ 


preliminary report on medium 
studies 
surface and subsurface strong 
motion measurements 
surface motions 
Nuclear fission, cross sections, U-235, 
absolute neutron, determina- 
tion 
Nuclear powered 
breakers. 
Nese reactor power plants: 
D,O-moderat symposium 
design studies, AEC summary and 
evaluation report 
fluid fuel reactors, report___ 
fuel elements, civilian, report 
small, feasibility, statistical sur- 
vey, generating cooperatives 
and municipalities 
Nuclear reactors, see 
(atomic). 
Nuclear warfare, see Atomic Warfare. 
Nuclear weapons, see Weapons. 
Numerical calculations, fundamental 
solutions of wave equation, 
Oe a ee 
Nurses and nursing: 
examination, mia at 
.C., repor 
professional setae traineeships 
evaluation conference— 


Reactors 


etc., 


public health nursing practice, ob- 
jective data, etc 
Nursing homes: 
benefits for OASI 
additional copies, report 
Nutrition, fish meal proteins, evalu- 
ation of processing variables__ 
see also Food. 


Nuts, tree, production, tT value, by 
States 1957 and 1958 


beneficiaries, 


O.A.S.I. series 
O.P.A., a Price Administration Of- 


Oahu, 





“principal electric facilities, 
Oak Ridge. National Laboratory, mas- 
ter analytical manual 
OASI, see Old age and survivors in- 

surance. 
OASI series 
Oaths : 
requirement in bankruptcy plead- 


Pp 
Obscene matter: 
detention of mail for temporary pe- 
riods, amend act, report 
indecent publications, forfeit prop- 


erty to D.C., report 

mail order business, post office role 
in destroying (address) 

sent through mail (address) — 


INDEX 


Entry 
15405 
5 
15408 
15406 
15407 


15400 


16907 
16137 
17049 
17050 
17054 
15977 
15908 
16377 


15277 


17003 
16342 
15423 


17003 


15658 
15892 


15796 


170 
17018-19, 17027-28 


Occupations : 
career opportunities— 
engineering, science, 
Army Department 
engineers, with Federal Govern- 
ment 
military lawyers, Air Force 
Navy, manual for civilian guidance 
counselors, etc 
see also names of occupations, in- 
dustries, ete. 


ete., 
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15390 


15531 
16635 


16978 





Ocean : 
importance to China 
marine chemistry, problems and 
developments in Communist 
China 
marine geology and submarine oil 


marine physics, Communist China, 
progress and tas 
Oceanography : 
Communist China’s plans 
Communist China’s research tasks 
(speech) _ 
Institute, Academy of Sciences, 
USSR, chemical research in 
Far Eastern waters, etc 
USSR research - 
Odors, fish, dicarbonyl compounds as 
componets of odor 
Office furniture and 
stands, office machine, 
Federal standard 
see also specific types of furniture, 








equipment, 
steel, 


ete. 

Office machines, see Office furniture 
and equipment. 

Office of Administrative Procedure, 
see Administrative Procedure 
Office. 

Officers, see names of services to 
which officers belong. 

Ohio River and _ Valley, 
water supply of basin 

oe see Petroleum. 

Oil fields, see Petroleum. 

Oil pipe lines, see Pipe lines. 

Oil shale, gas flow retort, 
plant operation 

Oils: 


ipgues, a and processing 
tre 
West Africa's fats and oils indus- 


surface 


ry 
see also Fuel oil—Lubricants. 
Oklahoma: 
climatic summary, 1931-52 
district court at Durant, waive of 
sec. 142, title 28, U.S.C._— 
law 
Pepertecn.24 CW Luss 15805, 
electric rate book 
Kiowa, Comanche, and Apache In- 
dians, use of judgment funds, 
report 
oil and gas lease beg hn hed 
Land etn aes Bureat 


16728 


15322 
16394 


17152 


599, 15780" 16003A 


policemen and a social secu- 
rity coverage, law. 


Old age and survivors insurance : 
hospital, nursing home, and sur- 
gical benefits for persons el- 
igible, hearings__..---~---- bles 
additional copies, report 
OASI series 
quarters of coverage, change rule 
for crediting, report 
your social security, 
ish 
Oleomargarine, include in Navy ra- 
tion, report 
Olympic games, National Olympic 
Week designation, law 
Olympie Week, see National Olympic 
Week. 


ete. 


On the job training, see Employee 
training. 

One nation under God, indivisible, 
with liberty and justice for all, 
abridgment of report of Com: 
mission on Civil Rights, 1959_- 
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Onions, frozen breaded rings, stand- 
ards for grade 
Ontogenesis, see Ontogeny. 
Ontogeny : 
brain phosphatase in rabbits dur- 
ing ontogenesis, histochemis- 
try, USSR study 
ontogenetic development in ani- 
mals, inhibitory influences on 
cardio-vascular activity, USSR 





study 
reflex regulation changes of renal 
function, USSR study 
skeletal muscles in ontogenesis, role 
of cerebellum in development 
of functions, USSR study—_-__ 
OPA, see Price Administration Office. 
Operation rte (nuclear effects 


es 
Opetition 
test 


Opiates, see Narcotics. 

Opinions, see names of courts, etc., 
rendering opinions. 

Opium, laws, compilation 

Orange County, Calif., real property, 
conveyance of U inter- 

ests, report 

rotating, gravity torque on 

stability of satellite 

ORD M series, manual 

Ones ne Navy, NavOrd re- 


Orbits, 


Orénanes’ Seopn: Army, manual ORD 
M series 





Oregon : ory 
Crooked River project, capacity for 
future irrigation, increase, re- 





port ad 
foretan trade interests, print as 
House document, report 
9 go forest and forest 
problems..in32 elses 
weubeiin floods of Jan, 1953 
Ores, see names of metals or minerals. 
Organic compounds, near infrared 


Organizations: 
and officials concerned with com- 
mercial fisheries, 1959 
Soviet, scientific, directory 
Organophosphorus, acids, chemical re- 
actions with isocyanates_____ 
Oriental art, see Art. 
Ornithosis, see Psittacosis. 
ORNL, see Oak Ridge National Lab- 
oratory. 
Orphans: 
panish-American War _ veterans 
children, provide educational 
benefits— 





report____ 
Oscillations : 
finite cold plasma in strong mag- 
netic field 

lateral, characteristics 
planes, correlation 

some problems in theory of non- 
linear oscillations 

Ossorio, Loretta F., relief 

Oswego, N.Y., electric facilities of 
area, 

OTS, see Technical Services Office. 

Outer Mongolia, see Mongolia. 

Outer space: 

Government agencies involved or- 
ganization, responsibility, etc., 
investigation, report 

propulsion systems requirements 
for development— 

additional copies, 


for 


hearings, re- 
port 


report 
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Entry 
15278 


16623 


16621 
16628 


16622 


15910 


16897 
17006 


17004 
17006 


15814 
15906 
16428 
16470 
15357 
16381 
16555 


16991 


16082 


15904 





Outer space—Continued 
questions bearing on space program 
of U.S. (remarks) 

space and astronautics, materials, 
compilation 

space law problems, symposium___ 

space sciences, development in pre- 
paredness program, hearings, 
additional copies, report 

taming of blue and beyond, Air 


Entry 


16930 


16229 
16230 


ORCS. DEM en rneeeni 1 


Outlook (Chinese periodical) : 


ossessions, internal revenue 


Outlying 
amend, re- 


code provisions, 


port 
Oversea service, Government offices, 
differentials and allowances 
act, report 
Overseas affairs bulletin 
periodical) : 


(Chinese 


Overtime, sce Hours of labor. 
Ownership changes by purchase and 
merger in selected food indus- 


tries 

Oxides, see oxides by name, e.g., Lron 
oxides. 

Oxygen requirements for  turbine- 
powered airplanes, civil air 
regulations amendment 

Oysters: 

Delaware-New Jersey 
assistance to, report 
Pacific, freezing methods___-___~- 


industry, 


P 
P.H.S., = Public Health Service. 


Pacific area, United States Army i 
World War II 
Pacfic Coast: 
dogfish sharks, bounties to control 
depredations, report 
shipbuilding cost differential, elimi- 
nate in bidding, hearings. -- 
see also Pacific States. 
Pacific Festival, 1959, see San Fran- 
cisco, Pacific Festival, 1959. 
Pacific islands : 
mineral industry, 
book chapter 
sailing directions, 
Pacific es 


8.) 
Pacific Northwest Forest and Range 
Experiment Station, research 


minerals year- 


changes_ 
see Northwest 


Pacific Ocean: 
adjacent to Far Eastern waters 
chemical research, USSR 
central north, albacore fishing, 
construction and catch selec- 
tivity of gill nets used_____-__ 
north, salmon, experimental fishing 
3 determine distribution, 


195 
salmon species inhabiting 
Pacific Southwest Forest and Range 
Experiment Station: 
research notes 
Susanville Research Center, 
technical paper 
Pacific States, Pacific slope basins, 
surface water supply 
Packages: 
gift, sending to— 
Algeria 
Bolivia 
Brazil 
British East Africa 


guide_ 


15327 
16682 


16044 
15954 


16707 


-~. 16481-482 


16439 


” 16542 


16376 


16389 
16380 


16441-445 


aaane 
16 


Page 165 








Packages—Continued 
gift, sending to—continued 


Federation of Malaya 
Gabon, central Africa, Chad, and 
Congo 





Philippines 
Singapore 
Turkey 
imported articles repackaged, mark 
with name of country of 
origin, report 
relief, for communist countries, 
tariff, ete 
Packaging, see Packing. 
eens converted flexible packag- 
ng products, facts for indus- 
try, 1958 
see also names of articles packed. 
Packing materials, Federal supply 
schedule 
Pact of mutual cooperation, 
Baghdad pact. 
Painters, treatise by Qidi Ahmad, son 


16367 
see 


1) 
Paiute Indians, lands in trust for 


members of Fort McDermitt 
Paiute and Shoshone Tribes, _ 


Pakistan : 
communications unit establishment, 
agreement 171 
sending gift packages to 
Palm Springs Reservation : 
equalization of land allotments— 
f 15704 
p 15790, 16111 
Indian lands, longer term leases— 
15691 


Pamphlets, see names of depart- 
ments, etc. issuing pamphlets. 
Panama Canal: 
improvements, short-range 
gram, report 
ship pilots, optional 
report 


pro- 


retirement, 


Panels (aircraft) : 
flutter, experimental and theoretical 
studies 16816 
Panhandle & Santa Fe Ry., accident_ 16499 
Pank, Agnes L., relief 15572, 16029 
Paper: 
list of reference works___-_--~-~- 16431 
making, classification bulletin 
Parachute riggers, certificates, civil 
aeronautics manual 
Parachutes, loft, certificates and rat- 
ings, civil aeronautics, man- 
ua 
Paraguay, mutual security in action, 


Parameters : 
rocket-engine, design, effects on 
regenerative-cooling capabili- 
ties of propellants, analysis_._ 16896 
subsonic diffuser mse as supersonic 
inlet control parameter 
Parents, mental health for parent and 
child, reading list 
Park National Bank, relief__. 15605, 16040 
Parking of vehicles: 
amend D.C. stadium act— 
law 


Parks, see names of parks. 
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Entry 


Particles : 
fundamental— 
interactions, 
theory 
systematics, and isotopic spin_- 
Parts, see Repair parts. 
Passports : 
denial to supporters of Commu- 
nism, report 


and difficulties of 
15395 
15395 


15897 


report __ 
standards for issuance, report... 
visas, agreement with, Colombia__ 
Past, present, and future (address). 16346 
Patent Office: 
classification bulletins 17010-11 
research scientific supergrade po- 
sitions, rates of basic compen- 
sation, establish, hearings_--— 
Patents: 
Northern Utilization Research De- 
velopment Division, list._---- 
placer claims, include nonmineral 
lands, report 
tuber-propagated plants, report--— 
Western Utilization Research and 
Development Division, semian- 
nual list 
Pathology: 
anatomy of Tpetimentol plague in 
camels, USSR study 
general problems, Soviet abstracts_ 
Pathway to a civilian career, engi- 
neering, science, management, 
administration 
Patients, care through public health 
nursing service, analysis 
Paul & pepeman, Inc., and others, 
relie 
Pavlovych, Petro, consultation with 
staff of Un-American Activities 
Committee 
Pay, allowances, etc.: 
military pay and accounts, Navy 
comptroller manual 
overseas differentials and allow- 
ances act, report 
reserve components readjustment 
pay, include service in Army 
or Air Force without specify- 
ing components— 





15957 


15287 


16129 
16151 


15295 


16631 
16562 


15390 
17054 
15588 


15974 


17000 
15789 


16193 
15689 
transportation, naval service mem- 
bers relieve from, liability of 
reimburse, report 
Payments: 
in lieu of taxes— 
minority views 
report 
Payments to Local Governments, Ad- 
visory Committee on, see Advi- 
sory Committee on Payments 
to Local Governments. 
Payments to Local Governments, Fed- 
eral Beard for, see Federal 
Board for Payments to Local 
Governments. 
Peace, promoting through reduction 
of armaments, report 
Peaceful change (address) 
Paneyee, ETanaeee, cost of packing, 


16043 


16113 


Peanuts: 
boiling, exclude from acreage allot- 
ment and marketing quota, 


insect 
stock 
stock, in-storage treatments 
protection from insect damage, 
CONG soeGs dh celts che 15324 
stocks and processing 15268 
Peat, minerals yearbook chapter___. 16716 


Do not order from index; see indicated entry 
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Entry 
Pegmatite, Beecher no. 3—Black Dia- 
mond, beryl deposits 
Penal institutions, see Penitentiaries. 
Penitentiaries : 
Federal, land in vicinity, Attorney 
General to acquire for protec- 
tion of inmates— 


16460 


15651 
15832, 161038 


reports 
amend 


penitentiary confinement, 
S. Code, 1 
Penmanship, see Calligraphers. 
Pennsylvania, electric rate book 16332 
Pennsylvania RR, accidents____ 16497-498 
Pennsylvanian period, rocks of west 
and central Texas (series)... 16469 
Pensions : 
plans under collective bargaining, 
early and involuntary retire- 
ment— 
departmental edition 
document edition 
retirement compensation for D.C. 
police band director— 


report 
trusts, exempt from D.C. laws re- 
lating to perpetuities, re- 
straints on alienation, etc., 


law 
see one Annuities—Civil service 
pensions. 
Pentaborane : 
compatibility with materials used 
for seals, gaskets, and con- 
struction 16778 
in rocket boosted 9.75-inch- 
diameter ramjet engine with 
convergent-divergent exhaust 
nozzle, flight investigation___ 
Peony Park, Ine, and others, relief__ 
People’s Republic of China, see China. 
Perinatal, infant childhood, and ma- 
ternal mortality, 1957 
Periodicals, Russian technical jour- 
nals, English abstracts avail- 
able from OTS, 
Permafrost, see Frost. 
Permian period, lower, rocks of west 
and central Texas (series) 
see also Phosphoria formation. 
Permits, see classes of persons to 
whom, or subjects for which, 
permits are issued. 
Perpetuities, laws of D.C., exempt 
pension and other “employee 
trusts, law 
Personality, essential personal quali- 
ties for small store managers_ 
Personnel administration, see Ad- 
ministrative management. 
Personnel management, see Adminis- 
trative management. 
Personnel Management Office, estab- 
lish, report 
Personnel services in education, 
school and college preparation, 
programs, courses, etc., 1959-— 
60, directory 
trade and tourist attractions 
(remarks) 
Pesticides : 
effects on fish and wildlife, Interior 
Dept. to continue studies— 


fuel 


16799 
16005 


15492 
15441 


16469 


15612 
17076 


Peru, 


Pests, forest pest leaflets 6429-430 
Petaluma Creek, designating as Peta- 

luma River, report 16049 
Petaluma River, designating report... 16049 
Petitions in bankruptcy, fees for fil- 

ing, increase, report 16072 
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Entry 
Petroleum : 
Aneth field, San Juan County, 
Utah, reservoir-oil character- 
16730 
Crow Reservation, grant to certain 
Indians— 
15648 
15836 


16690 
16698 


15599 
15780, 16003A 
leases, protection from cancella- 
tions, etc.— 


report 
crude and products, minerals year- 
book chapter 
crude oil, analysis, bibliography__ 
lease terminated by Land Manage- 
ment Bureau, reinstate 


15659 
15849, 15916, 16069 
model oil reservoir for simulating 
goe-evcing operations 
quitelaim U.S. rights to Alaskan 
homesteaders, hearing 
submarine oil resources problems_ 
Petrology, see Rocks. 
Pettit Ranch, Kern County, Calif., 
uraniferous bog deposit, geol- 


ogy 

PHA, see Public Housing Adminis- 
tration 

Pharmacists : 

examination announcement 
discontinuance notice 

Pharmacology, see Drugs. 

Pharmacy, status and prospects for 
development, USSR 

=e hia, Pa., electric 


area 

Philately and philatelists, Post Office 

Dept. program and outlook 

(address) 17015 
Philippine Islands, sending gift pack- 

ages t 16416 
ee Legion of Honor, accept- 

e by Bernard W. Kearney. 15582 

Ww illard, relief of estate_. 15604, 

16008 


Philosophical problems in theory of 
aga basis of heredity, 


R 
Philosphical research (Chinese 
riodical) : 
EET LIMO EN 
Phoenix, Ariz., electric facilities of 


15529 


16627 
16335 


facilities 


Phillips, 


pe- 


Phosphatases, brain, in rabbits dur- 
ing ontogenesis, histochemis- 
try, USSR study 

Phosphates, prospecting on 
lands, issuance of permits, re- 
port 

see also Butyl phosphates. 

Phosphoria formation, uranium geo- 
CGE sos ek ck 

Phosphorites, uranium content, geo- 
oe 16465 
16986 

uses, 

15419 


try 
Pastismnahanin 
list of references 
PHS, see Public Health Service. 


radioisotopes 


Physical education and 


training, 
field manual 


15376 


17040 
Physical fitness, airmen, medical cer- 
tificates, civil air regulations 
amendment 
Physical training, see Physical edu- 
cation and training. 
Physicians: 
supply for growing America 
USSR, visits to and by, statistical 


16301 
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Entry 


Physicists : 
careers in research, examination 
announcement 15533, 15536 
examination announcement, dis- 
eontinuance notice 15527 
Physics: 
heal th— 
symposium_-_ 
technical methods, symposium__ 
marine, Communist China, progress 


15426 
15428 


16548 
15394 
15522 





t 
metallography and physics of met- 
als, problems, symposium_--_- 

Physiologists, careers in research, 
examination announcement___ 

Physiology : 

human and animal, Soviet ab- 
stracts 16587, 16590 

plant, radioisotopes uses, list of 
references 

Picatinny Arsenal, Dover, N.J.: 

technical notes 
technical report 

Picketing, aspects of labor reform 
(address) 16646—647 

Pickling, see names of commodities 
pickled. 

Piedmont region, cover types, 
moisture depletion 
Pigments, iron oxide, minerals year- 

book chapter 

Pilot plants, see names of plants, or 
places where located. 

Pilots and pilotage, Panama Canal 
ship pilots, optional retire- 
ment, report 

see also Aviators. 


Pine: 
loblolly— 
girdle or fell oaks to release__-_ 
growth influenced by sites and 
seedling grades 
needle-sheath miner, 
control -_-- 
ponderosa— 
and jeffrey, 
observations 
Elytroderma needle blight 16430 
logs, amount and grades of lum- 
ber from Black Hills area_.___ 16447 
seeded and planted, growth rate 
simila 16451 
Pine needle-s 
control 16446 
Pipe and pipe fittings, sewerage utili- 
ties, sewer pipe requirements 
far. meing.utis Jacl. 
Pipe lines, oil, transport statistics, 
1958 


soil 


16222 


16451 


16451 
biology and 
16446 





10-year 


pruned, 
16444 


15454 


f 16502 
Pitting, meteorite, caused by fluid- 
dynamic mechanism of bound 
perteteg.c05.. sellin... lac 
Pittsburgh, Pa., electric facilities of 


17077 


16335 

Placement, youth, self-training unit 
on child-labor laws for work- 

a Te a oa on 
Placer claims, see Mines and mining. 
Plaque, experimental, in camels, 
pathological anatomy, USSR 
anager? fo8.. duces 
Planing mills, work injuries and in- 


16652 


16631 


research, Communist 


Plankton, 
Chi 


Planning philosophy for 
systems 
Plant nutrition, see Plants. 
Planting, see Tree planting. 
Plants: 
primary plant nutrients, consump- 
tion in U.8.. 22s. 01... ee 15280 
tuber-propagated, patents, report. 16151 
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Entry 
Plasma: 
equilibrium in toroidal system_-_-~ 
finite cold, oscillations in strong 
magnetic field 
physics research, recent results___ 
Plasticity, factors, effects on ductil- 
ity of sodium chloride, lithium 
fluoride and magnesium oxide 
single crystals 
Plastics: 
adhesives for attaching electric 
strain gages 
transparent and translucent win- 
ow covering, 1957, facts for 
industry res 
Plates (metal, etc.) : 
blunt, calculating surface pres- 
sures in hypersonic flow. _- 
curved, buckling, structural stabil- 
ity handbook 
oon, structural stability hand- 
0 


15413 


15412 
16993 





16901 


17007 


15476 





16898 
16927 
16926 


shaped wing subjected to con- 
stant heat input, effect of 
chordwise heat conduction___ 16883 
Platinum, platinum-group metals, 
minerals yearbook chapter... 16717 
Plymouth, Mass., First Baptist 
Church land sale, repeal, law. 15712 
Plywood, softwood, facts for indus- dee 
7 


try, 
Poland: 
agricultural economies, notes 16396 
parcel operations, report 15972 
provincial press, summary. 16519, 16522 
selected economic translations... 16566, 
16570 
United States exchange programs. 16203 
visit of Vice-President Nixon, 
July—Aug. 1959 
Polaris, see Missiles. 
Polarization of particles, 
from reactions Li? 
and D(d,n) He 
Police: 
District of Columbia, band director 
retirement compensation— 


neutrons 


15720 





Metropolitan police force, relief or 
retirement compensation of 
former members and their wi- 
dows, widowers, and children, 
increase, 

National Zoological Park, 
increases, amend act— 


16164 


15743 

16090 

social security coverage in Cali- 
fornia, Kansas, North Dakota, 
Oklahoma and Vermont, law_ 

United States Park Police relief or 
retirement compensation of 
former members, and their wi- 
dows, widowers, and children, 
increase, 

White House force relief or retire- 
ment compensation of former 
members and their widows, 
widowers and children, in- 
crease, report 16164 

Political parties, activities in Tibet 
and Inner Mongolia, 1958-59, 
translations from Communist 
China’s ._ publications 

a omens, publications, price 

8 

Politics, f 

Cc 


15649 


16537 


17032 
yublications of Communist 
translations 6509, 


16537, 16558 
Ponderosa pine, see Pine. 
Pony express, founding, commemora- 
tive medal, report 1 
Popeorn, acreage, 1959 


ina, 
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Entry 


Popper, Martin, proceedings against, 
citing for contempt, report... 15888 
Population : 
census, 1950— 
special reports 
State of birth, corrections 
census publications, price list 
current population reports, special 
censuses series____..---- 15467-469 
postcensal, composite method for 
estimating small areas by age, 
sex and color 
Pork, slaughtering, cutting and proc- 
essing on farm 
Portland, Oreg., electric facilities of 
area, map 16 
Portland cement, see Cement. 
Ports, United States, economic and de- 
fense role 16324 
Ports of entry and delivery, see Cus- 
toms Service. 
Possessions of United States, see Out- 
lying possessions. 
Post Office and Civil Service Com- 
mittee, House: _ 
hearings 15955-957 
reports. 15789, 15794, 15796, 15807, 15896 
Post Office and Civil Service Commit- 


tee, Senate: ; 
hearings sees Po 


Post Office Department: 
campaign against obscene matter 
in mails (comment) 
future program (address) 
mail order obscenity racket prob- 
ag 


lem, (comments) 
methods handbook M series 
our responsibilities and Amer- 

ica’s future (address) 
pornographic and obscene materials 

through mails, suggestions 

against distribution 

dress) 17027 
Poster, commemorative stamps__-. 17012, 
17014, 17016 

17030 


17028 


publications, list 
Post offices : 
ist, 2d, and 3d class, exempt from 
residence requirements gov- 
erning postmaster appoint- _ 
ments, report 15794 
modernization program, how it cre- 
ates new construction markets, 
study 
see also names of places where lo- 
cated. 
Postage stamps : 
commemorative— 
dental health, dedication 
dress) 
Ernst Reuter (address) 
15-cent international 
stamp 
poster series 
Postal service : 
field service compensation act of 
1955, amend, hearing 
scheme— 


15452 


(ad- 


15956 


Universal Postal Union, conven- 
tion, final protocol, ect 
see also Post offices. 
Posters : 
Agricultural Marketing Service__-_ 15267 
Post Office Department, commemo- 
rative stamps__- 17012, 17014, 17016 
Postmasters, residence requirements 
governing appointment, clarify 
law, report 


Do not order from index; see indicated entry 





Potash, mine and refinery, electric- 
power-distribution system, Du- 
vai Sulphur & Potash Co., 
Carlsbad, N. M 

Potatoes, acreage, yield, 
States and seasonal 
1957-58 

Poultry: 

eggs and poultry, 
port 

interstate movement, enforcement 
of regulation, guide 

USDA grades, how to buy 

see also Turkeys. 

Powders, research, 
as tool 

Power (Balance of), see Balance of 
power. 

Power plants, aircraft, ceramic coat- 
ings with high reflectivities 


ete., by 
groups, 


conference re- 


explosive press 


sce also Nuclear reactor 
plants. 
reactors, 
(atomic). 
Precooling, see Cooling. 
Prefabricated houses, see Houses. 
Preparedness, see National defense. 
Preservatives, see Wood preserva- 
tives. 
President Adams Parkway, feasibility 
of establishing, study, law____ 
President of United States: 
Eisenhower’s European trip, Aug.- 
Sept., 1959 
messages, see, in main alphabet, 
subject of message. 
veto messages-—— 
Eber Bros. Wine & Liquor Corp_ 
housing act 
public works appropriations bills, 
1960 


power 


Power see Reactors 


Entry 


15361 


15693 


17090 


15776 


15991 


15773-7774 


President’s Committee on Employ- 
ment of the Physically Handi- 
capped, minutes of meeting, 
1959 

President’s Council on Youth Fitness, 
youth fitness and the future__ 

Press: 

Bulgarian provincial— 
biweekly report 
summary 
Czechoslovak provincial, summary 


Hungarian provincial, summary__ 
Polish provincial, summary 


tumanian provincial, summary_-_- 
Presses, see Explosive presses. 
Pressmen, examination announce- 
ment, amendment 
Pressure : 
distributions over blunt bodies with 
cross sections at Mach num- 
ber of 4.95 
fluctuations on flat plate and cylin- 
der in slipstream of hovering 
rotor, investigation 
intraocular, high-frequency tonom- 
eter for measuring and re- 
cording, USSR study________ 
recovery, effects of lip bluntness 
and shape 
recovery of auxiliary inlets 
transonie speeds.__....______ 
surface, method for calculating on 
blunt plates in hypersonic 


Pressure measuring systems, see To- 
nometer, 
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Entry 
Price Administration Office, Informa- 
tion Dept., records, preliminary 
EE eae 16935 
Price lists, see Government publica- 
tions—also subjects. 
Prices: 
consumer index, components, rela- 
tive importance, technical 
Sn eae SESS LOSE ee eee 16665 
employment, growth, and _ price 
levels— 
|) eae a ae 15754 
questions on monetary policy and 
debt management____------- 15755 
OS SEE 15756 
manufacturer through own retail 
outlets, ete., equalize, hear- 
Rte le 8 isis peiesiesesonnaamer 15948 
price supports, use of sec. 382 of 
AAA act funds— 
EE Se eee eer 15935 
eee 15850 
we prices and price indexes, 
1958— 
departmental edition-____----~- 16659 
document edition___-_-_-__----~- 15764 
see also Inflation (finance)—also 
names of commodities. 
Prince William Forest Park, general 
Se eee ee 16967 
Printed circuits : 
chemical-resistant silk screen inks 
we 8 ee of printed cir- 
SS REA SS ai 16982 
Per and test procedures, prep- 
I a ie ect cote meen 15364 
Printer proof-readers, see Proof 
readers. 
Printers: 


hand compositor, examination an- 
nouncement, amendment___-_-_~_ 
monotype keyboard and slug ma- 
chine operator, examination 
announcement, amendment__. 15515 
Printing machinery, high-speed elec- 
tronic printer for digital com- 
| ae eee eae 
Prisoner = war, U.S. fighting man’s 


15515 


15363 
15372 


| a rE ee 
Prisons aa prisoners, see Peniten- 
tiaries. 
Private laws, see Law. 
Proceedings ‘of National Museum___- 
Processing of food, see Food proces- 
sing—also names of food proc- 
essed. 
Procurement, see Armed Forces— 
Army—Military supplies. 
Production : 
defense production act, progress 
report 42, hearing_________-- 15752 
motion pictures and filmstrips se- 
lected for use abroad, catalog. 17149 
U.S., 1958, exports in relation to 
comparisons for previous 
OR Bs ae ee te et 
see also names or classes of com- 
modities. 
Productivity, see Production. 
Professional paper, Geological Survey 16469 
Profit, U.S., effect of private foreign 
investment, hearings______-__ 16196 
Program Si SGfits.... nccwacncsc sce 15327 
Promotions: 
Air Force officers, improve oppor- 
tunity for promotion to grade 


16953 


16425 





of major— 
OE SEL EEE ORLA PUTT 16193 
_ fC es 15700 
Proofreaders, printer, examination 
announcement, amendment ___ 15515 
Propagation, tuber-propagated plant 
DRCONTE, TOOT nn ks 16151 


Page 170 





InpEx 









Do not order from index; see indicated entry 








































Entry 
Propellants : 
rocket, effects of design parameters 
on, regenerative-cooling capa- 
bilities, analysis_.___._._-__--- 16896 
vaporization for rocket engine de- 
sign 16895 
see also Fuel. 
Propellers : 
aircraft— 
airworthiness, civil aeronautics 
TIE iiss cists bihidlintentiincsilbciidts 
camber effects on characteristics. 16847 
slipstream— 
downwash from VTOL aircraft 
starts surface erosion of ter- 
a a AEE ES Ee ee 16893 
wind-tunnel tests of airplane 
model with unswept, aspect- 
— 10 wing and blowing 
Pepe oo: sees eel} 16874 
Propeeain, destation and data on its 
chemical composition, USSR 
SURO ok we dso Sue 16594 
Property : 
concealment of assets in bank- 
rupeer, tepert.... .....-nase0e 16162 
damage claims, proposed appropri 
ES ee 15988, 15994 
interests of husband and wife in 
certain actions arising in D.C., 
Domestic Relations Branch of 
Municipal Court to adjudi- 
cate— 
ORR A IE ee oe 15622 





Co eet oe op rope ee eS lp Ie 15828 
see also Restraints on alienation— 
Surplus property. 
Propulsion : 
aircraft nuclear program— 
CTE ha efit ee ph agin Sora 
GRR a a) (a A EEE eg 15749 
systems for space, requirements 
for development— 





















hearings, additional copies, re- 
ee Re en es Estee ae lee eae 1 
report — RAB 
Prospecting, phosphate on _ public 
lands, issuance of permits, re- 
See en 16121 








see also Aerial prospecting. 
Proteins, fishmeal, nutritional evalua- 
tion of processing variables_._ 16377 
Providence, R.I., electric facilities of 
area, map 16335 
Proving sroueda Bahamas long range, 
Ascension Island sites, admin- 
istrative arrangements agree- 
ment with Great Britain_____ 17125 
Prychodko, Nicholas, consultation 
with staff of Un-American Ac- 
tivities Committee___________ 
Psittacosis, resistance of ornithosis- 
psittacosis virus to action of 
physicochemical agents, USSR 
NN oie a ee 16601 
Psychiatry : 
and depth psychology, USSR study. 16632 
military, bibliography, 1952-58__-_ 17053 
Psychology, depth, and psychiatry, 
USSR study 1 





















6632 





Public administration, latest chal- 
lenge confrontin American 
business (address) _.-__-__-~ 1 

Public affairs, see Public administra- 

n. 







Publie assistance, program, Washing- 
ton State Dental Service Cor- 
poration, TODO... o..eenccns 

Public buildings, construction, altera- 
tion, and acquisition, vest au- 
thority in GSA, law_-------- 

Public debt: 

management problems (remarks). 17147 






15626 
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Entry 


Public debt—Continued 
monetary policy and debt manage- 
ment, questions prepared for 
study of employment, growth, 

and price levels 
ae reduction, 


15755 
17146 
17031-34 


etc. 


Public 


lis 
Public health, see Health. 
Public Health and Medical Research 
Year, see International Public 
Health and Medical Research 


Year. 
Public health nurses, see Nurses and 
nursing. 
Public Health Service: 
conference, 1959 proceedings, State 
and territorial mental health 
GUNTER eS cc eka eid 
conference with State and terri- 
torial dental directors and 
Children’s Bureau, 1959 pro- 
ceedings 
grants and awards by N.I.H., 1959_ 
Public housing, see Housing. 
Public Housing Administration, hous- 
ing programs open occupany 


Public information : 
availability from Federal depart- 
_— and agencies investiga- 
tion— 


free exchange restrictions, effect on 
scientific development 
progress, hearing. 

Navy manual, change 

see also Public relations. 

Public lands : 

acreage limitations on land trans- 

ferred to States, etc., amend 


recreation act— 
15657 


Alasia, orders affecting 

Fort McDermitt Indian Reservation 
hold in trust for Fort McDer- 
mitt Paiute and Shoshone 

noxious-plant a by States, 

report 





withdeawals, not to affect water 
see also names of States, etc., where 
lands are located. 
Public laws, see Law. 
Public management, see Administra- 
tive management. 
Public property : 
Federal property and administra- 
tive services act, amend, re- 


management, Department of In- 
terior field offices, workshop re- 


orts, e 

Public relations, public and USDA 
(notes for remarks) 

Public Roads Bureau, Federal aid 
highway trust fund, proposed 
provisions 

Public schools, see Schools. 

Public Services Division, series S__- 

Public works: 

appropriations, 1960— 
law (H.R. 9105) 
D 
veto (H.R. 7509) 
veto (H.R. 9105) 
epoxy resins for use on civil works 
projects, summary of data... 16274 
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Entry 


Public works—Continued 
floating plant list, Engineers Corps 
manual 
military department projects, mov- 
ing costs of tenants, extend 
acm for filing applications, 


16266 


15682 
sbsioue relating to flood control, 
ete., investigation, authoriza- 
tion, report 
see also Installations (military). 
Public Works Committee, House : 
hearings 
investigations and studies, matters 
within its ee author- 


ization, report 15890 
15876, 15899-901, 15910 
15876 


15890 


15958 


Public’ Works Committee, Senate: 


hearings 16225-226 


16049, 
16127, 16134, 16165, 16174-175 
Publications, see Government publica- 
tions—also names of depart- 
ments, ete., issuing publica- 
tions—also subjects. 
Puerto Rico: 
climatic summary, 1931- 
fetal deaths, 1957, national sum- 
WRU bo 2 se cide cemie 
infant mortality, 1957 
maternal mortality, 1957 
motorboat act of 1940, make appli- 
cable, report 1 
natality, 1957, national summaries. 16961 
principal electric facilities, map_. 16342 
Pullman Company, transport statis- 
tics, 16 
Pulp wood, see Wood pulp. 
Pulpwood, see Wood pulp. 
Pulse columns, design 
Pumice: 
and pumicite, minerals yearbook 
Dp 
stone, free importation, law 
Pupils (students), see Students. 
Purchasing, power of oonmumee dollar 
in U.S. cities, 1913-59 
Pyrites, minerals yearbook chapter__ 16735 


Q 


Q.M.C., see Quartermaster Corps of 
Army. 

Quarries and quarry, injury experi- 
ence, 1955-56 

Quartermaster Corps of Army, histori- 
cal studies 

Quartermasters, Navy, 1 and C, Navy 
training courses 

Quesada, Elwood R. : 

retirement in grade of lieutenant 

general and reappointment au- 


thority— 
law 15559 
PODUTI bid Lebo anseke 15782, 16000 


R 


Rabaul, New Britain, reduction, war 
in Pacific 
Race problems: 
public housing projects, open oc- 
cupany programs, trends____~ 17059 
school desegregation, strengthen 
law, ete., report 
Radar: 
air traffic control operator, Air 
Force, on-the-job training 
IT oi cccelticnnanuttemm estar 
meteorological servicing at air 
weather station of Civil Air 
Fleet Rostoy-on-Don, 


15352 
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Radiation: 
employee hazards and workmen's 
compensation, hearings, sum- 

mary-analysis 





irradiated animals, early changes 
in bone marrow, USSR study__ 
physics data, energy dissipation by 
fast electrons_______________ 
Radiation illness, physical stress role, 
methodology of studying, 
Cpe WOOD hi oo 
Radio broadcasting : 
Mexican agreement, interim re- 
SRT REN aS OE eerie 
North American regional broad- 
comme agreement, interim re- 
Sa OE Re ee 
operations of USIA center at Mu- 
nich, Germany, report__.---- 
Radio communication : 
agreement with Mexico___-______ 
charges and services of common 
earriers, clarify F.C.C.’s au- 
thority, reports:i.c2 nse. unc 
communications-electronies charts, 
symbols, formulas and tables, 
Air Force manual____--_~--__ 
Radio engineering, prospects for de- 
velopment of equipment for 
high-frequency electrotherapy, 
USSR study_.-.----_- epeyer aes 
Radio stations: 
amateur, exchange of messages on 
behalf of third parties, agree- 
ment with Mexico___________ 
Voice of America radio relay facil- 
ities, agreement with Liberia__ 
Radioactive substances: 
remotely operated Charpy test ma- 


transportation, regulation by ICC 
0 Me RRO ee 
Radioactivity : 
fallout— 
biological and environmental ef- 
fects— 
hearings, additional copies, re- 
ne, ES SESE SIT SS ETE § 
hearings, excerpt__._.______ 
nuclear weapons tests, hearings, 
additional copies, reports____ 


strontium measurement program, 
Quarterly report.........202: 





Entry 


15750 
16593 
16941 


16596 


16048 


17124 
17122 


16983 
16126 


15909, 
16058 


15401 


hazards, Federal-State relation- 
ships rel. standards, ete., hear- 
cn SEE CRE) EUR RL I 15751 

Radioisotopes, see Isotopes. 

Radiometers, measurement of high in- 
tensity, radiant flux_..i____ 15336 

Railroad accidents: 

investigation reports___.______ 16496-500 
rail-highway grade crossing acci- 
dents, _, SR ir ateedtels 16495 

Railroad crossings, accidents, 1958__ 16495 

Railroad employees, retirement and 
unemployment insurance acts, 
text as amended, 1959_______ 17063 

Railroad retirement acts, see Rail- 
road employees. 

Railroad Retirement Board, member, 
nomination of Horace W. Har- 
me” TAR ei I A 16217 

Railroads: 

ecarload traffic, freight rates, in- 
eS rere 16494 

carload waybill statistics, 1958, 
animals and products________ 16493 

lessors and proprietary companies, 
aah | eh lie ape ti 16502 

Railway Express Agency, Inc., trans- 
port statistics, 1958__._______ 16502 
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Railways, see Electric railroads. 


Raisins, cleaner for removing in- 
OCT ian iis ide ected te wo etic 
Ram-jet engines, see Engines (air- 
craft). 
Rapides Parish, La.: 
— transfer, law, repeal— 
aw 





report ease 
Rare earths, selection and evaluation 
for application to advanced 
Weapons system_______----_ 
Ratings, Air Force task statements 
for determining job qualifica- 
balsa A es hE ys ie Le 
Rations: 
Armed Forces, special___._.----- 
Navy statute, amend, report----~- 
Reactor fuel elements: 
CLVLIGR, BOON Gigi eae ee ent 
conference, papers____--------~-- 
properties of coextruded Zircaloy- 
clad uranium with integral end 
seals, development____-----~- 
Reactor fuels: 
boron use, investigation— 
hoamnee BRP Se tne doriins Seeeeren ss 





ink oo ogenaieeer aaa 
CS a OS, Ree See eae 
Reactor power plants, see Nuclear re- 
actor power plants. 
Reactors (atomic) : 
aircraft, digital start-up control__ 
aircraft nuclear propulsion pro- 


gram— 
Rest RS Sadan ewan 
BODIE, cine edith bile qitiehepedies 
boiling water, bibliography-_----- 
built, building or planned in U.S., 
Pes ee eee 
maritime organic moderated and 
008? 22th se det 
power— 


civilian reactor fuel elements, 
17200tt —......... aes ee 
D.O-moderated, symposium__-_-—- 
design studies, AEC summary 
and evaluation report__----- 
ee Ee eS 
small, feasibility, statistical sur- 
vey, generating cooperatives 
and municipalities__...----~- 
Readjustment allowance, see Pay, al- 
lowances, etc. 
Real estate: 
conveyance to Sacramento County, 
Calif.— 


TODGRE cided ese oer meester 
conveyed to Louisiana State Uni- 
versity and Agricultural and 
Mechanical Colleges, use for 
educational purposes, report_— 
Federal, payment to local Govern- 
ments in lieu of taxes— 
MINGMLS VIEWS... .ancecmeasee= 
RIOT, cetacean wate oeseympaeeoenmethainnn 
Orange County, Calif., conveyance 
of U.S. interests, report__.-- 
see also Farms. 

Receipts and expenditures, see Fi- 
nance. 

Reclamation of land, deferments in 
payment of construction 
charges, make authority per- 
manent, 10 Wun mnmctnn 

see also names of projects. 

Reclamation projects, see names of 
projects. 

Reconnaissance (geologic) : 

Ruby Range and Sweetwater Ba- 
I A ae ipkctbiserinieninacnsnsBiiasheniet 










Entry 


15675 
16124 


16094 
161138 
16113 
15910 


15673 
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Recording instruments: 


Rntry 


automatie data recording devices, Br 
Vv 


research 
recording surfaces and marking 
methods survey 
VGH and V-G data from piston- 
engine transport airplanes, 
1947-58, summary 
Records : 
Government departments, etc., dis- 
position, reports 15915, 
management, Department of In- 
terior field offices, workshop re- 
ports, ete 
see also names of Sp Jus eames 
ete.—also subjects 
Recreation : 
act of 1926, amend to increase acre- 
age limitations on Federal land 
transferred to State, etc.— 
law__.. 
report__ 
Recruiting and enlistment : 
look at you in U.S. Navy, women’s 
opportunities 














National Guard recruiting pam- 





phle 

Red flag (Chinese periodical) : 

translations 

Redfish, see Rosefish. 

Reference guide series 

Reflexes, renal function, ontogenetic 
changes in regulation, USSR 
stud 

Reformatories : 

Federal, land in vicinity, Attorney 
General to acquire for protec- 
tion of inmates— 

law 
reports 

Refractory materials: 

catalog of technical reports 

development, research program of 
Mines Bureau 

Refrigeration and refrigerating ma- 
chinery, equipment, 1958, facts 
for industry 

Refuges, see Wildlife refuges—also 
names of refuges. 

Refunds of taxes, see Tax refunds. 

Registration, see subjects. 

Registry, see Ships. 

Regulations, see names of depart- 
ments, etc., issuing regula- 
tions—also subjects. 

Regulates agencies, see Government 

ces. 

Regulaanty announcement, Fish and 
Wildlife Service 

Rehabilitation, see subjects. 

Relief work : 

famine, relief to friendly countries, 
extend law— 

law. 
report__ 

Relocation housing 

Renal diseases, see Kidneys. 

Renegotiation, see Government con- 
tracts. 

Renegotiation Board, 
amendment 

Renovation of Executive Mansion 
Commission, records, prelimi- 
nary inventory 

Renovizing, post office modernization 
program, how it creates new 
construction markets, study__ 

Repair parts, aircraft, approved and 
supplemental type certificates 





























Repair stations, see Aircraft repair 
stations. 

Repatriation, American nationals 
from "foreign countries, emer- 
gency assistance, report 
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15832, 


16937 


876 


15917 


6485 


15657 


- 16974 


16944 


15651 
16103 


5470 


regulations, 
we 170 


15452 


6311 


16075 





Repetition in process of development, 
USSR 





Reports, see names of departments, 
ete., issuing reports—also sub- 


jects. 
Republic of China, see China. 
Republican Party, review 1st session, 
86th Congress 
Research : 
AEC research reports 
price list 
research and development, 
contractors guide 
services in trade union in Western 
Europe, 
see also Scientific research—also 
names of departments, etc., 
doing research—aiso subjects. 
Research bulletins, papers, ete., see 
National Bureau of Standards. 
Research notes : 
Intermountain Forest and Range 
Experiment Station 
Pacific Southwest Forest and Range 
Experiment Station 1 
Research paper, Pacific Northwest 
Forest and Range Experiment 


Research reports, Snow, 
Permafrost. Research Estab- 
lishment 

Research scientists, supergrade posi- 
tions in various Federal agen- 
cies, hearings 

Reserve components of Armed Forces: 

expand definition in act of 1952— 


see oe Marine Corps Reserves. 

Reserve Officers Training Corps, 

Army, manual 

Reservoirs, see names of reservoirs. 

Residences, see Homes. 

Resins : 

acids, collectors for iron oxides__- 

epoxy, for use on civil works proj- 
ects, summary of data 

Resistance, see Electric resistance. 

Resonance, neutron, in U—238, thesis_ 

see also Magnetic resonance. 

Restaurants, lunchrooms, etc. : 

Army installations, food service 
facilities, engineering and de- 
sign, manual, change 

school lunchroom personnel, work 
injuries (address) 

Restraints on alienation, laws of D.C., 
exempt pension and other em- 
ployee trusts, 

Retail trade, see names of commodi- 

ties and industries. 

Retirement : 

deferred compensation plans for 
small business 

District of Columbia teachers, 
aa, educational leave, re- 


health. benefits program for retired 
Federal employees, hearing_-~ 
eee oe bi plan, basic infor- 


Entry 
16614 


6441-445 


16439 


16267-268 


16722 


15399 


16264 


16670 


15612 


17073 


optional, Pamauis Canal ship pilots, 16 


report 

police and firemen of D.C. relief or 
retirement compensation of 
former members and their wid- 
ows, widowers, and children, 
increase, report 

United States commissioners, cred- 
iting service, law 

see aiso Civil service pensions— 
Foreign Service—Pensions— 
Railroad employees. 
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Entry 


Retorts, gas flow for processing of 
on shale, pilot plant opera- 


tion 

Reuter, Ernst, stamp ceremony hon- 
oring (address) 

Reversers, see Thrust reversers. 

Revolvers, use and care 

Revolving funds— 

Small Business Administration, 

increase— 


reports 
Rewards (prizes, ete.) : 
safety awards, National Lime Asso- 
16693 
Rhea County, Tenn., forest inventory 
17138 
Rheumatism and diseases of joints, 
and means of combatting them, 
USSR committee, plenary ses- 
sion report 
Rhodes, May B. 8., 
Rice: 
marketing quotas when total supply 
exceeds normal supply, report. 15851 
Southern-grown, processing an 
utilization research, publica- 
ee | ee Pers 15297 
met Hyman, G., report on Rus- 
sia, 
Riddle Airlines, Inc., accident 
Rights (civil), see Civil rights. 
Rio Grande: 
bridge, construction near Los In- 
dios, Tex.— 
-- 16198 


report 
bridge, construction near 
Grande City, Tex.— 
ncn 


metnarity views 1616 
a ae 15872, 16166 
Rio Grande City, Tex. : 
bride across Rio Grande, construc- 
on— 
paarenge 


ents 
reports 
Rio Grande project: 
lower, La Feria division, irrigation 
and drainage works, rehabili- 
tation— 


Rising economy (address) 
Rivers, L. Mendel, report on inspec- 
tion of military bases in Eu- 
rope 15940 
Rizer, Father Kenneth M., relief_._.. 15598 
Roads and highways: 
designation of primary highway 
system, hearing 
engineering economy, concepts and 
applications (paper) 
raven highway act of 1959— 


57 
reports 15876, 16127-128 
ae ee 15876, 16127-128 
highway problems (address) 5 
highway transport industry, prob- 
lems (address) 
highway trust fund, amend act, re- 


15551 


port 15886 
highway trust fund and Federal 
aid yeenenee proposed provi- 
15992 


sion 
tutecntate ~ gag 4 program self- 
a 


supporting sis, message 
from the President 


logging, sediment control method. 16435 
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Roads and highways—Continued 
see po ones of roads or high- 


i eee Nx. electric facilities of 
are ap 
Rocket ion see Missiles. 
Rockets : 
aerody namic heating of wing, data 
obtained from free flight tests 
to Mach number 3.64 
automatic computation of equilib- 
rium compositions and theoret- 
_ical rocket propellants 
engines— 
optimum climbing trajectories, 
approximate solutions 
propellants, effects of design 
parameters on _ regenerative- 
cooling capabilities, analysis. 
Mechta or Lunik, Soviet moon 
rocket launchin 
prope vaporization for engine 


16918 
16920 


16896 
15863 


sign 16895 
Rocks, Colorado Plateau region 16457 
Rocky Mountain Arsenal: 
want title and possession of ad- 
jacent property— 
15683 
16104 





reports 
Rocky ieendabe Forest and Range 
a te Station, station 
16447-448 
a Bounisin States, southern 
peak rates of runoff in area. 17061 
Roll (aircraft) : 
ailerons and spoiler on modified- 
delta wing effectiveness, ef- 
fects of tail damping and wing- 
tail interference 16845 
analog computer study of inertia 
coupling in maneuvers of air- 
plane configuration using vari- 
able-incidence wing as longi- 
tudinal control 
a granule production, 


Roosevelt, Franklin D., Memorial 
Commission, see Franklin De- 
lano Roosevelt Memorial Com- 
mission. 

mee: age and growth in Gulf of 


Ross 


rea. 

Rotating model oil reservoir for simu- 
lating gas-cycling operations. 16719 

ROTC, see Reserve Officers Training 
Corps, Army. 

Rotor planes, hovering in and out of 
ground effect, application of 
linearized vortex theory, eval- 
nation 

see also Helicopters. 
Rotorcraft : 
airworthiness— 
normal category— 
civil aeronautics manual 
civil air regulations amend- 
ment — 
transport categories, civil 
regulations amendments 

Rotors, leading-edge sweepback, effect 

on performance of transonic 





Rough- -water ditching investigation of 
model of jet transport with 
landing gear extended and 
with various ditching aids_.__ 16912 
Royalties, copyright, exclude from 
personal holding company tax. 15791 
Rozman, Rudolph, relief. 15595, 16027 
Rubber, synthetic, Attorney General’s 
report on competition in in- 
Guetre tos selelecsda deus - 16638 
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Ruby Mountains, airborne radioac- 
tivity, survey 
Rudezenko, Sergiusz, 
Rules, see subjects. 
Rules and Administration mag 
tee, Senate, reports 16057-64, 
16087-91, 16176, 16178 
Rules ee House, re orts.._ 15802- 
4, 15834, 15886-887, 15890- 


15930 
Rumania : 
agricultural economies, notes__._ pss 
provincial press summary 6528 
selected economic translations__~_ 16570 
16583 
16203 


17061 


United States exchange programs_ 
Runoff, peak rates in southern Rocky 
ountains area 
Rural communities: 
action program to promote educa- 
tion beyond high school 
aspects of change, analysis 
low income areas, manpower ad- 
justments, socio-economic as- 
pects (paper) 
school f finance, 1955—56, selected in- 


exes 
USSR, local antiaircraft defense__ 
Rural credit, see Credit unions. 
Rural electricity, see ne mapa 
Rural schools, see School 
Russia, see Union of Soviet Socialist 
Republics. 
Rust, see Corrosion and anticorro- 
Sives. 
s 


S.C.8S., see Soil Conservation Service. 
Sacramento, Calif., electric facilities 
of area, map 
Sacramento County, Calif. : 
land conveyance by Air Force— 


17068 
15306 


15298 


16251 
16543 


16339 


15675 
16124 
Safe Harbor, Pa., electric facilities of 
area, 
Safety engineers, 
nouncement 
Safety equipment and aegmanen, 
aboard vessels, Coast Guard to 
prescribe regulations, law... 15624 
Safety of life: 
air safety, water-landing impact on 
orbital capsule from  stand- 
point of occupant protection_. 16884 
atomic energy program— 
ya State relationships, hear- 


16335 


examination an- 
15521 


redueian hazards and workmen's 
compensation, hearings, sum- 
mary-analysis 
boating safety promotion act, ex- 
tend effective date, reports____ Boar 
coking industry, 1957, analysis___ 16695 
competition, a Lime Asso- 
ciation, 1958 16693 
HSS series 16693 
metal and nonmetal 
955 16696 
coal-mine 


1 
mine safety, Federal 
safety act, amend to remove ex- 
emption for mines employing 
14 or less, report 
survival information on _ protec- 
tion from sharks 
Sailing directions, see names of locali- 
ties. 
Sailors: 
deceased, disposition of money, etc., 
amend U.S. Code— 
law. 
reports 


industries, 


16177 
15249 
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Sailors—Continued 
wages, prohibit arrestment 
State tax laws, law 
St. Elizabeths Hospital, Washington, 
C., three top positions, fix 
salaries, 

St. Lawrence River and Valley, sea- 
way and power project, newest 
segment of our transportation 
system (address) 

St. Lawrence Seaway, see St. 
rence River and Valley. 

St. —, = electric facilities of 


map 
St. Loulé aber Health Institute, den- 
tal sane in group purchase 


under 


pla 
St. Marys iver: $ 
bridge construction, extend time— 
hearings 


view 
St. Paul, ‘ion, electric facilities of 


Salaries: 
deferred compensation, use in small 


Government employees, certain ex- 
hg positions, adjust pay, 

mF nto keepers, ete., increase 
compensation, law 

mail handlers, increase, hearing__— 

overseas differentials and allow- 
ances act, report 

Patent Office supergrade and re- 
search scientific positions, es- 
tablish rates, hearings______ 

police of National Zoological Park, 
increase, amend act— 


St. Elizabeths Hospital, establish 
increases for 3 top positions, 
report 

Sales, see Citrus fruit—also names of 
commodities, etc. 
Salmon: 

experimental fishing to determine 
distribution in North Pacific 
Ocean and Bering Sea, 1956__ 

Pacific Ocean 

Salt: 

factors affecting plasticity of 

sodipe chloride single crys- 


ta 
iatromantery study of ductility 
of qolveryriatine sodium 


minerals coe chapter 
production, etc., 1958 
tolerance of vegetable crops 


Wes 
Salt Wash sandstone, see Sandstone. 


Salts, — systems, ionic mobili- 
Salvador, sending gift packages to___ 
San Benito International Bridge Co.: 

construct bridge across Rio Grande 


near Los Indios, Tex.— 


San Bernardino, Calif., electric facili- 
ties of area, map 

Sandstone, Salt Wash member of Mor- 
rison formation, Jo Dandy 
area, Colo., distribution of 
chemical elements 

San Francisco, Calif., electric facili- 
ties of area, map 
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15633 


16183 


15550 


16337 


15674 
15956 
15789 
15957 


15743 
16090 


16183 


16389 
16380 


16901 


16902 
16733 
16712 
15304 


15402 
16407 


16339 
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San Francisco Bay, rail transit cross- 
ing, construction, etc., report- 
Sanitary engineers, manpower survey 
Sanitation, see Sanitary engineers. 
San Juan County, Colo., lead-zine de- 
posits in Ross Basin-Lake Como 
area 
San Juan County, Utah, Aneth field, 
reservoir-oil characteristics__.. 
Saratoga National Historical Park, 
general information 
Satellites : 
artificial, earth, gravity torque on 
orbiting vehicle 
dynamic analysis of simple reentry 
maneuver for lifting 
United States and Russian 1957-59, 
addendum 
Sault Ste. Marie, Mich. : 
bridge across St. Marys River, 
construction, extend time— 
hearings 
law... 
report 
views 
Savings and loan associations: 
insured Government underwritten 
mortgage holdings, Dee. 31, 
San Francisco, Pacific Festival, 1959: 
President to invite foreign coun- 
tries to participate— 











promoting local management by reg- 
ulating holding companies, 


1 
rr banks, see Banks and bank- 
ng. 
Savings bonds: 
best buy today and tomorrow, Army 
pamphlet 
exchanges, income tax treatment— 
1 


repo 
interest rate increase on series E 
H, ete.— 


message from the hee 


report 5891, 


series information— 
BE, general, department circular_ 
H, general, department circular_ 
voluntary payroll savings plan pro- 
vision, amendment 
Sawmills, work injuries and injury 


School buildings : 
construction 
195s 


assistance act 


2 EEE ES. a ede aE 
School districts, employees, nonpro- 
fessional, social security cover- 
age, 
Schools: 
desegregation problems, strengthen 
law, ete., report 
lunchroom personnel, work injuries 
(address) 
mechanie school certificates, civil 
aeronautics manual 
public— 
rural, finance, 1955-56, 
indexes 
State control, amend constitution 
to reserve, hearings 
rural school survey (series) 
urban systems, 1957-58, 
expenditures per pupil 
see also High schools—Military 
education—National Stay-in- 
School Campaign. 


selected 


current 
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15899 
17055 


16732 
16730 
16968 


16897 
16887 
16931 


16198 


- 15678 


16166 
16166 


15388 
15711 


, 15924 


15924 


17142 
17144 


17143 
16656 


16186 
16186 


15649 


15806 
16670 
16294 


16251 


16211 
16251 


16255 





Schrader, Edith C., tuity perment 
for services of Arthur E. Cook, 
as architect of Capitol, re- 





por 
Science : 
degrees defended by USSR educa- 
tional institutions, word 
tions, li 1654 
development and progress, effect of 
free exchange _ restrictions, 





hearing 
education and research promotion, 
amend National Science Foun- 
dation act, report 
education program, 1959-60, Naval 
Research Laboratory 
motion pictures and filmstrips, se- 
lected for use abroad, catalog 
nonmilitary developments, Posen: 
tial impact on foreign policy__ 
role in modern civilization, Century 
21 Exposition, name, expenses, 
etc— 
law — 
report 
students, junior year, 
survey —-~ 








fall 1958, 





see also names of sciences. 
Science and Astronautics Committee, 
House: 
hearings, 


etc. 





15964, 15966-967, 


report on activities 
reports 
Scientific research : 
basic activities in Defense Dept., 
report 
careers— 
biologists, microbiologists, physi- 
ologists, examination an- 
nouncement_ 


---- 15863-864, 15920-823, 





chemists, physicists, etc., exami- 
nation announcement 
dissemination of information, role 
of Goyeroment agencies, libra- 
ries, ete., rep 
opportunities in Mhelds of chemis- 
try, mathematics, metallurgy, 
physics, examination an- 
nouncement. 





research and development expendi- 
tures of foundations 
health agencies, 1957 

undergraduate programs, NSF, 
1960-61, suggestions for prep- 
aration of proposals, etc 

Scientists: 

civilian career opportunities in 
Army Department 

manpower, scientific manpower and 
education program, report... 

corer. examination announce- 


nt 
aunt biographic directory 
see also Electronic scientists—Re- 
search scientists. 
Scranton, Pa., electric facilities of 
area, map 
steel dealers, technological 
and competitive problems, 
hearing 
Screens, pale, of screen important 
in silk screen process for 
printed circuits 





Scrap, 








Screven, Thomas F., relief__.. 15609, 


SCS, see Soil Conservation Service. 
Seulpture and statuary: 
George Washington statue for pres- 
entation to Uruguay— 


— 15874, 
Horseshoe 





Tex., 
geology 
Sea, see Ocean. 
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16039 


15710 
16168 
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Entry 


Sea water, conversion research with 
solar energy 
Seamen, see Sailors. 
Seaplanes : 
equipped with hydro-ski alighting 
gear and stepless hull, hydro- 
dynamic investigation 
multijet water-based aircraft, 
model of modified nose-inlet, 
hydrodynamic investigation__ 
supersonic multijet water-based 
aircraft, with engines exhaust- 
ing from step, hydrodynamic 
investigation 16862 
transonic, design having planing- 
tail hull, hydrodynamic char- 
acteristics 
Seattle, Wash., electric facilities of 


16486 


16808 


16822 


16826 
16338 


Exposition : 
change name— 


law 15627 


15866 
Seaweeds: 
ground, powdered, or granulated, 
free importation, report 
utilization in Communist ‘Jhina__ 
Sebastes marinus, see Rosefish. 
Secondary education, work-experience 
rograms to help youth stay 
n school 
Secrecy and science, hearing 
Seeret Service, retirement of certain 
members, increase, report.__- 
Secretaries, see for departmental sec- 
retaries, names of depart- 


ments. 
Securities and Exchange Commission, 
message for investors 
Security, see National security. 
Sedimentary rocks, Colorado Pla- 
teau region aiden 
Sedimentation and deposition, Lake 
Barcroft, Fairfax, County, seas 


15894 
16551 


17071 


16457 





Seeds: 


Douglas-fir small trap perform- 


16442 
Federal supply schedule 16368 
see also names of plants. 
Seepage, measuring from irrigation 
channels 
Segregation, see Race problems. 
Seismology, see Earthquakes. 
Self-training unit on child-labor laws 
for youth placement workers_- 
Senate: 
journal of executive proceedings— 
65th Cong., 2d sess 
68th Cong., 2d sess___- 
Senate documents 
Senate reports: 
private bills 
public bills 
eae process, 


15999-16041 
16042-187 


Septic tanks, practice manual, adden- 
dum 
Sequoia National Park, general in- 


Serial set (congressional) 
Serra, Junipero, memorial exercises in 
Statuary Hall, print, report. 
Service and regulatory announce- 
ments, Agricultural Marketing 
Service 15274-275 
Servicemen, see Armed Forces. 
Settees, wood, general office, 
eral standard 
Sewage, pipe requirements for mains, 
sewerage utilities 1 


Do not order from index; see indicated entry 





Entry 


Seward Peninsula, Ear Mountain 
area, tin placer and lode in- 
vestigations 

Sewer pipe, see Pipe and pipe fittings. 

Sewerage, see Sewage. 

Sewing, stitches, seams, and stitch- 

ings, Federal standards 

control, modifications, 

Peck Dam, tunnel 4, Missouri 

River, Mont 

Shale: 

black— 
haydite raw material in Kings 
River, Sutton, and Lawing 
areas, 16456 
uranium content, geochemistry_. 16465 
see also Oil shale. 

Shantung Province, China, national 
economic plan, 1959 

Shares of stocks, see Stocks. 

Sharks: 

dogfish, bounties to control depreda- 

tions, report 
information for protection of flyers 
landing in shark infested 
15249 


15326 
16391 


16720 


16364 
Shafts, 


16272 


16575 


16044 


p 
Sheepscot River, estuary, ecology. __ 
Shellfish, Pacific Coast, chemical com- 
position research 
buckling, structural 
ity handbook 
Shipbuilding : 
construction reserve funds, extend 
time for commitment, law____ 
fishing vessels, construction assist- 
ance program— 


16378 
stabil- 


Shells, 
16927 


15620 


16079 
i 16079 
Pacific Coast, eliminate cost dif- 
ferential applying to _ bids, 
etc., hearings 
Shipping: 
Louisiana strawberries 
subsidized operators, procedures for 
determining foreign-flag affilia- 
tions of applicants, hearings__ 
corporations having alien di- 
rectors, modify citizenship re- 
quirements, law 
Ships: 
C1-SAY-1 vessels, resell to Repub- 
lie of China, report 
floating plant list, Engineers Corps 
manual 


U.S. 
15692 


15838 
16266 


report 15829 
lifesaving and other safety equip- 
ment, Coast Guard to prescribe 
regulations, law 15624 
registry, readmission of John 
15577, 15781, 16041 
small craft, loan to, China, agree- 
ment 
see also Fishing vessels. 
Shipstructure, see Shipbuilding. 
Shortleaf pine, see Pine. 
Shoshone Indians, lands in trust for 
members of Fort MecDermitt 
Paiute and Shoshone tribe, 


report 15811 


16193 
Shrimps: 

explorations in central Alaskan 
waters, July—Aug. 1958 16373 

explorations off southeastern coast 
of United States, 1956-58____ 16372 
industry, United States, survey____ 16390 
Shut-Ins’ Day, designation, report__ 16147 
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Sideslip (aircraft) : 
moderate, on flow fields near 45 
swept-wing-fuselage rl 
tion at low speed, experimental 
investigation of effects______ 16856 
Sightseeing business, see Business. 
Signals, see Fog signals. 
Silence isn’t golden when it masks 
—" or early invasive 
Siletz indiana, per capital distribu- 
tion of funds arising from 


judgment, law-------------- 15625 
Silicon : 
alloys, aluminum, structure___-_- 16987 
aluminum-silicon eutectic, solidifi- 
oe SRR ar oe Pe aera Bees 16989 
Simonov, Frol M., relief._-_- 15592, 16024 


Simulators : 
analog, carrier approach speeds__._ 16757 
atmospheric entry of ballistic mis- 

siles 16763 
moving-cockpit, investigation of 

minimum tolerable longitudi- 

nal maneuvering stability____ 16875 

Singapore, sending gift packages to_. 16417 

Sioux Indians: 

Standing Rock tribe, donated Fed- 
eral lands, place in trust 
status— 





TIES Glee PO ee 15615 

_ RS awe 16046 
Shock tubes, heat-transfer measure- 

ments on inner surface of cyl- 16802 


NI icin sicinstenchiniinesintiiialccamiazamgibas 
Shock waves, noise from airplanes in 
level flight at Mach numbers 
to 1.4 and altitudes to 45,000 
feet, ground measurements__ 16888 
SIPRE, see Snow, Ice, and Permafrost 
Research Establishment. 
Skills, manpower, and American fu- 
tues (aGiross) ea 16649 
Skin friction (aircraft) : 
laminar, parameters for flat plate 
at hypersonic speeds in terms 
of free-stream flow  proper- 
CURB 6S Saati ciewe deen 16869 
Skins, see names of skins. 


Skis (aircraft) : 
hydro, hydrodynamic investigation 


of Navy seaplane_______----- 16808 
Slash pine, see Pine. 
Slaughtering, pork on farm__---~--- 15307 
Sleeping car companies, see Pullman 
Company. 


Slip laws, see Law. 

Slipstream, see Propellers. 
Small business, see Business. 
Small Business Administration: 


UTICA, «Th ics ntiesineieenientnties 17074 
revolving fund increase, etce— 
BaF. Sched aplasia 15731 
Sn ng | EE See 15797, 16100 
Small Business, Select Committee on, 
TIOURG, DORTINE.. «icc ne nnntinn 15970 
Small Business, Select Committee on, 
Senate: 
ee ae 16227-—228 


investigations and studies, small 
and independent business, ex- 


penses, report___-_---_----- 16089 
Smithsonian contributions to astro- 
DRPNON ss ssh conn ae ees 17077-78 
Snow, Ice, and Permafrost Research 
Establishment : 
research report_____-_-----~- 16267-268 
tocnnieel Papert... .... 6 16269 
Social security : 
act, amend— 
US Seer er oe renee ae ae 15977 


hearings, additional copies, re- 
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Social security—Continued 
act, amend—continued 
law_ 
IG iste erti iecnnaeaincniints 
coverage for nonprofessional school 
district employees, law_----- 
regulations____ 
your social security, “old- -age and 
survivors insurance, etc. 
(Spanish) 
see = Disability insurance—Old- 
e and survivors insurance. 
Social ecuriter Administration, regu- 
lations___ 
Social service, see Social work and 
problems. 
Social work and problems, aged, ex- 
pert views summary____~-~~_- 
Socio-economic aspects of manpower 
alee. low income rural 
028 (DEDES)ecccsccnsaccee 
Sociology, publications of Commu- 
nist China, translations____- 
16537, 
Soda ash, use as deluge agent in 
treatment of fluorine spills. 
Sodium chloride, see Salt. 
Softwoods, plywood, and veneer prod- 
ucts, facts for industry, 1958_- 
Soher, Willie, relief___.15608, 15778, 
Soil bank program, see Soils. 
Soil conservation : 
facility needs, report of research 
EE PSS Pee eee 
reserve program of soil bank, sta- 
tistical summary, 1958 
Soil Conservation Service, technical 














17079 


16216 
15298 
509, 
16558 
16894 


15479 
16003 


15997 
15555 


publication, TP series__._. 17082-83 


Soils: 
moisture depletion under several 
Piedmont cover types_.__---~-- 
soil bank program— 
conservation reserve, statistical 





15333 


summary, 1958_.----------- 5555 
equitable treatment for partici- 
pating producers— 
i, EE etm ee 15634 
Sg ee ETE 15818, 16065 
hay cutting under certain condi- 
CO, BOT hinn cease tae 15861 
soil survey report, Tippecanoe 
Cotnty, InGesuuweli cles 7081 
stabilization by vertical sand 
drains_ or - 17165 
see also F umigation. 
Solar energy: 
Soviet utilization-___.______-___ 15455 
use for sea water conversion, Solar 
Research Station, Daytona 
OOISG Rt oe cca 16486 
Solar furnaces, radiometer for meas- 
urement of high intensity ra- 
EM: RI Canines concen econ 15336 
Solar Research Station, Dayton 
Beach, Fla., general informa- 
Re EE eee ee an 16486 
Solidification of aluminum-silicon eu- 
ng ee ee ES ea ee 16989 
Solids, surface phenomena, literature 
COTW ai en ndlnn hse 008 
Solutions: 
ee oe epee kinetics, 
Ue BONES is eis 16598 
techniques in fluorescent X-ray 
spectrography_____--.----.-- 16721 
Sorghum, sweet, growing in southern 
California PSS Me TR 2B 15279 
Sorgo, see Sorghum. 
Sound: 
measuring air temperature by local 
acoustical method, Ss 
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Entry 


Sound—Continued 
spontaneous formation of centers 
in undercooled melt in ultra- 
sonic field, USSR study__--__ 
ultrasonics— 
bats, morphological basis of lo- 
eative, ete., abilities, USSR 
study 16618 
early detection of fatigue dam- 
age in aluminum alloys 15366 
South (U.S.) 
16451 
16477 


16611 


wood pulp industry, growth 
South — lights and fog signals, 
et... 
South Carolina: 

Catawba Indians, tribal assets 
divide among members of 
tribe— 

law dé 15687 
report____ — -- 16108 
mineral industry, minerals year- 
book 16709 
South Central States, see Central 
States. 
South Dakota, see Standing Rock Re- 
servation. 
Southeast (U.S.): 

cotton gin equipment, 1957, south- 
eastern area 

principal electric facilities, map__-_ 

Southeast Airlines, accident 
Southeastern States, see Southeast 


(U.S.). 
Southern Forest Experiment Station: 
forest survey release 
occasional paper 
southern ‘Ueto notes 
Southwest (U.S 
cotton gin Seinen, southwest- 
ern area 
principal electric facilities, map__- 
Southwestern States, see Southwest 











(U 
Soviet abstracts 
16565, 16567—568, 16572, 


16584-5685, 16587, 16580-591, 





6582, 


Soviet bloc, intra- bloc countries, 
selected economic translations_ 

Soviet Union, see Union of Soviet So- 
cialist Republics. 

Soviet world outlook, handbook of 
communist statements 

SP series 

Space, see Outer space. 

Space age. pilot’s philosophy (ad- 
dress) 

Space and Astronautics, Special Com- 
mittee on, Senate, committee 
prints 16229-230 

Space propulsion, report 

Spanish-American War, see War with 
Spain, 1898. 

Spare parts, see Repair parts. 

Specifications, see Government sup- 
plies—Military supplies—also 
subjects. 

Spectacles : 

improved Air Force sunglass, de- 
velopment. 

sunglass lenses, ultraviolet and 
near infrared absorptive coat- 
ing materials and techniques 
for their application 

anne near infrared, determina- 
t 


16566 


17087 
16324 


16307 





15368 


15367 
15357 





Spectrography : 
X-ray, fluorescent— 
probe-design and applications__ 
solution techniques. 
Speech, pronunciation mastery by 
children during 2d and 3d year, 
USSR study 
Speed, see Air speed. 


16724 
16721 


16592 
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Spin (isotopic) : 
and systematics of fundamental 
particles 
Spinels, minerals, 
298.1 


5°K, 
Spans cotton, 1958 


tests of spliced 


properties, 


rop 
Sollece, eeness 
stu 
Spoilers (aircraft) : 
lower-surface, effect on transonic 
trim change of wind-tunnel 
model of fighter airplane____ 
paddle, as lateral controls, flight 
and wind-tunnel investigation_ 
plain, on thin untapered wings, ef- 
fect of aspect ratio and chord- 
wise location 
rolling effectiveness, effects of tail 
damping and wing-tail inter- 
ference 
rotating vane, control system with 
low actuating forces, free- 
flight performance 
Spokane Valley project, construction, 
etc., 
Sports: 
National Olympic Week designa- 
tion, 1 
organized professional teams, com- 
mercial activities, limit appli- 
ecability of antitrust laws, 
hearings 
Sprays and spraying, ethylene dibro- 
mide sprays, use for controll- 
ing bark beetles in California. 
Lake Park School District, 
seane Twin Cities arsenal land, 
aw 
Spring lobster, see Lobsters. 
Springfield, Mass., electric facilities 
of area, 
Spruce, Sitka, cubic volume tables... 
Stability of aircraft: 
boundary-layer control on leading- 
and trailing-edge flaps. full- 
scale wind-tunnel tests 
directional, and low-amplitude 
damping in yaw, of fuselage- 
tail configuration at Mach 
numbers up to 1.10, wind-tun- 
nel investigation 
dynamic response characteristics of 
on longitudinal control 


Spring 


flow Telds behind rectangular and 
triangular wing up to high 
angles of attack 
horizontal-tail effects in sideslip on 
45° sweptback, untapered tail 
assembly-- 
jet fighter airplanes maneuvers in 
relation to handling qualities 
and calculated dynamic char- 
acteristics 
propelled airplanes responses 
to abrupt throttle steps as de- 
termined from flight tests... 
lateral— 
static 35° swept-wing airplane__ 
swept-wing fighter airplane, with 
vertical tails 
longitudinal— 
body camber and body indenta- 
tion effects for 60° delta-wing- 
body combination 
effects of body and fin deflections 
on aerodynamic characteris- 
tics in pitch of 0.065-scale 
model of 4-stage rocket config- 
uration at Mach nos, 1.41 and 





jet 


1.82 
infrared homing missile configu- 
ration 


Entry 


15395 
16726 
15296 
16432 


16868 


16878 


16840 


16845 


16849 
15641 


15715 


16214 


16441 


15719 


16335 
16439 


16919 


16846 


16764 


16908 


16814 


16817 


16880 
16809 
16828 


16823 
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Stability of aircraft—Continued 
longitudinal—continued 
maneuvering, minimum tolerable, 


moving-cockpit investigation_ 
rocket-powered airplane having 
sweptback wing and inline tail 
SUPIRCOS:. nee eascceeencei_ 
63° swept-wing and fuselage 
combination, effects of wing 
esoree ad and tail at subsonic 
static, 35° swept-wing airplane__ 
static, thrust reverser effect___~ 
2 highly swept wing-body com- 
binations at Mach numbers 
from 0.6 to 1.4, effects of wing- 
oe SS EO ae es 
longitudinal and lateral, Douglas 
D—558-II research airplane, 
wing-mounted external stores 
OM ects no nccscu stance sient 
ram jet combustor, effect of im- 
— surfaces in combustion 
polling” ‘‘mabhouvers, analog investi- 
gation of inertia coupling of 
airplane configuration using 
variable-incidence wing for 
longitudinal control____--___ 
several tail configurations on mod- 
el having 45° sweptback wing. 
experimental study at high 
subsonic speeds_____--_-____ 
static longitudinal and lateral aero- 
dynamic characteristics of 45° 
swept-wing fighter ee 
effects of external stores_____ 
structural handbook 
supersonic fighter-class airplane 
with external-flow  jet-aug- 
mented flap in low speed flight, 
wind-tunnel investigation of 
aerodynamic characteristics__ 
swept-wing fighter airplane, static 
longitudinal stability and 
eontrol characteristics_._____ 
wing inboard plan-form modifica- 
tion effects on lift, drag, longi- 
tudinal stability of rocket 
propelled model with swept- 
back Wing... -ciisnecnsdsnnse 
Stability of supersonic inlets at Mach 
1.91 with air injection and 
SREOD —cisidedinnelcokioiiws 
Stadiums: 
construction, ete., in District of 
Columbia, amend act— 


Staff training: 
institutions for juvenile delin- 
quents, workshop report... - 
Labor Statistics Bureau program, 
report, 1959 
Stall (aircraft) : 
and flame-out resulting from firing 
of armament 
calculated and measured stall boun- 
daries of helicopter rotor at 
advance ratios from 0.3 to 0.4_ 
Stamp taxes, documentary, rate on 
issuance of shares by regu- 
lated investment companies, 
ht ew rep ap fe Sees Sree Eee, en 
Stamps, see Postage stamps. 
Standard metropolitan statistical 


Standards and standardization: 
commercial standard series, er 
fied list 





Entry 


16875 


16821 


16758 
16809 
16899 


16761 


16802 


16775 


16861 


16844 


6839 
1 6026-927 


16890 


16827 


16855 


16832 


15742 
16142 


15485 
16668 


16788 


16900 


15858 


15440 


guide 
military index, Navy rete iti 29 


military standards____._____ 
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Standards and standardization—Con. 
technical standard order TSO (se- 






































WON) 2.26 bk aloosini ei 16312 
see also subjects. 
Standards Bureau, see National Bu- 
reau of Standards. 
Standing Rock Reservation: 
donated Federal lands, place in 
trust status— 
a endaae 15615 
bleh Raton griinheascrtieadychuettiidede 16046 
Standing ‘Rock Sioux Tribe, North 
Dakota, see Sioux Indians. 
Stands, office machine, steel, Federal 
standard_ 16363 
see also types of stands. 
Starr-Camargo Bridge Co.: 
construct bridge across Rio Grande 
near Rio Grande City, Tex.— 
hearings____ 16198 
UE Sia haiee Sadistic ihm wn gins ets Wedd mikes 15708 
MINOTILY. VIEW wnwdiiianiiicmneh 16166 
DOROTOR ass <ndnbeinns 15872, 16166 
State Department: 
department and foreign service se- 
RE FOR 17085 
information and educational ex- 
change program, report on op- 
COO vcr sir erertniitn bee sili d inten 15767 
set Psa programs of ac- 
OER alnincsarnstecniae vibe diate 17085 
Public. Rieviaes Division series S. 17097 
States: 
accident fatalities, 1957._...._____ 16957 
agencies engaged in agricultural 
extension work, donation of 
federally-owned property pres- 
ently on loan, report._..___~ 16095 
aid in program planning for older 
citizens, manual___-..______ 16476 
atomic energy field, Federal-State 
relationships, heari "Sees 15751 
aviation, what States can do (ad- 
EEE STE eR kelp arty 15505 
CUMS OEE 55 — tice ait ede 17154-159 
control over public schools, amend 
constitution to reserve, hear- 
Liab ins as alate bed inet Eptichinadcic 16211 
cooperation in regulatory jurisdic- 
tion over atomic energy— 
EL a ay Pe ne oat ih eae eer 15737 
CSDONTS ~~ niccninatinbenatndis 15880, 16114 
cooperation with bovine brucel- 
losis eradication program, 
mada 1959, corrected 
eS eA 15299 
dental fe conference with 
.S. and Children’s Bureau, 
1959 proceedings____________ 17048 
Federal aid highway financing, 
amend act, report._...._.__ 15886 
Federal grants— 
air-pollution control research, 
etc., extend act— 
= 15729 
POPES etic abclcidi. 15810, 15928 
highway program— 
15707 
TODO init sess itd 15876, 16127 
views 15876, 16127 
Juvenile delinquency prevention 
and control— 
report 16083 
views 16083 
school construction assistance act 
of 1959— 
sare - 16186 
Reha bee 16186 
to eoutet educational agencies to 
effect a egation, report. 15806 
fetal Soe, |? 57, national sum- 
mari 16960 
income age on salaries of Federal 
employees, amend act, law. 15735 
infant mortality, 1957_...._____ 16959 
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Entry 


States—Continued 
maternal mortality, 1957 
mental health authorities, 
conference, 1959 proceedings. 17047 
natality, 1957, national summaries. 16961 
noxious-plant control on Federal 
lands, report 
taxation of income derived from in- 
terstate commerce— 


wage payment and collection ‘ibe 
administration, ete 
water rights— 
affirm laws of States west of 98th 
meridian, 
Federal officers, ete., to act in 
gee to State laws, hear- 


rechamlan, hearings 
withdrawals of public lands not 
to affect, hearings 
Statistical publications, see names of 
departments etc., issuing pub- 
lications. 
Statistics: 
market 
sources, 
— trade 


analysis, information 
bibliograph 
informat 


17075 


16424-426 
see aso” Vital statistics—also sub- 


Stators, pee adjustment effect on 
acceleration characteristics of 
high-pressure-ratio single-spool 
turbojet engine 

Statutes, see Law. 

Stay-in-School Campaign, 
tional Stay-in-School 
paign. 

Steel : 

low alloy, ceramic coatings devel- 
opment with high reflectivities 
and emissivities for use in air- 
craft power plants 

minerals yearbook chapter 

SAE 4130, axial load fatigue tests_ 

scrap dealers, technological and 
competitive problems, hearing 

tested in xoatey machine after ir- 
radiation in materials testing 
reactors 16983 

see also names of manufactured 


see Na- 
Cam- 


peed 
16703 

16915 
16227 


articles. 
Steel pa M casmaneanen facts for in- 
15480 
Stella Reorganized Schools, R—-1, Mis- 
souri, lease portion of Fort 
Crowder, Mo., report 16125 
Stellerators, toroidal, cauiibriaa.. 15413 
Still-birth, fetal deaths, United 
States, etc., 1957 16960 


a Hollow Dam designating, 
aw 





Stitches, seams, sot stitching, Fed- 


eral standar 16364 


Stitching, see Sewing. 
Stockpiling, see Strategic materials. 
Stocks: 
divested, pursuant to orders under 
antitrust laws, tax treatment, 


income tax treatment of certain 
stock held at death, report__- 
stamp tax rate for regulated in- 
vestment companies, report_— 
Say Sees, output increases, 
Stopnitsky, Harry, and wife, relief__ 
Storage, depots, engineering manual_ 
see pe Ai or classes of articles 
stored. 
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15672 





Stores, small, essential personal qual- 
ities for managers 
Storm doors, metal combination win- 
dows and doors, survey____.- 
windows, metal combination 
windows and doors, survey. 
Strains and stresses : 
buckling of curved plates and struc- 
tural stability, handbook__-_- 
creep collapse of columns, theoreti- 
eal analysis 
fatigue— 
aircraft materials 
damage in aluminum alloys, ear- 
ly detection by ultrasonics_-_- 
fatigue-crack propagation for 
aluminum alloys under com- 
pletely reversed loading 
strength of pepe | construction 
structural stability handbook 
tensile properties of tungsten at 
high-temperatures 
thermal-stress fatigue cracking of 
turbine buckets in turbojet 


Storm 


Strategic materials: 
stockpile report, Jan.—June 1859-__ 
stockpiling policy, effect on mining 
and mineral industries— 
establish national policy— 


expressing sense of Congress— 


atrastemmene Colorado Plateau re- 
gion, Triassic and associated 
fdrniationes. 2 .2ULULi Skleue 
Strawberries, Louisiana, precooling 
and shipping 
Strength of materials: 
concrete, molded cylinders and 
drilled cores, investigation__ 
spliced studs, tests 
Stresses (mechanical), 
and stresses. 
Strikes and lockouts: 
work stoppages, 1958, analysis— 
departmental edition 
document edition 
Strontium : 
materials survey 
program of Health and Safety La- 
boratory, quarterly report____ 
Strontium isotopes, strontium—90, 
fallout, etc., measurement pro- 
gram, quarterly report 
Structures, see Strains and stresses. 
Students: 
higher education, research parti- 
cipation and training pro- 
grams, NSF, 1960-61 
junior year science and mathema- 
tics, fall 1958, 
prospective students from other 
countries, gaidelic. ci... 
publie school, urban systems, 1957— 
pee current expenditures per 


p 

Study Lm ee on Development 
of Rivers, Ports and Drainage 
Basins of Alaska, see United 
States Study Commission on 
Development of Rivers, Ports, 
and Drainage Basins of Alas- 
ka, and intervening areas. 

Submarine boats, recognition man- 


see Strains 


Subsidies, see names of commodities, 
industries, ete. 

Subsonic speed, see Air speed. 

Subversive activities, see Un-Ameri- 
ean activities. 


Entry 
17076 
15450 
15450 


16927 
16909 
16915 
15366 


16891 
16926 
16904 


16917 
155106 


16157 
16157 


16158 
16158 
16457 
15320 


16275 
16432 


16660 
15765 


16702 
15401 


15401 


Page 181 








Subversive Activities Control Board, 
final orders with respect to 
communist organizations, make 
applicable to successors, re- 


Sugar: 
marketing margins 
Virgin Islands Corporation, econ- 
omic appraisal of operations_-— 
Suits at law, see Actions at law. 
Sulfur: 
industry in California and Nevada 
minerals yearbook chapter 
Sun glasses, see Spectacles. 
Supersonic flow, see Flow. 
Supersonic inlets, see Air inlets (air- 
craft). 
Supersonic speed, see Air speed. 
Supervisors: 
extension supervision, criteria and 
performance___-~-_-------~- 
importance of supervision in dis- 
tributive education instruc- 


a appropriations and es- 
timates, see Appropriations. 

Supplies, see Agricultura oe 
Government supplies—Mili- 
—_ supplies—Packing mate- 
Tiais, 

Supply ge see Military sup- 
plies. 

Supreme Court, labor issues before 
(address) 

Sureties, see Bonds of officers, etc. 

Surface phenomena in solids, litera- 


Surface water supply, see Water sup- 


ply. 
Surgeon General, Navy, see Medicine 
and Surgery a Navy 
Surgeons, tasks in USS 
Surgery 
benedits for OASI beneficiaries— 
hearings 
hearings, 
port 
status of surgical services in USSRZ 1 
Surplus property : 
donations to— 
libraries and institutions for 
mentally retarded children, 
report 
States and county agencies en- 
gaged in cooperative agricul- 
tural extension work, report_-_ 
foreign excess, importation regula- 
tions, hearings 
Surveys, see Community surveys— 
Social surveys—also subject 
of surveys. 
Survivors insurance, see Old-age and 
survivors insurance. 
Susanville Research Center, descrip- 
tion, ete., 
Sutton, Alaska, 
rial in area 
Sweetpotatoes, acreage, yield, etc., by 
States and seasonal groups, 


additional copies, 





aydite raw mate- 


Sweetwater Basin, airborne radioac- 
tivity survey 
Swine: 
emergency payments 
weight hogs— 
hearings 


for light- 


meat-type hog production and 
marketing— 


hearings 
Symbols, see Maps and charts. 


Synthetic fuels, see Fuel oil. 
Synthetic liquid fuel, see Fuel oil. 
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Synthetic rubber, see Rubber. 
Symposiums : 
D.O-moderated power reactors... 
health physics 
technical methods. 
space law problems 
Systems, complex, planning philoso- 


Tables (compilation), see Technical, 

economic and scientific tables. 
Tables (furniture) : 

steel, general office Federal stand- 


ard 
wood, executive Federal 


standar 
Tables 


(amnithentationl), 
matics. 
Tabulating equipment and Army med- 
ical statistics 
Tacoma, Wash., electric facilities of 
area, map 
Taft-Hartley act, see Industrial rela- 
tions. 
Tail (aircraft) : 
damping and wing-tail interfer- 
ence, effects on rolling effec- 
tiveness of ailerons and spoiler 
on modified-delta-win 
horizontal-tail height effects on 
aerodynamic and loading char- 
acteristics in sideslip on 45° 
sweptback, untapered tail as- 
sembly 
lecremanial horizontal-tail 
measured on swept-wing bomb- 
er airplane in sideslip maneu- 


office, 


see Mathe- 


inline surfaces, lift, drag, longitu- 
dinal stability of rocket-pow- 
ered model 
sweptback horizontal, longitudinal 
aerodynamic characteristics of 
model at transonic speeds___ 
tail-wing-fuselage combinations, 
45° sweptback wing, experi- 
mental study at high subsonic 
speeds of several configura- 
tions shins 
Take-off (aircraft) : 
jet airplanes, aerodynamic charac- 
teristics as ne 
Tallulah, La., ecological investiga- 
tions of boll weevil 
Taming of blue and beyond 
Tangelos, Florida, seasonal changes 
in fruit development, ete 
Tank company in attack, organiza- 
tion and conduct of tactical 
training, USSR study 
Tanning and tanning materials, hem- 
lock extracts, decoctions, prep- 
arations free importation, tem- 
porary, 
Target tracks, maneuvers cause of au- 
tomatic, interce ae tracking 
errors, study of methods for 








Tari 
act of 1930, amend— 
SOc caer aes 156538, 
15825, 15893-894 
import tariff system, Finland 2 
see also names or classes of arti- 
cles imported or exported. 


Tariff Commission, investigate lead 


16844 
16871 
15334 
15349 
15332 


16630 


15653 


15690 


and zinc industries, reports. 16055-56 


Tariffs and trade, general agreement 
on, see General agreement on 
tariffs and trade. 

Tautomerism, exchange reactions in 
phosphorus chemistry 
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Entry 
Tax exemption: 
nonprofit organizations, mutual de- 
posit guarantee funds, report_ 
personal, for children placed for 
adoption— 


15823 


15740 
, 16135 


15698 
16140 
United States obligations from 
State and local taxation, clari- 
fying— 
15711 
reports , 15924 
Tax refunds: 
income tax overpayment resulting 
from renegotiation, extend pe- 
riod for filing claims— 
y 15645 
15867 


17111 
15284 


Taxation : 
double, convention with Belgium_ 
farm real estate, 1958 
payment to local Governments in 
lieu of taxes, etc., on Federal 
propert 
minority views 
report 
priority and nondischargeability of 
taxes, amend bankruptcy act, assen 


15983 
also Admissions tax—Income 
tax—Inheritance and transfer 
tax—lInternal revenue—Stamp 
taxes — Tax exemption — also 
— of articles, etc., subject 
to tax. 

Teachers, District of Columbia, credit 
educational leave for retire- 
ment purposes, report 

Teaching, opportunities, 

Teamsters, Chauffeurs, Warehouse- 
men, and Helpers of America, 
International Brotherhood of, 
see International Brotherhood 
of Teamsters, Chauffeurs, 
Warehousemen, and Helpers of 
America. 

Technical amendments act of 1958, 
see Internal revenue. 

Technical bulletins, Agricultural De- 
partment 15330-3834 

Technical circular, Federal Housing 

16322 


Administration 
national in- 
16488 


16113 
16113 





business tax 


Technical cooperation, 
dustrial technical centers, list- 
see also Foreign aid—also subjects. 
Technical manuals, Army Depart- 
me 15392 
Technical notes: 
Air Force Missile Development Cen- 


ter 
National Aeronautics and Space 
Administration 16869-929 
National Bureau of Standards___ 16942 
Picatinny Arsenal, Dover, N.J.--. 17007 
Wright Air Development Cen- 


ter 15357-3858 
Technical papers : 
Central States Forest Experiment 


Pacific Southwest Forest and Range 
Experiment Station 
Technica: publications, Soil Conserva- 
tion Service 17082-8383 
Technical record of design and con- 
struction : 
Cochuma Dam 
Telecote Tunnel. oi 22 hers 17066 


Do not order from index; see indicated entry 





Entry 
Technical reports: 


catalog, CTR series 15444-446 
008 


Picatinny Arsenal, Dover, N.J.._-. 17 
Snow, 
search Establishment 162 
Waterways Experiment Station. 16272- 


275 
Wright Air Development Center_ 15359- 


Ice, and Permafrost Re- 


Technical Services Office, English ab- 
stracts of Russian technical 
journals available, list.___.. 

Technical standard order 

Technicians, see Electronic 
cians. 

Teenagers, see Youth. 

Telecommunication, agreement with 


15441 
16312 
techni- 


17122 
Telecote + me design and construc- 
17066 
Telegraph : 
allowance for House of Represent- 
atives members— 
15705 
report 16091 
carriers, domestic and internation- 
, reporting annually, statis- 


tic 
terminals, AN/TCC4 and AN7WECRO 
operators manua 
Teleology and determinism, 
16616 
Telephone: 
allowance for House of Represent- 
atives members— 
15705 
re 16091 
oe and construction man- 
ua 
operations manual 
plant code and account hand- 


book 
REA-financed, design and construc- 
tion, station installation hand- 
book 
Television : 
community antenna systems, estab- 
lish F.C.C. jurisdiction, report_ 
rebroadeasting, amend communica- 
tions, act, report 
Temperature : 
dissipation of effect of drilling well 
in Arctic Alaska, ti 
elevated,, tensile properties 
wrought sintered tungsten___ 
low, = properties of light al- 


16144 
16133 


16464 
16904 


oys 17005 
see also Heat transfer. 
Tennessee, Yellow Creek Watershed, 
forest inventory statistics._.c. 17136 
Tennessee Valley Authority : 
appropriation, 1960— 
law (H.R. 
veto (H.R. 
veto (H.R. 9105) 
bibliography, supp. 1957-58 
forestry activities, 1958-59 17135 
rorestry. batietins._ 17136- 138 
Tensile properties of light alloys at 
low temperatures 
Tensile strength, see 
stresses. 
Terrebonne, Bayou: 
declare nonnavigable stream— 


Strain and 


hi sth i rig, Ste seems 
Territorial papers of United States, 
compilation 
Territories, dental directors, confer- 
ence with P.H.S. and Chil- 
dren’s Bureau, 1959 proceed- 
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Entry 


Testing, see names of substances or 
objects tested. 
west and central, 
vanian and lower 
rocks (series) 
Texas City. Tex.: 
explosions, settlement of claims, 
amend act— 
law 


Pennsyl- 


Texas, 
Permian 





Textiles: 
industry and materials in Com- 
munist China, technical 
changes 
industry in Communist China, se- 
lected translations 
Thailand: 
labor in 
surplus agricultural commodities, 
agreement 

Theodorou, Vassiliki P., relief 

Therapeutics, see Electrotherapy. 

Thermal stresses, see Strains and 
stresses. 

Thermoelectricity, abstracts, bibliog- 
raphy 16995-996 

Thermometers, acoustic, for veoh mong 
ing air temperature, USSR 
stud 16624 

Thesis, see Dissertations (academic). 

Thorium. raw materials availability, 
eurrent and long term, for 
atomic energy development 

Three Affiliated Tribes of Fort Ber- 
thold Reservation, see Fort 
Berthold Reservation. 

Thrust reversers, target-type, effects 
on low-speed aerodynamic char- 
acteristics of single-engine 
jet airplane 16899 

Thule, Greenland, ice from Tuto tun- 
nel and ramp, physical prop- 











15430 


TIAS gévles solos ct 17098-128 


Tibet, party activities, 1958-59 

translations from Communist 

China’s translations. 

Timberlands, Southwest Arkansas’ 
small woodlot owners 

Tin, placer and lode investigations, 
Ear Mountain area, Alaska___ 

Tiongeo, Clarita, see Martinez, 
Clarita. 

Tippecanoe County, Ind., soil survey. 

Tires: 

bicycle, sold to manufacturers, ex- 
empt from excise tax, report_ 
laminated, tax, report 

Tissues, evolution and creative syn- 
thesis, A. A. Zavarzin and 
N. G. Khlopin’s theories, USSR 
study 16602 

Titanium_ minerals in heavy sand de- 
posits, Assateague, Island, Md_ 16731 

Tobacco, regulations under tobacco 
inspection act of 1935 15272 

Toledo, Ohio, electric facilities of 

area, 16336 

San Francisco-Oakland Bay 
Bridge, use for rail-transit 
crossing, report 
Tonometer, high-frequency, for meas- 

uring and recording intraocu- 

lar pressure, USSR study__-_ 
Topographic maps, see Maps and 
charts. 

Gerardo R. Dobarganes _y, 
see Dobarganes y Torres, Ge- 
rardo R. 

Tourism, see Tourist trade. 
Tourist trade, community 


16537 
16450 
16720 


17081 


15913 
15859 


Tolls, 
15899 


16595 


Torres, 


success 
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Entry 


Toward better understanding, Vice- 
President Nixon’s visit to So- 
viet Union and Poland 17089 
Toxicology, Soviet abstracts_._ 16584, 16591 
TP series 17082-83 
Tracking : 

automatic interceptor errors caused 
by target maneuvers, study of 
methods for reducing 

performance effects of changes in 
lateral-oscillatory characteris- 
tics of fighter airplane 

Trade, see Commerce. 

Trade agreements, 
treaties. 

Trade unions, see labor unions. 

Traffic, see Air traffic. 

Traffic control, see Air traffic. 

Trainers (devices) : 

Naval Training Device Center guiae 
to training devices and aids, 
revised pages 

Training: 

industrial, programs 
County, N.J.. stud 

traineeshi A and von m 
awarded by N.I 

see also Military snuoation aa Ne: 
val education—Staff  train- 
ing—Vocational education— 
also subjects. 

Training aids, guide, revised pages_. 16997 
Trajectories : 

optimum climbing for rocket-pow- 

ered oe approximate 





see Commercial 


in Mercer 


solution 16920 
optimum flight for turbojet-pow- 
ered aireraft, approximate 
solutions 16922 
Translating machines : 
mathematical linguistics, USSR 
conference abstracts, Soviet 
developments, information___ 16505 
Translations, atheism in USSR-_ 16526, 16535 
Transonic speed, see Air speed. 
Transport aircraft, see Aircraft. 
Transport airplanes, see Airplanes. 
Transport numbers, ions in fused salt 
systems 
Transportation : 
air, use for mail other than airmail, 
report 
allowances, naval service members 
erroneously furnished, relieve 
from liability, report 
and distribution of canned foods__ 
D.C. Transit System, Inc., regula- 
tion of operation— 
hearings 
report 
developments in policy (address)_. 15553 
explosives, revision of act, report__ 16126 
livestock and poultry, enforcement 
of regulations, guide 15292 
military air transportation, investi- 
gation committee recommenda- 
tions, executive action, report. 
statistics in United States, 1958___ 
a series, Engineer 270 


Cor 
keene PATEOG investigation__._._ 17141 
wheat, special economic assistance 
agreement with Yemen 74a8T 
see also Air carriers—Roads and 
highways. 
Transportation Agency, New York- 
New Jersey, see New York- 
New Jersey Transportation 
Agency. 
Transportation Environmental Opera- 
tions Group, Army, see Army 
Transportation Environmental 
Operations Group. 


15402 


15871 
16502 
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Entry 


Travel: 
a retired judges, official sta- 


joint r bonds, se change 
eaten: ds, see Bonds of United 


reesust Department; department 7 
culars 7142-145 
Treasury notes, 5 percent, series oo 
17145 
Treaties and other international = 
series 7098-128 
see also Commercial treaties. nee 
subjects. 
Tree planting, effect of stock treat- 
ment upon field survival, tree 
lanters’ notes 
see also Forest planting. 
Trees, felled, method of estimating 
cubie volume 
see also Christmas trees—Nuts— 
Tree planting. 
Tri-City Airport, aircraft accident___ 15504 
Triassic period, Colorado Plateau re- 
gion, stratigraphy 16457 
Troops, see Armed Forces. 
Tropics, transportation, ATEOG in- 
vestigation 
Trucks, multifuel-diesel-engine, final 
report - 17140 
Trust funds, see Trusts and trustees. 
Trustees in bankruptcy: 
closing fee, increase, report 
powers, amend bankruptcy act, re- 
port 
Trusts (industrial) : 
antitrust laws— 
limit applicability to commercial 
activities of organized profes- 
sional team sperts, hearings.. 16214 
stock distributions, tax treat- 
ment, report 15882 
Trusts and trustees: 
Government trust funds, issuance 
of obligations at issue price— 


15891, ipg24 
jae trust fund, amend act, re- 
15886 


16452 


16438 


17141 








por 

a... and other employee trusts, 

exempt from D.C. laws relating 

to perpetuities, restraints on 
alienation, etc., 1 

supplemental unemployment benefit 

trusts, income tax exemption, 


Tsinghai Province, China, work re- 
port 1958, and 1959 plans___. 16576 
TSO series 
Tuberculosis, chart series 
Tubes (inner), see Inner tubes. 
Tumors: 
atlas of tumor pathology 
of pancreas 
Tuna fish : 
albacore gill nets, construction and 
catch selectivity 
canned, quality 
studies 
Tungsten : 
minerals yearbook chapter 
wrought sintered, high-temperature 
tensile properties 1 
Turbine blades, see Blades. 
Turbines: 
air-cooled, 2-stage suitable for flight 
at Mach number of 2.5— 
blade design 
velocity-diagram study 





Do not order from index; see indicated entry 





Turbines—Continued 
axial flow— 
limitations imposed on one-spool 
ducted-fan-engine designs at 
flight Mach numbers 0, 0.6, 0.8_ 
2-spool turbojet engine perform- 
ance, effect of design over-all 
> gana! pressure ratio divi- 


16797 


costing.  saupiatioh, design of ro- 
tor blad 

gas-afterburning, altitude perform- 
ance of 16 flame-holder and 
fuel-system configurations in- 
stalled in tail-pipe burner___~— 

gas-bleedoff, effects on engine per- 
formance of using turbojet en- 
gines as pumps for boundary 
layer control 

stator adjustment effect on accelera- 
tion characteristic of high-pres- 
pnt -ratio single-spool turbojet 


16767 


16787 


tail- pipe burner equipped with vari- 
le-area exhaust nozzle using 
several fuel systems and flame 
holders, altitude performance_ 
transonic— 
analytical predicting of off-design 


16765 


16777 
effect of rotor leading-edge sweep- 
back on performance 16784 
Turbojet engines, see Engines (air- 
craft). 
Turbulent flow, see Flow. 
Turkey : 
atomic energy, cooperation for mu- 
tual defense purposes, agree- 
ment 
economic assistance agreement____ 
sending gift packages to 
Turkeys: 
national improvement plan, record 
of performance, 1957-58, sta- 
tistics 
pricing, comparison of 2 methods__ 
Turkmen Soviet Socialist Republic, 
ublic health, book review___~- 
Twin Cities Arsenal, lease part of in- 
dependent school district no. 


17109 
17105 
16418 


15285 
i3e 1 


16625 


15719 


U.S. fighting man’s code 

U.S.S.R. see Union of Soviet Socialist 
Republics. 

UAR, see United Arab Republic. 

Ultrasonics, see Sound. 

Ultraviolet and near infrared absorp- 
tive coating materials and tech- 
niques for their application. 

Un-American activities : 

extent, etc., investigation, 
penses, 

proposed antisubversion 
tion, hearings, errata 

subversive activities control act of 
1950, amend, report 

see also Communism. 

Un-American Activities Committee, 
House: 

hearings, etc 15971-976 
1 ioe ae Atta ed 15877-—878, 15888 

Underemployed, see Unemployed. 

Undergraduates, see Students. 

Unemployed : 

agriculture, 


ex- 


low income problem 


(paper 
credits against unemployment tax 
in case of certain merged cor- 
porations report 
Unemployment insurance: 
railroad act, text as amended, 1959_ 17063 
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INDEX 


Entry 
Unemployment insurance—Continued 
supplement benefit trust payments, 
exempt from income tax, re- 
port 
UNESCO, see United Nations Educa- 
tional, Scientific and Cultural 
Organization. 
Uniforms, Navy regulations, 1959__. 16979 
Union of Soviet Socialist Republic: 
Academy of Sciences, Institute of 
Cocanrgregey, chemical re- 
me in Far Eastern waters, 


Pe a including crops, imple- 
mms, ete., selected transla- 


all- Union and all-Russian scientific 
societies of hygienists, results 
of joint plenary session 
all-Union committee on rheumatism 
and diseases of joints and 
yaw of combatting them, 
plenary session report 
All-Union Institute of Experimen- 
tal Endocrinology proceedings 
of annual scientific sessions, 
Mar. 23-26, 1959, thesis._.___ 16612 
ambulatory, polyclinic, and hospi- 
tal aid in urban and rural med- 
at establishments, statistical 


16544 


es 
atheism, selected Gene 16 
16525-526, 1 e533 
economic conditions, comparison 
with United States, papers sub- 
mitted in subcommittee study_ 


Mid 
East, study 

foreign trade, organization and 
techniques, study 16561 

higher educational institutions, 

dissertations for degrees in 

science and engineering, 
lists 16545, 16634 
higher school “system 16504, 16507, 
16531-532 

international communist develop- 
ments, selected translations.._ 16506 
machine translation developments. 16505 

medical entomology, achievements, 
16510 
16613 


15753 
economic penetration in 





medical service in mass attack--_~ 
meteorological servicing, utilization 
of radar station Rupor for 
Civil Air Fleet 
military translations 
parcel mperouens. report 
report Hyman G. 
heatinas 
report of” ar. Ss. 
group 
soviet of book, Public health in 
Turkmen R 
Russian technical journals, English 
+ or hgsiae available from OTS, 
st 
satellites, lunar probes, and space 
probes, 1957-59, statistics, ad- 
dendum 
scientific research— 
acoustical method for measuring 
air temperature 
antibioties effect on amino acid 
alpha-amidases and microbe 
acylases 16541 
bats, morphological basis of loca- 
tive and ultrasonic abilities__ 16618 
cells. bacterial connection be- 
tween biochemical processes 
and structural elements 
chemical research in Far East- 
ern waters, etc 


technical study 





16556 
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Union of Soviet Socialist Repub- 
lic—Continued 
scientific research—continued 

coefficients of mass transforma- 
tion on horizontal perforated 
plates at various gas speeds__ 

crops research 

erystal growth theory confirma- 
tion and relation between equi- 
librium forms and forms of 
growth--__ 

depth psychology and es 2 

determinism and teleology 

development of biology, sgeeee 
tical premise for raising level 
of medical and agricultural 
sciences. 

development of equipment for 
high-frequency electrotherapy, 
prospects, USSR study 

early changes in bone marrow 
or irradiated animals_.___.--~ 

or" methodological prob- 





genetien philosophical problems_ 

high-frequency tonometer for 
measuring intraocular 
sure 

histochemistry of brain phospha- 
tase in rabbits during onto- 
genesis 

inhibitory influences on cardio- 
vascular activity in animals 
during ontogenetic develop- 
ment 

ionic mechanisms of basic nerve 
processes 

irradiation of animals, method- 
ology of studying role of phy- 
sical stress 

kinetics of crystallization proc- 
esses of solutions and melts__ 

long range Arctic weather prog- 
oses, method of compilation_ 

materialistic theory of reflection 
and theory of development in 
living matter 

materialistic basis of heredity, 
philosophical problems in the- 
ory 

motphaleas problems 

oceanographic research 

ontogenetic changes in reflex reg- 
ulation of renal function 

ornithosis-psittacosis virus, 
sistance to eee é 
agents 

pharmacy status and prospects | 
for developments 

plague in camels, 
anatomy 

pronunciation mastery by chil- 
dren during 2d and 3d year__~ 

properdin isolation and its chem- 
ical composition 

repetition in process of develop- 


aaa - 


role of cerebellum in development 
of functions of skeletal muscles 
in ontogenesis 

splanchnic nerve influences on 
secretory functions of adrenal 
glands in newborn animals____ 

spontaneous formation of centers 
of crystallization in under- 
cooled melt in ultrasonic field_ 

tank company in attack 

tissue evolution, ete 

vasomotor influences from ce- 
phalic portion of vago-sympa- 
thetic trunk severed in neck 
region in newborn animals___ 

veterinary science 


Entry 


16608 
16593 
16615 
16617 
16595 


16622 


vibration spectra of diphenyl and 
1 


decadeutero-dipheny! 
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Union of Soviet Socialist Repub- 
ec—Continued 
scientific research—continued 
— forecasting for 3 to 7 


Entry 


6565, 16567-568, 16572, 16582; 


1658s ~585, 16587, 
Soviet launching of moon rocket 
Mechta or Lunik, report 
Soviet scientific personalities and 
organizations, directory 
Soviet machine building, selected 
translations 
Soviet world outlook, handbook of 
communist statements 


importants tasks under 
PSU seven year plan 


United States exchange programs__ 


16589-591. 


15863 
16555 
16560 
17087 
16633 


utilization of solar energy__--___ 1 


visit zz Agr President Nixon, July— 


195 

Union — of La Porte County, 
Ind., school heating plant in- 
stallation, credit cost against 
rental of Kingsbury Ordnance 
plant, report 

Unions, see Labor unions—also names 
of unions. 

United Arab Republic: 

money orders, agreement 
surplus agricultural commodities, 
agreement 

United Kingdom of Great Britain and 
Northern Ireland, see Great 
Britain. 

United Nations Educational, Scientific 
and Cultural Organization, or- 
ganization and program 

United States: 

Nore.—For all subjects, 
pertaining to the United 
States, except its govern- 
ment, general history, and 
description, see such sub- 
jects. 

United States Code, see Codes of law. 

United States commissioners, retire- 
ment, crediting service, law__~ 

United States Courts, see Courts of 
United States. 

United States Information Agency : 

operations of radio broadcasting 
center at Munich, Germany, 
report ~._- 
a of operations in western 
urope, report 

United States Study Commission on 
Development of Rivers, Ports, 
and Drainage Basins of Alaska, 
and intervening areas, estab- 
lish, report 

Universal Postal Union, convention, 
final protocol, ete 

Universities, see Colleges and univer- 
sities. 

Upham, N. Dak., reimbursement of 
Meadow School District no. 29, 





Uranium : 

aluminum, 
progress report 

ecoextruded Zircaloy-clad fuel ele- 
ments with integral end seals, 
development and properties___ 

contributions to geology of uranium 
(series) 1 

deposits, uraniferous bog. Pettit 
Ranch, 


diffusional bonding, 
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6457, 


16042 


15417 


15410 
16467 


Kern County, Calif... 15416 





Uranium—Continued 
exploration, directional resistivity 
measurements on Colorado 


geochemistry in phosphorites and 
black shales of Phosphoria for- 
mation 
raw materials availability, current 
and long term, for atomic en- 
ergy development 
reconnaissance, airborne project, 
Ruby Range and Sweetwater 
Basin, 
resources, 
Jtah 
Uranium isotopes: 
U-235, absolute neutron fission 
cross section determination__~— 
U-—238, neutron resonances, thesis__ 
Uruguay : 
George Washington statue for pre- 
sentation— 


Cedar Mountain area, 


wn United States pot oan bay 


USIA, 


gen 
USIS, see United States Information 
Service. 
USSR, see Union of Soviet Socialist 
Republ 


ics. 
Utah: 
Cedar Mountain 
County, 
electric rate oes 
seen B.D 1 & C, Navy training 


Uzbek Soviet “Socialist Republics, med- 
ical science development 


Vv 


ares, unary 


V.F.W., see Veterans of Foreign Wars 
of United States. 

VA, see Veterans Administration. 

Vaporization, unsteady, near stagna- 
tion point of blunt bodies__-- 

Variable-geometry annular cascade- 
type-inlet at Mach numbers 1.9 
and 3.05 

Vascular system, see Cardiovascular 
system. 

Vasomotor influences from cephalic 
portion of vVagos-sympathetic 
trunk severed in neck region in 
= animals (puppies), 

vcl bibliogtaphy and abstracts 


Vegetables : 
brining and pickling, publications, 
list 


salt tolerance of crops in West_-- 

Vehicles, land, wheel substitutes, 
classification bulletin 

Velocity, turbine, diagram study_-_-_- 

Vending machines, facts for industry, 
1958, errata 

Veneers, softwood, facts for industry, 
1958 


Vermont. policemen and firemen, so- 
cial security coverage, law--- 
Vessels, see Fishing vessels—Ice 


breakers—Shipbuilding—Ships, 


Veterans: 
benefits, forfeiture program, laws, 
etec., amend U.S. Code, law__- 
selected Government publications 
of interest 


Entry 


16463 


16465 


15430 


15415 
16467 


15400 
15399 


15710 
, 16168 


16737 
15649 


15614 


Page 187 








Veterans Administration : 
information bulletin IB Series____ 
personnel information bulletin__- 
regulations on forfeiture of vet- 

erans benefits, clarify law---_ 

Veterans of Foreign Wars of United 

States: 
property in D.C., exempt from tax- 
ation— 


Veterinary science in Soviet Union, 
report of U.S. technical study 
group 

Veto messages, see President of 
United States. 

VFW, see Veterans of Foreign Wars 
of United States. 

Vibration, diphenyl and decadeutero- 
di phenyl spectra, USSR study- 

Vietnam : 

mutual security program and re- 
lated activities, administra- 
tion, hearings 
North— 
agricultural cooperativization, 
economic data, translations__ 
autonomous zones, progress re- 


t 
economic data, translations__ 
non-economic data, translations_ 
Villanueva, Remedios, ‘relief __ 15594, 
Virgin Islands: 
climatic summary, 1931-52 


INDEX 


Entry 


17150 
17150 


15614 


16540 


16527 


16025 


fetal — 1957, national sum- ‘ 


marie 
income tae, 
tion 


infant mortality, 1957 

maternal mortality, 1957 

motorboat act of 1940, make appli- 
cable, 

natality, 1957, national summaries_ 


limitation on reduc- 


— act, amend— 





Pp 15786, 
Virgin Islands Corporation, sugar op 
erations, economic sppetibede 
Virginia : 
boundary line compact with West 
Virginia, consent of Con- 
gress— 





electric rate book 
Virology, see Viruses. 
Viruses, Soviet abstracts 
Visas, see Passports. 
Vital statistics : 
life tables, method of constructing, 
natural, divisional and state__ 
special reports— 
life tables. 
national summaries 
selected studies 
title page and contents, v. 49___ 
United States. 1957, bound volume_ 
see also Birth—Death—Still- birth. 
Vocational Division, bulletin 
Vocational education : 
adult Indians, amend act, report. 
area programs under national de- 
fense education act, adminis- 
tration regulations 
Voice of America, radio relay facili- 
ties, agreement with iberia_ 
Volume and yield tables 
felled trees, method of estimating 
cubic volume 
red alder and Sitka spruce 
Vortex motion, linearized theory as 
applied to hovering rotors in 
and out of ground effect, eva- 
luation 
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16067 
16961 


--. 15654 


16160 
15944 


15696 


16956 


1 696 
16955 
16954 
16261 


16052 


16259 
17122 


16438 
16439 





w 


Wabash River and Valley : 
water conservation, etc., compact, 
approval— 


15799, 
Wabas: ‘ or Valley Interstate Commis- 
sion : 
compact creating, approval— 


15799, 
WADC = Wright Air Development 
‘Center. 
Wages: 
nonsupervisory workers in whole- 
sale trade, straight-time hourly 
earnings— 
departmental edition 
document edition 
occupational survey— 
Lawrence, Mass.— 
departmental edition 
document edition 
overtime pay, Customs Bureau em- 
ployees claims, report 
payment and collection, State legis- 
lation and administration___— 
seamen, prohibit arrestment under 
State tax laws, law 
Wake (aircraft) : 
mixing in turbulent shear flow__-~ 
phe by ~ W., conveyance of prop- 


Wayate:- non-Indian-owned 
lands, irleation charges de- 
ferment, ete., approval, law__ 

War with Spain, 1898 : 

veterans, orphans educational bene- 
fits, provide— 


15739 
16070 


15739 
16070 


16657 

16074 
16653 
16905 
15568 


15646 


Wardrobes, wood, general office, Fed- . 


eral standard 

Warehousemen, and Helpers of Amer- 
ica, International Brotherhood, 
see International Brotherhood 
of Teamsters, Chauffeurs, 
Warehousemen, and Helpers of 
America. 

Warfare, see Atomic warfare—Bio- 
logical warfare. 

Washington, George: 

statue for presentation to Uru- 


15874, 


Washington, D.C., see District of Co- 
lumbia: 

Washington Metropolitan Problems 
Joint Committee, ete « 


Washington State Dental Service eae. 
poration, public assistance pro- 
gram, report 

Waste products, disposal, milk proc- 
essing industry, guide 

Water: 

chemical quality, Lodgepole Creek 
drainage basin 
conservation— 
construction in China, 
facility needs, report o. 
findings 
minerals yearbook chapter 
use as deluge agent in treatment of 
fluorine spills 
water and land problems 
see also Heavy water—Sea water— 
also headings beginning Water. 

Water-hyacinths, plants or seeds, per- 

mit transportation in interstate 





roblems_ 
research 








157 
16168 


17039 


16472 
16520 
5997 


16894 
17082 


commerce into northern States, as 





report 
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NoveMBer 1959 


Entry 


Water pollution: 
bee mee on public lands, pro- 





P 
Water rights: 
affirm laws of States west of 98th 
meridian, hearings 
Federal officers, etc., to act in ac- 
cordance with State laws, 
hearings 
Federal-State relations, hearings__ 
recognize authority of States, hear- 


ngs 
withdrawals or reservations of pub- 
lic lands not to affect water 
rights, hearings. 
Water supply: 
algae content, identification, 
nificance, etc., manual 
Big Blue River apportionment, 
Kansas-Nebraska compact ne- 
= consent of Congress, 


sig- 


es 
ground water, Lodgepole Creek 
drainage basin 
Northwest, average dis- 
charge at selected gaging sta- 
tions and change of storage in 
certain lakes and reservoirs, 
1943-57 
resources development, policy and 
procedure, hearings 
sources, losses, are, ete., water and 
land problem 17082 
surface, United "States, 1957_- po the th 
water supply papers 16470-475 
Waterborne commerce, see Commerce. 
Watersheds, protection and flood pre- 
vention act, amend to provide 
loans for other projects, re- 
port 
see alao names of rivers, ‘ete. 
Waterways Experiment Station, veh. 
nical reports 
Waukegan, Ill., commitment to sa 
tain public wharf, transfer to 
Waukegan Port District, 
port 
Waukegan Port District, I11., 
conveyance for public wharf, 
report 
Ways and Means Committee, House: 


hearings 15977 
eaaaabernge* > 1 pre Ss ee — 


825-826 88 31, 
841, 15845, 15856—860, P5882, 


15885, 15893-895, 15908, 15911- 


16455 
15958 





15852 





6272-275 


Weapons: 
advanced systems, rare or unusual 
metals, selection and evalua- 
tion 
atomic, fallout from nuclear tests, 
hearings, additional wee re- 
5909, 16058 
nuclear Geneva test ban Fo 
tions, hearing. 16202 
Weather: 
maps, preparation and use at sea, 
guide to mariners 17151 
anv O schedules, ATM manual. 15369A 
see also Meteorology—Weather 
forecasts. 
Weather Bureau, circular 
Weather control, research by Na- 
tional Science Foundation, and 
others, hearing 
Weather Control Advisory Committee, 
see Advisory Committee on 
Weather Control. 





Do not order from index; see indicated entry 


Weather forecasts, Arctic, long range 
prognoses, method of compila- 
ion, U 
Weather report, forecasting for 3 to 
7 days, USSR study 
Weather stations: 
agreement with— 
Ecuador 
Guadeloupe Island 
decadal census, Colorado 
Weeds, noxious- -plant control on Fed- 
eral lands by States, report._— 
Weeks, see names of special weeks. 
Weevils, see names of weevils. 
Welding, aluminum alloy electrode, 
military standard 
Well drilling, temperature effect dissi- 
‘ ean in Arctic Alaska, errata. 16464 
Wes 


cotton gin equipment, 1957, west- 
15264 


fires in inactive coal deposits, con- 


irrigation, improved methods 
vegetable crop salt tolerance 
West — lights and fog signals, 


West Virginia 
boundary line compact with Vir- 
ginia, consent of Congress— 


velopment Division : 
nual li 15295 
report 15813 


Western Europe, see Europe. 

Western Utilization Research and De- 
conference on eg i and poultry 
publications and patents, semian- 

Wheat: 
acreage history, amend 1958 law, 
ween wr agreements act of 

1949, extend to implement 1959 


agreement, 15701 
transportation, special economic as- 


sistance agreement with Yem- 
17117 


en 
Wheels, substitutes, classification bul- 
17010 


letin 
Wholesale prices, see Prices. 
Wholesale trade: 
nonsupervisory workers, straight- 
time hourly earnings— 
departmental edition 
document edition 
see also names of commodities and 
industries. 
Wichita project, Cheney division, 
construct, hearing 
Widows and widowers: 
estate tax marital deduction ap- 
plication to widow’s allow- 
ance, report 
police, firemen, ete., of D. - 
crease relief, etc, report... 
Wildlife : 
effects of insecticides, etc., Interior 
Dept. to continue studies— 


Wildlife refuges, refuge leaflet 
see also names of refuges. 
Wilkes-Barre, Pa., electric facilities 
of area, map 
Wind diet flight buffet loads, pre- 
t 


Windows, “plastic transparent and 
translucent covering, 1957, 
facts for industry 

see also Storm windows. 
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Winds: 
gusts— 
sharp-edge effect oo blade period- 
ic flapping angles and bending 
moments of 2-blade rotor 
velocity data from turboprop 
transport operating over east- 
ern U.S., analysis 
Windshields, conical and flat sting- 
mounted, effect on zero-lift 
oat of flare-stabilized bluff 


Wings peer ae 
aerodynamic— 
forces on wing-mounted external- 
store installation on airplane 
heating data determined from 
free-flight rocket-model test to 
Mach number 3.64 
delta— 
constant and varying thickness, 
zero-lift wave drag 
thick effect of varying maximum 
thickness upon aerodynamic 
characteristics 
thin low-aspect ratio, leading- 
edge modifications effects on 
aerodynamic characteristics__ 
wing fighter minimum drag re- 
ductions obtained from flight 
tests of rocket-boosted models 
and equivalent bodies between 
a numbers of 0.80 and 
wing with airfoil sections, wave 
drag coefficients 
diamond-shaped, subjected to con- 
stant heat input, effect of 
chordwise heat conduction on 
torsional stiffness 
Douglas D-558-II research air- 
plane, wing-mounted external 
stores effect on— 
lift and drag 
longitudinal and 
dling qualities 
finite aspect ratio, at subsonic and 
transonic speeds, discussion 
based on wind-tunnel measure- 











lateral han- 


ments 
flow fields behind rectangular and 


triangular wing up to high 
angles of attack 

helicopter performance at high tip- 
speed ratios, rotor theory____ 

inboard plan-form modifications ef- 
fects on lift, drag, longitudinal 
stability of rocket-propeller 
model 

modified delta. ailerons and spoil- 
ers, effects of tail damping and 
wing-tail interference on roll- 
ing effectiveness 

rectangular, of low aspect ratio, 
flutter and divergence 

rotating— 

downwash from VTOL aircraft 

starts surface erosion of ter- 


linearized vortex theory analysis 
of ground effect 
spoilers, effect of aspect ratio and 
chordwise location 
sweptback— 
and fuselage juncture with tran- 
sonic area rule, investigation 
at lifting conditions of stream- 
line contouring 
40°, with pylon-mounted stores, 
tested as semispan-cantilever 
wing and as full-span wing, 
flutter investigation 
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Entry 


16834 
16870 


16883 


16801 
16802 


16807 


16908 
16910 


16855 


16845 
16863 


16893 


16886 
16840 


16831 





Wings (aircraft)—Continued 
sweptback—continued 
45°, several tail configurations, 
experimental study at high 
subsonic speeds 
45°, steady-state aerodynamic 
loading characteristics at tran- 
sonic speeds 
52.5°, rocket-model investigation 
of hinge-moments on trailing- 
edge control 
investigation of external-store 
configurations on model tail- 
less airplane 
rocket-powered mobil, lift, drag, 
longitudinal stability 
rocket propeller model effects of 
wing inboard plan-form on 
drag, longitudinal sta- 


spoiler-slot-deflector configura- 
tion, investigation at high sub- 
sonic speeds of lateral-control, 


ete. 
thin, construction strength, struc- 
tural stability handbook 
tip droop, effects on longitudinal 
ane ages of highly swept 
bse Frew y combinations at 
numbers from 0.6 to 1.4_ 
eniaae hinge-moment character- 
istics of low-aspect-ratio wing 
with flap-type control 
two-blade rotor, sharp-edge verti- 
cal gust effect on flapping an- 
gles and bending moments____ 
wagwens. longitudinal aerodynamic 
eharacteristics of model at 
transonic spe 
wave drag prediction, applications 
of transonic and supersonic 
area rules to prediction 
wing-body combinations— 
delta, effects of body camber and 
indentation on _ longitudinal 
characteristics 
low aspect ratio effects of simu- 
lated skin wrinkles of surface 
| aerodynamic characteris- 
ARES oN POE RL eh 
properties at supersonic speeds_ 
zero-lift straight-wing-body-na- 
eelle configuration, superson- 
ic area-rule design and rocket- 
propelled flight investigation— 
wing-fuselage combinations— 
delta wings with and without 
body indentations, effect on 
aerodynamic characteristics__ 
division of loads, summary of 


sweptback, Mach number 
1.0, 1.2, and 1.41 fuselage in- 
dentations effectiveness for re- 
ducing pressure drag 
straight configuration, flight in- 
vestigation of supersonic area 
__ J eee ee 
tapered wing with circular-are 
sections and 40° sweepback, in- 
terference effect of wing on 
3-percent-thick delta, transonic 
loads characteristics 
Women: 
home demonstration organization 
members, general characteris- 
TOs. .ierastenaucdtuneelldacnmnindeiins Landhicdu 
legal status in United States— 


Do not order from index; see indicated entry 


16844 


16837 


16858 


16804 
16821 


16848 
16926 


16761 


16819 


16877 


16820 


16830 


16823 


16744 
16759 


16824 


16841 
16806 


16843 


16810 


16317 





NovEMBER 1959 


Entry 


Women—Continued ’ 
Navy, opportunities to train and 


Women’s Bureau bulletins__._._ 17162-—164 
Wong, Gim Bong, relief 16010 
Wood, wood-using industries, 
ish Honduras 
see also names of articles manufac- 
tured from wood. 
Wood lots, southwest 
Wood preservatives, marine, toxicity 
screening test against marine 
borers 
Wood pulp 
industry, growth in South 
list of reference works__~------- 
southern production, 1958 
Woods, Nathaniel H., relief of estate_ 
Wools for carpets and papermakers’ 
a Tariff Comm. investi- 


Arkansas’ 





repo rt 
Work pd Toe in “education, 
Secondary education. 
Work injuries, see Injuries. 
Work stoppages, see Strikes and lock- 
outs. 
Workers, see Farm labor—Youth. 
Works of art, see Art. 
Workshops, school and college per- 
sonnel work, 1959-60, list__ 
World a vehicle registration, 


see 


World trade, see Commerce 
World War, 1939-45, United States 
Army in World War II 
Wowchuk, Ivan, consultation with 
staff of Un-American Activi- 
ties Committee 
Wright Air Development Center: 
technical notes 
technical reports 
Wright Brothers Day: 
designate— 


15357-358 
15359-368 


15669 





Writing, ‘a Calligraphers. 


=x 
X-rays: 
aleminem alloy electrode welds, 
military standard 16247 
fluorescent spectrography— 
probe-design and applications... 16724 
solution techniques 16721 


Y 


Yalobusha County, Miss., conveyance 


of property 15568 





Entry 
parding, see Lumbering. 
aw 
effect on heat transfer to circular 
cylinders in hypersonic flow__ 16750 
low amplitude, damping, fuselage- 
tail configuration, wind tunnel 
investigation at Mach numbers 
up to 1.10 
Yearbooks : 
agriculture, 1959— 
departmental edition 
document edition 
Albanian statistical, 1958, transla- 
tion and glossary 
Yellow Creek, watershed, forest in- 
ventory statistics.__ttcu.____ 
Yemen, special economic assistance 
agreement 
Yeshayahu, Briszk Yom _ Tov, 
Briszk, Yom Tov Yeshayahu. 
Yield tables, see Volume and yield 
tables. 
Young people, see Youth. 
Young workers, see Youth. 
Youngstown, Ohio, electric facilities 
of area, map 
Youth : 
effect of obscene matter’ sent 
through mails (addresses) __ 


16846 


15308 
15762 


16536 
17136 
17117 


17018- 
19, 17028 
fitness and the future 

national stay-in-school campaigns, 
work-experience programs____ 
placement’ workers,  self-training 

unit on child-labor laws 
workers, problems of individual 

address) 

Youth Fitness, President’s Council on, 
see President’s Council on 
Youth Fitness. 

Ytterbium isotopes, Yb—169, nuclear 
energy levels and metastable 


16654 
16652 
16650 


ane 
tes. 


Zine: 
deposits, Ross Basin-Lake Como 
area, San Juan County, Colo., 
exploration 
industry, Tariff Commission to in- 
vestigate, report 
Zirconium : 
hafnium separation 
Zircaloy-clad uranium fuel elements 
with integral end seals, devel- 
opment and properties____-_- 
Zoology, general and special, Soviet 
abstracts 


16732 
16055 
16723 


15410 


O 
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